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REMARKS. 


ff Die miscellaneous records appertaining to the Plymouth Colony, 
originally forming part of the contents of several volumes, have 
been printed collectively, and are comprised in this volume. 

The earliest marriages on record in the colony will be found 
entered among the Court Orders. All the births, marriages, and deaths 
which were returned for record anterior to the year 1647, with the 
above-mentioned exception, have been lost by the decay of the first 
part of the original volume in which they were recorded at Plymouth. 

The Treasurers’ Accounts commence in 1658 and terminate in 1686, 
when the government of the colony was usurped by: Andros. They are 
preserved in very good order, in connection with certain miscellaneous 
records, and are in the handwriting of many different persons. 

The lists of freemen, taken at various times, and of those who 
were able to bear arms in the year 1643, are among the interesting 
reeords preserved in this volume. 

Complete indexes have been prepared for the printed volume, to 
take the place of those in the original volumes, which were compara 


tively useless on account of their want of minuteness. 
NEB. S. 


DecemBer, 1857. 


MARKS AND CONTRACTIONS. 


A Dash ~ (or straight line) over a letter indicates the omission of the letter 
following the one marked. 

A Curved Line ~ indicates the omission of one or more letters next to the 
one marked. 

A Superior Letter indicates the omission of contiguous letters, either pre- 
ceding or following it. 

A Caret , indicates an omission in the original record. 

A Cross x indicates a lost or unintelligible word. 

All doubtful words supplied by the editor are included between brackets, [ ]. 

Some redundancies in the original record are printed in Italics. 

Some interlineations, that occur in the original record, are put between 
parallels, || |l. 

Some words and paragraphs, which have been cancelled in the original record, 
are put between ¢ }. 

Several characters have special significations, namely : — 


@,— annum, anno. 5, — mod, month. 

a, — an, am, —curia, curiam. p, — par, por, — pt, part; ftion, por- 

a, — matrate, magistrate. tion. 

b, — ber, —numtb, number; Robt, p, — per, — pson, person. 
Robert. DP, — pro, — pporéon, proportion. 

é, — ci, ti, —acéon, action. Pp, — pre, — Psent, present. 

&, — tio, —jurisdicéén, jurisdiction. q, — qstion, question. 

é@, — cre, cer, —adés, acres. ®, — es@, esquire. 

d, — dd, delivered. ¥, — Apf, April. 

é, — Trér, Treasurer. 53, — 8, session; &d, said. 

é, — committé, committee. 8, — ser, — Svants, servants. 

&, — Sflal, general ; Georg, George. t, — ter, — neut, neuter. 

h, — chr, charter. %, — capt, captain. 

i, — begig, beginig, beginning. a, — uer, —sefial, seueral. 

t, — tre, letter. a, — abou, aboue, above. 

m, — mm, mn, — comittee, commit- ¥, — ver, —seVal, several. 
tee. W,— Wn, when. 

mm, — recofidaéén, recommendation. y®, the; y™, them ; y®, then ; y*, their ; 

va, — mer, — foriflly, formerly. Vung a litte 

1, — month. 3, — us, — vilibz, vilibus. 

ni, — nn,— Pen, Penn; ano, anno. t; — es, et, —statut, statutes. 

fn, — Dai, Domini. €a, &a, &c*, — et cetera. 

fl, — ner, — manfi, manner. viz}, — videlicet, namely, 


6, —  on,—mentid, mention. /  — full point. 
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PLYMOUTH RECORDS. 


MISCELLANEOUS RECORDS OF THE COLONY OF NEW 
PLYMOUTH IN NEW ENGLAND. 


[The following pages contain the records of Births, Marriages, Deaths, and Burials, in the several 
towns of the Colony of New Plymouth, as they were returned by the respective town clerks. The first 
portion of the manuscript part having been lost, and the first page of what remains being in a tattered 
condition, the original record commences in a fragmentary manner. The handwriting in the original 
is that of Secretary Morton. The pages of the manuscript volume are noted in the printed copy by 
an asterisk in the text, and by Arabic figures in the margin. ] 


BIRTHS, MARRIAGES, DEATHS, AND BURIALS. 


sc x mS x twentyeth of Nouember. 
x x buried the tenth of Febrewary. 
Zebx xeman buried the 23% of March. 


1647. Yarmouth Regester of the Beirth of theire Children. 


USANNA MILLER, daughter of Mt John Miller, was born the 24 of 

May. 
Elizabeth Hedge, daughter of Mt Wiltam Hedge, was born the twenty 

one of May. 
Samuell Matthews, the sonn of James Matthews, was born the first of May. 
Jonathan Hallot, the sonn of Andrew Hallott, was born the twentyeth 

of Nouember. 

Ruth Tayler, the daughter of Richard Tayler, was born the 29" of July. 
Mary Rider, the daughter of Samuell Ryder, was born the sixt of September. 
Sara Hull, the daughter of Trustrum Hull, was born the 18% of October. 
Beniamin Staare, the sonn of Thd Staare, was born the sixt of Febrewary. 
x Darby, the sonn of John Darby, was born the last of Febrewary. 


Josepth, the sonn of Wiltam Nicherson, born the 10 month, 1647. 
(3) 


[*1.] 


YARMOUTH. 


YARMOUTH. 


PiyMovuTH. 


[*4] 
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1647. Yarmouth Regester for Marriages and Burialls. 


Hugh Tilby died the twenty eight of January, buried the day follding. 
Henry Wilden matied to Eedx x the twenty fift of January. 
Sara Hull, the x x died x x 


x OX x x) Wanter.y 6 xi) x) Xo WS OEM OxiemnN CRN aon 


[1647. Plymouth Register of Births.] 


*/ PHO & Hanna Smith, the son & daughter of Richard Smith, being 
twines, were born on the twenty third of Aprell. 

Lidia Barnes, the daughter of John Barnes, was born on the twenty 
fourth of Aprell. 

Samuell Wood, the sonn of Henery Wood, was born the twenty fift of May. 

Hanna Glase, the daughter of James Glase, was born the 2°™4 of June. 

Ann Sturtivant, the daughter of Samuell Sturtivant, was born the 4b 
of June. 

Lidia Bartlet, the daughter of Robert Bartlet, was born on the 8 
of June. 

Rebekah Billington, the daughter of Francis Billington, was born on 
the 8 of June. 

Abigaill Church, the daughter of Richard Church, was born on the 
2Qerd of June. 

Hanna Eedy, the daughter of Samuell Eedy, was born on the twenty 
third of June. 

Elizabeth Chipman, the daughter of John Chipman, was born on the 
24% of June. 

Hester Willet, the daughter of Mt Thd Willet, was born on the sixt 
of July. 

Sara Heward, the daughter of John Heward, was born on the twentyeth 
day of August. 

Thomas Paddy, the sonn of M™ Wiltam Paddy, was born the sixt of 
September. 


x x sonn of Wiltam Hoskins, was born the last day of 
November. 


x x x John Tompson, x * x 


BIRTHS, MARRIAGES, AND DEATHS. 


- x Rener, the daughter of M* x Rener, was born the Prymovrn. 


26 of December. 

Seth Pope, the sonn of Thd Pope, was born on the 13* of January. 

Elizabeth Cook, the daughter of Jakob Cook, was born on the 18 of 
January. 

Samuell & Elizabeth Watson, being twines, the sonn & daughter of 
Gorg Watson, were born the 18 of January. 

Ephraim Morton, the sonn of Ephraim Morton, was born on the 27* of 
January. 

Isaak Doty, the sonn of Edward Doty, was born on the 8* of Febrewary. 

Isaak Cushman, the sonn of the Elder Cushman, was born the 8" of 
Febrewary. 

Mary Atkins, the daughter of Henery Atkins, was born the 13 of March. 

Elizabeth Faunce, the daughter of John Faunce, was born the twenty 
third of March. 


1648. Ply Regester of Mariages § Burialls. 


| Elizabeth Spooner, the wife of Wiltam Spooner, died the twenty eight 
of Aprell. 


John Wood, the sonn of Steuen x x x x 

Tho Smith, the sonn of Richard Smith, x x x 

Hanna Glase, the daughter of James Glase, died the 15" of June. 

John Young was mayied ynto x x the 13" of December. 


M: Beniamin Vermayes mafied ynto M™* Mercy Bradford the one and 
twentyeth of December. ~ 

John Barnes, the sonn of John Barnes, died the twenty fift of December. 

John Smith, Juni, of Plyfi, was mafied ynto Deborah Howland, the 
4% of January. 

John Tompson, the sonn of John Tompson, died the eleventh of 
Febrewary. 


*1648. Sandwidg Regester of the Beirths of their Children. 


x Boatfish borne the 27 of March. 
Mary Willis was born the 14% of Aprell. 
Bathshenah Skiffe born the twenty one of Aprell. 


[*5.] 


SANDWICH. 


[*6.] 
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Meriam Wood was born the 8 of May. 

Ezra Bourne was born the 12% of May. 

Micaell Blackwell was born the first. of June. 
Caleb Allen svas born the 27 of June. 

Patience Butler was born the 14 of August. 
Susanna Turner was born the 28 of September. 
Debora Wing was born the tenth of October. 
Nathaneell Fish was born the 27 of Nouember. 
Hester Allen was born the 8 of December. 
Sara Wright was born the eleuenth of Febrewary. 
Benet Elles was born the 27 of Febrewary. 


A sonn of Peeter Wright still born, the 16 of December. 


1648. Sanawidg Regester for Mariages & Burials. 


Wiltam Wright buried the 22 of May. 
Gorg Allen, Senier, buried the 2°°4 of May. 
Gorg Knot buried the third of May. 
Meream Wood buried the 9 of May. 


Wiltam Newland mafyied to Rose Holloway the 19 May. 


John Presbery buried the 19% of May. 


Tho Burgis mafied to Elizabeth Basset the 8° of Nouember. 


x x mafied to Mary Vincent the 8 of Nouember. 
x x buried the eleuenth of October. 
x x buried the eleuenth of December. 
P me, WILEAM WOOD. 


1648. Yarmouth Regester of the Beirth of their Children. 


ANNAH, the daughter of Richard Templare, was borne the fift of 


January, anno Domi 1642. 


Elizabeth, the daughter of Edward Sturgis, was born the twentieth of 
Aprell. 


Mary, the daughter of Robert Dauis, the 28 of the same. 


Samuell, the sonn of Francis Baker, the first of May. 


Mary, the daughter of John Marchant, the 20" of May. 


BIRTHS, MARRIAGES, AND DEATHS. 7 


Ephraim, the sonn of John Wing, the thirtieth of May. 
John, the sonne of Roger Elles, the first of December. 
Ann, the daughter of Richard Tayler, the 2°" of the same. 
Beniamin, the sonne of John Gray, about the 7 of December. 
Ann, the daughter of Wiltam Eldred, about the 16% of the same. 
Samuell, the sonne of Richard Templer, the 22°4 of January. 
The daughter of Peeter Worden, Febrewary the tenth. 
Mary, the daughter of W™ Hedge, the 24x 

x x the sonn of Richard Templer, x at Yarmouth. 


Yarmouru. 


*1648. Yarmouth Regester of Burials. [*7.] 


Elizabeth, the daughter of Hugh Norman, of the age of six, was 
drowned in a well the 28% of May. 

Ruth, the daughter of Richard Tayler, was buried. 

The sonne of John Winge drowned in the snow about the eleuenth of 
December. 


1649. Plymouth Regester of the Beirth of theire Children. Puymoura. 


PHRAIM TINKHAM, the sonne of Ephraim Tinkham, was born the 
fift of August. 

Samuell King, the sonne of Samuell King, was born the twenty ninth 
of August. — Ga 

Wypbra Glase, the daughter of James Glase, was born the 9% of August. 

Sara Warrin, the daughter of Nathaneell Warrin, was born the twenty 
ninth of August. 

Tho Sheriue, the sonne of Thd Sheriue, was born on the 2°™4 of September. 

Josepth Paddy, the sonne of Mt Wiltam Paddy, was born the tenth of 
September. 

Daniell Ramsden, the sonne of Josepth Ramsden, was born on the 14% 
of September. 

Hanna Wood, the daughter of Steuen Wood, was born on the 14" of 
October. 

John Young, the sonne of John Young, was born the 9°" of Nouember. 

Hanna Churchill, the daughter of John Churchill, was born the tweluth 


of Nouember. 
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John Tompson, the sonne of John Tompson, was born on the 24 of 


Nouember. 


James Willet, the sonne of Mt Thd Willet, was born the 24 of Nouember. 
Sara Bonum, the daughter of Georg Bonum, was born the 4" of December. 
John Morton, the sonn of John Morton, was born the eleuenth of December. 
Hasadiah Smith, the daughter of John Smith, Juni, was born the 


eleuenth of January. 


Moses Sauory, the sonne of Thd Sauory, was born the 22°"¢ of January. 
Hester Wright, the daughter of Richard Wright, was born on the x 
Jonathan Wood, the sonne of Henery Wood, was born the first of January. 
John Wood, the sonne of John Wood, was born the 4° of March. 

x Padduck, the daughter of x x 


*1649. Plymouth Regester of Mariages & Burialls. 


Mary Atkins, the daughter of Henery Atkins, died the fifteenth of June. 
Samuell Dunham mafied ynto Martha Falloway the 29% of June. 
Wiltam Browne mafied ynto Mary Murcock the 16 of July. 

Samuell Watson, the sonne of Gorg Watson, died the twentyeth of August. 
Christian Finny, the wife of John Finny, died the 9% of September. 
Ephraim Hicks mafied vnto Elizabeth Howland the 13 of September. 
Ephraim Hicks died the 12 of December. 

John Morton, the sonne of John Morton, died the twentyeth of December. 
Wiltam Harlow mafied vnto Rebekah Bartlet the twentyeth of December 
Eliezer Morton, the sonne of Nathaneell Morton, died the sixteenth’ of 


January. 


Sara Bonum, the daughter of Gorg Bonum, died the x x 
Josepth Paddy, the sonne of Mt Wiltam Paddy, died the 18 of Febrewary. 
Elizabeth Faunce, the daughter of John Faunce, died the third of March. 


1649. Sandwidge Regester of the Beirth of their Children. 


ARY WOOD born March the 29%, 
Ephraim Winge born Aprell the 24, 
Mary Newland born Aprell the 16‘, 
Elizabeth Jenkins born Aprell the 30. 


BIRTHS, MARRIAGES, AND DEATHS. 9 


Dauid Bessey born May the 23", SaNnpwicu. 
Samuell Gibbs born June the 2204, 
Mary Dexter born August the 11%, 
Caleb Fish born August the 18", 
Mordeeay Wright born October the 30. 
Jonathan Nye born Nouember the 20%, 
Encrease Kirbey, 2 
é Kubey, } twines, born February. 


*Ebenczer Allen born Febrewary the 10". [*9.] 


1649. Sandwidge Regester of Marriages and Burialls. 


Wiltam Allen married to Presilla Browne the 21 of March. 

Richard Chadwell married to Katheren Presberry July the 22¢»4, 

Ephraim Wing was buried December the 10%. 

John Freeman married to Mary Prence Febrewary the 14%. 

Caleb Fish was buried Febrewary 28". 

Abigaill Kerbey buried the 29 of Febrewary. 

Mordecay Wright buried March the 20". 

Jane Kerbey, mother, and Richard Kerbey, sonn, buried March 
the 23°. 

Encrease Kerbey buried March the 24". 1 

P me, WILELAM WOOD. 


1649. Yarmouth Regester of the Beirth of theire Children. Yarmouru. 


UTH, the daughter of Richard Tayler, born Aprell the 11". 

Samuell, the sonne of Samuell Arnoll, born May the 9%. 
Thd and ) twines, sonn and daughter of M* Eluerton Crow, born 
Elisabeth, } May the 9%, 
Sara, daughter of James Matthewes, born July the 21. 
Mary, the daughter of Robert Dennis, born September 19". 
Elizabeth, daughter of M* Miller, born October the 13%, 
Jehosaphat, sonn of Mt Tho Starre, born January the 12". 
Mathew, the sonn of John Darbey, born Febrewary the 8". 
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YarmourH. 1649. Yarmouth Regester of Marriages and Burialls. 


Hester ‘'empler, aged fiue yeares and an halfe, was buried Septem- 
ber the 13%, 
x x sonne of Robert Dennis, died at the x x 
(*10.] *Ephraim Winge, of the age of one yeare and seauen months, was 
buried the last of December. 
Robert Eldred and Elizabeth Nicarson were married the last week of 
October. 


Piymovru. 1650. Plym Regester of the Beirth of theire Children. 


OHN BRYANT, the sonn of Steuen Bryant, born the 7 of Aprell. 
Sara Dunham, the daughter of Samuell Dunham, born the 10% of Aprell. 

Mary Browne, the daughter of Wiltam Browne, born the 14 of May. 
Ephraim Little, the sonn of Thd Little, born the 17% of May. 
Mercy Latham, daughter of Robert Latham, born the 2°"! of June. 
Jonathan Dunham, sonn of John Dunham, Junier, born the 12" of August. 
Josepth Rener, sonn of M* John Rener, born the 15 of August. 
Hester Cook, the daughter of John Cook, born the 16 of August. 
Wiltam Harlow, sonn of Wiltam Harlow, born the fift of October. 


See more in the John Sturtivant, sonn of Samuell Sturtivant, born the 17 of October. 
next page of 

Ais vee John Morton, sonn of John Morton, born the 21 of December. 

beirths. 


Sara Bonum, daughter of Gorge Bonum, born the 12% of January. 


1650. Plymouth Regester of Marriages and Burialls. 


Ralph James married to Mary Fuller the 17 of Aprell. 
Mother Feney, aged fourscore yeares and vpward, died the 22%™4 of 
Aprell. 
Moses Savory, the sonn of Tho Savory, died the 9 of June. 
a *Robert Padduk died the 25" of July. 
M® Sara Holmes died the 18 of August. 
Jonathan Dunham, the sonn of John Dunham, died the 26 of August. 
Wiltam Harlow, sonn of W™ Harlow, died the 26 of October. 
John Sturtivant, sonn of Samuell Sturtivant, died the 30 of October. 


BIRTHS, MARRIAGES, AND DEATHS. 


Thd Lettece, sonn of Thd Lettice, died the 3 of Nouember. 
Grigory Armstrong died the fift of Nouember. 

A daughter of Nathaniell Mortons still born the 23" of November. 
Edward Gray married to Mary Winslow the 16 of J anuary. 
Katheren Goulder died the sixteenth of March. 

Tho Roberts mafied to Mary Padduk the 24 of March. 


1650. More Children born at Plym, 1650, which were omitted in the 
last ymediate page. 


Joane Nellson, daughter of Wiltam Nellson, born the 28% of February. 

Baruch Jurdaine, the sonn of John Jurdaine, born the 24" of February. 

Hope Warren, the daughter of Nathaniell Warren, born the sixt of March. 

Mercy Bartlet, the daughter of Robert Bartlet, born the 10 of March. 

Rebeckah Morton, the daughter of Ephraim Morton, born the 15 of 
March. 


1650. Sandwidge Regester of Beirth of theire Children. 


WY ERCY WING, the daughter of Steuen Winge, was born’ the 13* of 
M Nouember. 
Nathaniell Fish, the .sonn of Jonathan Fish, was born the 18 of 
December. 
Dorithy Butler, the daughter of Tho Butler, born the 23° of January. 
Judah Allen, the sonn of Gorge Allen, born the 30 of January. 
Adam Wright, the sonn of Peter Wright, born the 20 of March. 
*Mary Skiffe, the daughter of James Skiffe, born March the 24". 
Mordecay Elles, the sonn of John Elles, born the 24 of March. 


1650. Sandwidge Regester of Marriages. 


Thomas Tobye and Marthay Knott were married the 18 of Nouember. 
John Dillingham and Elizabeth Feake were married March the 24". 


N. W. 
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1650. Yarmouth Regester of y’ Beirthes of Children. 


Se WHILDEN born the twenty one of June. 


Nicolas Eldred August the eighteenth. 
Daniell Baker September the 2°". 
Josepth Winge about the same time. 
Wiltam Gray October the fift 
Sara Eldred October the tenth. 

John Hallot December the eleuenth. 

Martha Tayler the eighteenth of the same. 
Hester Mathues January the 8". 

Abijah Marchant 10™ of the same. 


Burialls at Yarmouth. 1650. 


Ann Tayler was buried the 29 of March, aged about a yeare and an 


Josepth Sturgis was buried the 16 of Aprell, about ten daies old. 


A son of Thomas Gage was drownded in a well, aged about a yeare and 


an halfe. 


*1651.  Plym Regester of the Beirth of their Children. 


12 
YARMOUTH 
halfe. 
PLYMOUTH. 
[*13.] 


HO: POPE, son of Thd Pope, born the 25 of March. 

Caleb Cook, son of Jacob Cook, born the 29% of March. 
Mercy Faunce, daughter of John Faunce, born the 10 of Aprell. 
Josepth Dotey, son of Edward Dotey, born the last of Aprell. 
Elkanan Cushman, son of the Elder Cushman, born the first of June. 
Samuell Sauory, son of Tho Sauory, born the 4% of June. 
Hezekiah Willet, son of Captain Thd Willet, born the 20 of July. 
Samuell Knowles, son of Richard Knowles, born the 17" of September. 
Ebenezer Tinkham, son of Ephraim Tinkham, born the 30% of September. 
John Smith, the son of John Smith, Junier, born the first of October. 
Dauid Wood, the son of Henery Wood, born the 17 of October. 
Isack King, the son of Samuell King, born the 24" of October. 
Desire Gray, the daughter of Edward Gray, born the sixt of Nouember. 


BIRTHS, MARRIAGES, AND DEATHS. 13 


Mary Sturtivant, daughter of Samuell Sturtivant, born the 7 of De- Prymovrn. 
cember. 

Hannah Glasse, daughter of James Glasse, born the 24" of December. 

Samuell Danham had two sonns born, which were twines, the 29 of 
December. 

Gorge Browne, y* son of Wiltam Browne, was born on the 16 of 
January. 

Dorcas Hickes, the daughter of Samuell Hickes, borne the 14 of 
Febrewary. 

Samuell Atkins, son of Henery Atkins, born the 244 of Febrewary. 

Nathaniell Wood, son of John Wood, born the twenty fift of Febrewary. 

Samuell Dunham, son of John Dunham, Junier, born the 25 of Febrewary. 

Daughter of Francis Billington born the same daie. 

Jonathan Watson, the son of Gorge Watson, born the 9" of March. 


*1651. Plym Regester of Marriages and Burialls. [*14.] 


M® Alice Paddy, wife of Mt Wiltam Paddy, died the 24* of Aprell. 

Mary Barnes, the wife of John Barnes, died the 2°™4 of June. 

John Dickarson married to Elizabeth Hickes the 10 of July. 

Hezekiah Willet, son of Captain Willet, died the 26 of July. 

Richard Foster married to Mary Bartlet the 10 of September 

John Howland married to Mary Lee the 26 of October. 

John Rickard married to Hester Barnes the 31 of October. 

Gyles Rickard, Junier, married to Hannah Dunham the 31 of October. 

A son of Samuell Dunham, being a twine, died soone after the beirth 
mentioned on the other side, and the other twine died six daies after. 

Audey Webb died the 4 of March. 

Wiltam Spooner married to Hannah Pratt the 18" of March. 


1651. Sandwidg Regester of Beirths of Children. SANDWICH. 


OSEPTH, son of Robert Botfish, born the 3% of Aprell. 
John Fish, son of Nathaniell Fish, born the 13" of Aprell. 
These bee the names of Leiftenant Josepth Rogers his children, as 


followeth : — 
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Sarah was borne the sixt of August, 1633, and died the fifteenth of the 


same month. 


Josepth was born the 19" of July, 1635. 
Thomas was born the 29"" of March, 1638. 
Elizabeth was born the 29% of September, 1639. 
John was born the 3° of Aprill, 1642. 

Mary was born the 22°™4 of September, 1644. 
James was borne the 18" of October, 1648. 
Hannah was borne the 8% of August, 1652. 


*1652. Plymouth Regester of the Beirth of theire Children. 


OSIAH SMITH, son of John Smith, borne the 16" of Aprill. 
Elizabeth, daughter of Andrew Ringe, born the 19 of Aprill. 

Eliezer, son of John Churchill, born the 20 of April. 

Elizabeth, daughter of Nathaniell Morton, borne the 3° of May. 

Isack Wright, sonne of Richard Wright, born 26 of August. 

William, sonne of Mt Wiltam Paddy, born about the 16 of September. 
John, the sonne of Gyles Rickard, Juni, borne the ne " 

Jane, the daughter of Nathaniell Warren, borne the 31 of December. 
Samuell, the sonne of Wiltam Harlow, borne the 27 of January. 

John, the sonne of M* Wiltam Bradford, born the twentieth of February. 
Jonathan, the sonne of Thomas Sauory, borne the 4% of March. 

Mary, the daughter of Richard Foster, borne the 8 of March. 

John, the sonne of Thomas Pope, borne the 15 of March. 


1652. Plymouth Regester of Marriages and Burials. 


Rebeckah Willett died the 2°" of Aprill. 

Arther Hathaway married to Sara Cooke the 20 of Nouember. 
Josepth Reyner died the 23" of Nouember. 

James Cole, Junier, married to Mary Tilson the 23° of December. 
James Shaw married to Mary Michell the 24% of December. 
Wiltam Pontus died the 9% of Febrewary. 


BIRTHS, MARRIAGES, AND DEATHS. 5 


* Att the Towne of Eastham. EASTHAM. 


[*16: 
ONATHAN SPARROW married to Rebeckah Banges the 26% of Octo- 


ber, 1654. 
Marke Snow married vnto Ann Cooke the 18* of January, 1654. 
Wiltam Walker married to Sarah Snow the 25 of February, 1654. 
Mehitabell, the daughter of Richard Knowles, born the 20" of May, 1652. 
Rebeckah, the daughter of Job Cole, born the 26 of August, 1654. 
Deborah, the daughter of Ralph Smith, born the 8 of March, 1654. 
Bethyah, the daughter of Edward Banges, born the 28" of May, 1650. 
Marcye and Apphyah, the daughters of Edwards Banges, which said 
daughters were born, being twines, were born the 15 of October, 1651. 
Israell, the son of Daniell Cole, borne the 8 of January, 1653. 
Nathaniell, the son of Thomas Williams, born the 24* of Aprill, 1655. 
John, the son of Wiltam Walker, born the 24** of Nouember, 1655. 


P me, DANIELL COLE, Towne Clarke. 


*1653. Plymouth Regester of the Beirth of theire Children. PLymoura. 


fonds 
ACOB, the sonne of Jacob Cooke, borne the twenty sixt of March. 


Josepth, the sonne of John Faunce, born the 14" of May. 

Mannasses and Ephraim, twines, the sonns of John Morton, born the 
7 of June 

Feare, the daughter of the Elder Cushman, borne the 20% of June. 

Beniamine, the sonne of M* John Winslow, born the 12 day of 
August. 

Josias, the sonne of Ephraim Morton, borne the * a 

John, the sonne of Arther Hathewey, born the 17% of September. 

Mary, the daughter of Edward Gray, born the 18 of September. 

Sarah, the daughter of Wiltam Spooner, born the fift of October. 

Hezekiah, the sonne of Capt Willett, born the 16 of Nouember, or 
therabouts. 

Mary, the daughter of James Cole, Junier, born the 34 of December. 

Sarah, the daughter of Gorg Bonum, born the 10 of December. 

Peter Tinkham, the sonne of Ephraim Tinkham, born the 25 of December. 

Isacke, the sonne of John Wood, borne the 27 of February. 
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1654. Plymouth Regester of the Beirthes of theire Children. 


Margerett, the daughter of Samuell Hickes, born the 9" of March. 
Wiltam, the son of Wiltam Browne, born the first of Aprill. 

Mara Sauory, the daughter of Thomas Sauory, born the seauenth of April. 
Samuell Sturtivant, the sonne of Samuell Sturtivant, born the 19 of Aprill. 
Eliazer Smith, the sonne of John Smith, Juni, born the 20 of Aprill. 


* Plymouth Regester of Marriages and Burials. 


Thomas Gray died about the seauenth of June. 
John Faunce died the 29™ of Nouember. 


Susanna Jenings died the 23° of March. 


1654. Plymouth Regester of Beirth of theire Children. 1654. 


Mary, the daughter of John Churchill, borne the first of August. 

Samuell, the sonne of Wiltam Hoskins, borne the 8 of August. 

Joannah, the daughter of Nathaniell Morton, was born the 98 of No- 
uember, 1654. 

James, the son of James Shaw, born the 6° of December. 

William Bradford, the sonne of William Bradford, Junior, was borne 
the 11 of March, 1654, and was baptized the 25 of March, 1655. 

(This last entry is in the handwriting of Governor Bradford.] 

Elkanan, the son of Gorg Watson, was born the fiue and twentieth day 
of February, 1633. 

Samuell, the son of William Brown, was born att Plymouth, the be- 
gining of March, 1652. 

Hezkiah, the son of John Smith, Junier, born the 28% of Nouember, 1655. 

Samuell, the son of Wiltam Spooner, born the 14" day of January, 1655. 

Hezkiah, the son of Ephraim 'Tinkham, was borne the eight of Feb- 
ruary, 1655. 

Saralt, the daughter of Arther Hatheway, was born the 28 of Febru- 
ary, 1655. 

Eliazer, the son of the Elder Cushman, was born the 20" of F ebruary, 1656. 

Marcye, the daughter of John Cooke, was born the fiue and twentieth 
of July. 


BIRTHS, MARRIAGES, AND DEATHS. 


*Mis Ann Atwood died the first of June. 

Allice Shaw, the wife of John Shaw, died the sixt of March, 1654. 
Rebecka, the daughter of Wiltam Harlow, was born the 12 of J une, 1655. 
Wiltam Shirtley married vnto Elizabeth Lettice the 18 of October, 1655. 


Hannah Sturtivant, the daughter of Samuell Sturtivant, was borne the 


fourth of September, 1656. 


ber, 


ber, 


ber, 


Jonathan Dunham was married ynto Mary Delanoy the 29 of Nouem- 


1655. 

Benajah Prat married to Persis Dunham the 29" of Nouember, 1655. 
Edward Dotey died the 23° of August, 1655. 

Samuell Rider married to Sarah Bartlett the 23" of December, 1656. 
James Clarke married to Abigaill Laythorp the seauenth of October, 1657. 
Jonathan Dunham married to Mary Cobb the fifteenth of October, 1657. 
Jonathan Shaw married to Phebe Watson the 22°™4 of January, 1656. 
Wiltam, the son of Wiltam Harlow, was born the 2°4 day of June, 1657. 
Abraham Jackson married to Remember Morton the 18 of Nouem- 
1657. 

Josepth Dunham married to Mercye Morton the same day. 

Samuell, the son of Samuell Ryder, was born the 18 of Nouember, 1657. 
John, the son of John Rickard, born the twenty fourth day of Nouem- 
1657. 

Mary, the daughter of Jacob Cooke, was born the 12" of January, 1657. 
John Cobb marryed to Martha Nelson the 28" of Aprill, 1658.” 
Abigaill, the daughter of Benajah Pratt, born the 21 of Nouember, 1657. 
John, the son of Ephraim Tinkham, was born the seauenth of June, 1658. 
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*Names of those whoe were marryed, recorded by Leiftenant James  Scrrvars. 


Torrey, since hee was chosen Towne Clarke of the Towne of 
Scittuate, the 18" of July, 1653. 


“77 AMES TORREY married to Ann Hach, the daughter of Wiltam Hatch, 


the 2°24 of Nouember, 1643. 
John Bryant married to Mary Lewis, the daughter of Gorge Lewis, of 


Barnstable, Nouember 14, 1643. 


Ephraim Kemton married to Joanna Rawlins, the daughter of Thomas 


Rawlins, January 28, 1645. 


Anthony Dodson married to Mary Williams the tweluth of Nouember, 1651. 
3 


[*20.] 
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Beirths of Children. 


Joseph, the son of Robert Studson, born June, 1639. 

Benjamine, the son of Robert Studson, born in the month of August, 1641. 
Thomas, the son of Robert Studson, born the 11 of December, 1641. 
James, the son of James Torrey, born the 3* of September, 1644. 

Sarah Witherell, the daughter of Mt Wiltam Witherill, was born the 


10‘ of February, 1644. 


Samuell, the son of Robert Studson, born in the month of June, 1646. 
Hannah, the daughter of M* Wiltam Witherill, born the 20 of Feb- 


ruary, 1646. 


Wiltam, the son x James Torrey, born March the 15, 1646. 

John, the son of Robert Studson, born Aprill, 1648. 

Joseph, the son of James Torrey, born the 18 March, 1648. 

Eunice, the daughter of Robert Studson, born the 28 of Aprill, 1650. 
Damaris, daughter of James Torrey, born the 26 of October, 1651. 
Sarah, the daughter of Anthony Dodson, born August the 26, 1652. 
Lois, the daughter of Robert Studson, born in the month of February, 1652. 
Samuell, the son of Walter Hatch, born December the 22%"4, 1653. 
Robert, the son of Robert Studson, born the 29% of January, 1653. 
Gershom, the son of Anthony Dodson, born February 14%, 1653. 
*Joanna, the daughter of Ephraim Kemton, was born the 29% of Sep- 


tember, 1647. 


Patience, the daughter of Ephraim Kemton, was born the 2%"4 of Octo- 


ber, 1648. 


Ephraim Kemton, the son of Ephraim Kemton, was born the first of 


October, 1649. 


Lydia, the daughter of John Turner, was born the 24 of January, 1652. 
Mannasses, the son of Ephraim Kemton, was born the first of January, 1651. 
Deborah, the daughter of Wiltam Berstow, born in August, 1650. 
Wiltam, the son of Wiltam Berstow, born in Sept", 1652. 

John, the son of Humphrey Johnson, born in March, 1658. 

John, the son of John Bryant, born the 17 of August, 1644. 

Hannah, the daughter of John Bryant, born the 25 of January, 1645. 
Sarah, the daughter of John Bryant, born the 29 of September, 1648. 
Mary, the daughter of John Bryant, born the 24" of February, 1649. 
Martha, the daughter of John Bryant, born the 26 of February, 1651. 
Samuell, the son of John Bryant, born the 6 of February, 1653. 


BIRTHS, MARRIAGES, AND DEATHS. 


Patience, the daughter of Ephraim Kemton, deceased the first of J uly, 1648. 
Mary, the daughter of John Bryant, dec’ the 8 of Aprill, 1652. 
Henery Merritt deceased the last of Nouember, 1653. 

Katherin Winter deceased the 28" of December, 1653. 


Pme, JAMES TORREY, Towne Clarke. 


1 Note of the P’sons recorded since June last, p’ me, James Torrey, 
Towne Clarke of Scittwate, sent to March Court, 1654. 


ESOLUED WHITE marryed to Judith, the daughter of Mt Wiltam 
Varssall, Aprill the 8", 1640. 

James Adams marryed to Francis, the daughter of M* Wiltam Varssall, 
July the 16, 1646. 

Walter Hatch married to Elizabeth Holbrooke, May the sixt, 1650. 

Nathaniell Rawlins mafyed to Lydia, the daughter of Richard Siluester, 
September the 4, 1652. 

*John Damman married to Katherin, the daughter of Henery Merritt, 
in June, 1644. 

Wiltam Parker marryed to Mary, the daughter of Thomas Rawlins, in 
Aprill, 1639. 

Wiltam Parker marryed to Mary, the daughter of Humphry Turner, 
Nouember the 13%, 1651. 77 

Thomas King marryed to Jane Hatch, widdow, March the 31, 1653. 


Beirthes of Children. 


Wiltam, the son of Resolued White, born Aprill the’10%, 1642. 
John, the son of Resolued White, born March the 11%, 1644. 
Samuell, the son of Resolued White, born the 13% of March, 1646. 
Wiltam, the son of James Adames, born May the 16%, 1647. 
Samuell, the son of Wiltam Wills, born in May, 1640. 

Lydia, the daughter of Wiltam Wills, born in Aprill, 1645. 
Resolued, the son of Resolued White, born Nouember 12", 1647. 
Anna, the daughter of Resolued White, born June the 4%, 1649. 
Elizabeth, the daughter of Resolued White, born the June 4%, 1652. 
Josiah, the son of Resolued White, born September 29, 1654. 
Jonathan, the son of James Torry, born September the 20", 1654. 
Anna, the daughter of James Adams, born Aprill the 18, 1649. 
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Richard, the son of James Adams, borne Aprill the 19%, 1651, and 


deceased the 25 of July, 1651. 


Mary, the daughter of Jathnes Adams, born January the 27, 1653. 
Lydia, the daughter of Wiltam Hatch, Seni, born January the 7, 1654. 
Elizabeth, the daughter of Nathaniell Rawlins, born March the first, 1653. 
Jonathan, the son of John Turner, Seni", born September 20", 1646. 
Josepth, the son of John Turner, Seni", born January the 12, 1647, 


and deceased January 15, 1647. 


*Josepth, the son of John Turner, Seni", born January the 12, 1649. 
Ezekiell, the son of John Turner, Seni‘, born January the 7, 1650. 
John, the son of John Turner, Seni’, born October 30, 1654. 

Thomas, the son of Thomas Pinchin, born May the 15, 1640. 

Hannah, the daughter of Thomas Pinchin, born December the 4%, 1642. 
Hannah, the daughter of Henery Ewill, born June the 22°"4, 1649. 
Gershom, the son of Henery Ewill, born the Nouember 14, 1650. 
Hannah, the daughter of Walter Hatch, born March the 13", 1650. 
Deborah, the daughter of John Damman, born Aprill the 25", 1645. 
John, the son of John Damman, born Nouember the 3°, 1647. 

Mary, the daughter of John Damman, born in July, 1651. 

Daniell, the son of John Damman, born in February, 1652. 

Zacaryah, the son of John Damman, born in February, 1649, deceased 


in February, 1649. 


Wiltam, the son of Wiltam Randall, born in December, 1647. 
John, the son of Wiltam Randall, born in Aprill, 1650. 

Elizabeth, the daughter of Wiltam Randall, born in October, 1652. 
Mary, the daughter of Wiltam Parker, born January the first, 1639. 
Wiltam, the son of Wiltam Parker, born in December, 1643. 
Patience, the daughter of Wiltam Parker, born in February, 1648. 
Lydia, the daughter of Wiltam Parker, born May the 9*, 1653. 
Josepth, the son of Wiltam Randall, was born in March, 1642. 
Hannah, the daughter of Wiltam Randall, born in March, 1644. 
Job, the son of Wiltam Randall, was born February the 8, 1654. 
*Rhode King, the daughter of Thomas Kinge, was born Ootober the 


1 GSoe 


Gorg King, the son of Thomas Kinge, born December the 24*, 1642, 
Thomas, the son of Thomas Kinge, born June the 21, 1645. 

Daniell, the son of Thomas Kinge, was born February the 4%, 1647, 
Sarah, the daughter of Thomas King, was born May the 24", 1650. 
John, the son of Thomas Kinge, was born May the 30, 1652. 
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Deathes. ScrruatTe. 


Wiltam Hatch, Seni and elder, deceased Nouember the sixt, 1651. 
Mary, the wife of Wiltam Parker, deceased in August, 1651. 

Richard, the son of James Adames, deceased the 25 of July, 1651. 
Josepth, the son of John Turner, Senit, deceased January the 15‘, 1647. 
Zachariah, the son of John Damman, deceased in February, 1649. 
Sarah King, the wife of Thomas Kinge, deceased June the sixt, 1652. 
John, the son of Thomas Kinge, deceased about July the 26%, 1652. 
Jane, the wife of Thomas Kinge, deceased October the 8, 1653. 


Thomas Turner marryed to Sarah Hiland January the sixt, 1651. 
Josepth Tilden married to Ellice Twisden Nouember the 20*, 1649. 


Beirthes of Children. 


Ruth, the daughter of Nathaniell Rawlins, born September the 27", 1655. 
Nathaniell, the son of Thomas Turner, born March the first, 1654. 
Jane, the daughter of Walter Hatch, born March the 7, 1655. 
*Josepth, the son of Humphrey Johnson, born June the 24, 1655. [*25.] 
Nathaneell, the son of Josepth Tilden, born in September, 1650. 

John, the son of Josepth Tilden, born in December, 1652. 

Rebeckah, the daughter of Josepth Tilden, born in Febrewary, 1654. 
Elizabeth, the daughter of Thomas Turner, born in July, 1656. 

Sarah, the daughter of Thomas Ingham, born January the 21, 1647. 
Josepth, the son of Josepth Tilden, born Febrewary the 12", 1656. 
Mary, the daughter of James Torrey, born February the 14", 1656, 
Elisha, the son of John Turner, Seni‘, born March the eight, 1656. 
Benjamine, the son of Humphrey Johnson, born August the 27, 1657. 


Pme, JAMES TORREY, Towne Clarke. 


Of the Towne of Plymouth. PLymourn. 


ILEAM HARLOW married to Mary Faunce the 15 of July, 1658. 
M Samuell Hooker married to M* Mary Willett the 22°"4 of Sep- 


tember, 1658. 
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Name changed 
after it was 
entered. 


PLYMOUTH COLONY RECORDS. 


M Barnabas Laythorpe was married to Susanna Clarke, the 3° of No- 
uember, 1658. 

M: John Saffin was married ynto M* Martha Willett, the 2°=4 of De- 
cember, 1658. 

Mary, the daughter of Wiltam Harlow, was borne the 19 day of May, 1659. 

Jonathan Morrey was married ynto Mary Foster, widdow, the 8™ of 
July, 1659. 

Lydia, the daughter of Abraham Jackson, was born the 19" of Nouem- 
ber, 1658. 

John, the son of Samuell Sturtivant, borne the sixt of September, 1658. 

Samuell, the son of Samuell Jenney, was borne the third of July, 1659. 

Sarah, the daughter of Steuen Bryant, was borne the 28" of Nouem- 
ber, 1659. 

Wiltam Clarke married to Sarah Woolcott, on the first of March, 1659. 

*Martha, the daughter of Jacob Cooke, was born the sixteenth of 
March, 1659. 

Mary, the daughter of Stephen Bryant, was borne the 29" of May, 1654. 

Stephen, the son of Stephen Bryant, was borne the 2°"4 day of Febrew- 
ary, 1657. 

Winnefred Whitney, the wife of Thomas Whitney, died the 23% of 
July, 1660. 

Mr Robert Marshall married to Mary Barnes, the x x x 

Benajah Dunham married to Elizabeth Tilson the 25 of October, 1660. 

Edward Cobb mayied to Mary Hoskins the 28% of Nouemb’, 1660. 

Benjamine Eaton married to Sarah Hoskins the 4 of December, 1660. 

Lydia, the daughter of Samuell Sturtivant, was born the 13 day of De- 
cember, 1660. 

Repentance, the daughter of Wiltam Harlow, was borne the 22°"4 of 
Nouember, 1660. 

Samuell Eaton married to Martha Billington the 10 of January, 1660. 

Josepth Ramsden married to Mary Sauory the 16 day of October, 1661. 

*Elizabeth, the daughter of Edward Gray, was born the eleuenth of 
February, 165x. 


Sarah, the daughter of Edward Gray, was born the tweluth of Au- 
gust, 1659. 


tSamuell,} ||John,|| the son of Edward Gray, was borne the first of 
October, 1661. 


John Holmes married to Patience Faunce the twentyeth day of No- 
uember, 1661. 


BIRTHS, MARRIAGES, AND DEATHS. 
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M* John Holmes married to Mary Atwood the eleuenth of Decem- Prymovrn. 


ber, 1661. 

Daniell Wilcockes was married to Elizabeth Cooke the 28% of Nouem- 
ber, 1661. 

Anthony Sprague was married to Elizabeth Bartlett the 26 of Decem- 
ber, 1661. 

Judith, the wife of Gyles Rickard, Seni", died the sixt day of Febrew- 
ary, 1661. 

Gyles Rickard, Seni‘, married to Jone Tilson the twentyeth day of 
May, 1662. 

Thomas Leonard married to Mary Watson the 21 of August, 1662. 

John, the son of John Cobb, was borne the 24 of August, 1662. 

John, the son of Wiltam Harlow, was borne the 19* of October, 1662. 

Francis, the son of Jacob Cooke, was borne the fift of January, 1662. 

John Churchill died the first of January, 1662. 

Mannasses Kemton died the 14 of January, 1662. Hee did much 
good in his place the time God lent him. 

Edward Doty married to Sarah Faunce the 26 of February, 1662. 
Lydia, the daughter of Stephen Bryant, was borne the 23 of Octo- 
ber, 1662. 

Francis Cooke died the seauenth of Aprill, 1663. 

*Zachariah Eedey was married to Allice Padduck the seauenth of 
May, 1663. gas 

Samuell Rickard, the son of Gyles Rickard, Juni", was borne the 14" of 
Jiiuary, 1662. 

Phebe Watson, the wife of Gorge Watson, died the 22°"4 day of May, 
1663. 

John Lucas, the son of Thomas Lucas, was borne the fifteenth day of 
July, 1656. 

Mary Lucas, the daughter of Thomas Lucas, was borne the fifteenth day 
of March, 1658. 

Benony Lucas, the son of Thomas Lucas, was borne the 30 day of 
Ictober, 1659. 

Samuell Lucas, the son of Thomas Lucas, was borne the fifteenth day of 
September, 1661. 

Wiltam Lucas, the son of Thomas Lucas, was borne the 13 of Janu- 
ry, 1662. 

John, the son of John Holmes, was borne the 22° of March, 1662. 


[*28.] 
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A Register of the Age of some of the Children of Nathaniel Warren, 
as followeth : — 


Hope, the daughter of Nathaniel Warren, was borne the seauenth of 
March, 1651. 

Jane, the daughter of Nathaniel Warren, was borne the 10" of Janu- 
ary, 1652. 

Elizabeth, the daughter of Nathaniel Warren, was borne the 15 of 
September, 1654. 

Allice, the daughter of Nathaniel Warren, was borne the 2:4 of 
August, 1656. 

Mercye, the daughter of Nathaniel Warren, was borne February the 
QO Ra lGods 

Mary, the daughter of Nathaniel Warren, was borne the 9* of March, 
1660. 

Nathaniel, the son of Nathaniel Warren, was borne the 10 of March, 
1661. 

John, the son of Nathaniel Warren, was borne the 23 of October, 1663. 

James, the son of Nathaniel Warren, was borne the 7 of Nouem- 
ber, 1665. 

There are two other of his children recorded in this booke, elder then 
any of thes heer named. 


*The Regester of the Age of the Children of M’ Wiliam Paddy is as 
followeth : — 


Elizabeth,.the daughter of M* Wiltam Paddey, was borne the tweluth 
day of Nouember, 1641. 

John, the son of M™ Wiltam Paddey, was born the twenty fift of No- 
uember, 1643. 

Samuell, the son of Mt Wiltam Paddey, was borne about the first of 
August, 1645. 


Robert, the son of Mt Robert Marshall, was borne the fifteenth day of 
August, 1663. 


BIRTHS, MARRIAGES, AND DEATHS. 


The Register of the Age of some of the Children of Robert Pad- 
docke, deceased. 


Imprimis, Wiltam Palmer, the son in law of the said Robert Paddocke, 
was borne the 275 of June, 1634. 

Zachariah Paddocke, the son of Robert Paddocke, was borne the 20% 
of March, 1636. 

Mary, the daughter of Robert Paddocke, was borne the tenth of March, 
1638. 

Allis, the daughter of Robert Paddocke, was borne the 7 of March, 1640. 

John, the son of Robert Paddocke, was borne the first of Aprill, 1643. 


There are two other that are before registered in this booke. 


Wiltam Crow was married to Hannah Winslow the first of Aprill, 1664. 

Francis Goulder died the 17% of May, 1664. 

James, the son of Samuell Sturtivant, was borne the eleuenth of Feb- 
ruary, 1663. 

Nathaniel, the son of Wiltam Harlow, was born the 30% of Septem- 
ber, 1664. 

Mary, the wife of Wiltam Harlow, dyed the 4 of October, 1664. 

Jonathan Pratt was married to Abigaill Wood the 2°* of Noucm- 
ber, 1664. 

Thomas Cushman was married to Ruth Howland the {7m day of 
Nouember, 1664. 

James, the son-of- Nathaniel Warren, was born the 7 of Nouember, 1665. 


* Plymouth Register. 


Josepth Howland was married to Elizabeth Southworth the seauenth 
day of December, anno 1664. 

Gorge Morton was married to Joanna Kempton the 22°"4 of Decem- 
ber, 1664. 

Julian Kempton, widdow, aged fourscore and one yeare, died the 19% 
day of February, anno Dom 1664, and was buried the 20™ of the same ; 
shee was a faithfull servant of God. 

Josepth, the sonne of M* Josepth Bradford, was borne the 18 of 
Aprill, 1665. 
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Elizabeth, the daughter of Stephen Bryant, was borne the seauenteenth 
of October, 1665. 

Sacary Eedey, the son of Sacary Eedey, was borne the tenth day of 
Aprill, 1664. 

Wiltam Harlow married to Mary Shelley the 25 of January, 1665. 

Mary, the daughter of Ephraim Tinkham, was borne the fift of Au- 
gust, 1661. 

John, the son of Ephraim Tinkham, was borne the 15" of Nouem- 
ber, 1663. 


*The Register of Eastham, of their Beirths, Marriages, & Burialls, 
as they came to my hand. 


OHN FREEMAN and Mercy Prence married the 13 February, 1649. 
John Freeman, son of John Freeman, was borne the 2°"4 of February, 

1650. This deceased. 

Alsoe, another son, named John, borne in December, 1651. 

Thomas Freeman, the son of John Freeman, was borne in Septem, 1653. 

Edmond Freeman, the son of John Freeman, was borne in June, 1657. 

Marcye Freeman, the daughter of John Freeman, was borne in July, 1659. 

Nathaniel Mayo and Hannah Prence were marryed the 13 of Febru- 
ary, 1649. 

Thomas Mayo, the son of Nathaniell Mayo, was borne the 7 Decem- 
ber, 1650. 

Nathaniell Mayo, the son of Nathaniell Mayo, was borne the 16 of No- 
uember, 1652. 

Samuell Mayo, the son of Nathaniel Mayo, was borne the 12* of Octo- 
ber, 1655. 

Hannah Mayo, the son [daughter] of Nathaniel Mayo, was borne the 
17 of October, 1657. 

Theophilus Mayo, the son of Nathaniel Mayo, was borne the 17" of 
December, 1659. 

John Mayo was married to Hannah Reycraft the first of January, 1650. 

John, the son of John Mayo, was borne the fifteenth of December, 1652. 

Wiltam, the son of John Mayo, was borne the 7 of October, 1654. 

James, the son of John Mayo, was borne the third of October, 1656. 

Samuell, the son of John Mayo, was borne the 2°"4 of March, 1658. 
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Wiltam, the son of Wiltam Walker, was borne the 24 of August, 1659. Easrmam. 


Stephen, the son of Wiltam Twining, was borne the sixt of February, 1659. 

Eliazer, the son of Thomas Paine, was borne the 10* of March, 1658. 

Hannah, the daughter of John Smalley, borne att Plymouth the 14* of 
June, 1641. 

John, the son of John Smalley, borne att Plymouth, the 8* of Sep- 
tem: 1644. 

Isacke and Mary, the son and daughter of John Smalley, were borne 
the 11 of December, 1647. 

*Jemineth, the daughter of Robert Vixon, was borne the 30% of 
August, 1655. 

Titus, the son of Robert Vixon, was borne the 2°"4 of December, 1657. 

Elizabeth, the daughter of Robe? Vixon, was borne the 29" of May, 1660. 

Jonathan, the son of Richard Higgens, was borne att Plymouth in 
July, 1637. 

Benjamine, the son of Richard Higgens, was borne att Plymouth in 
July, 1640. 

John Yeates, the son of John Yeates, deceased, which said John Yeates, 
Juni‘, is son in law to the said Richard Higgens, was borne att Duxburrow 
the 15 of August, 1650. 

Mary, the daughter of Richard Higgens, was borne the 27 of Sep- 
tem: 1652. 

Eliakim, the son of Richard Higgens, was borne the 20 of Octo- 
ber, 1654. 

Wiltam, the son of Richard Higgens, was borne the 15™ of December, 
1654. ne bata 

Jadiah, the son of Richard Higgens, borne the fift of March, 1656. 

Rebeckah, the daughter of Jonathan Sparrow, was borne the 30" of 
October, 1655. 

John, the son of Jonathan Sparrow, was borne the 2°°"4 of Nouember, 1656. 

Presilla, the daughter of Jonathan Sparrow, was borne the 13" of 
February, 1658. 

Apthia, the daughter of Samuell Freeman, was borne the 11% of De- 
cember, 1660. 

Apthia, the daughter of Samuell Freeman, deceased the 19 of Feb- 
tuary, 1660. 

Mary, the daughter of Daniel Cole, was borne the 10" of March, 1658. 

Josepth Harding was married to Bethya Cooke the 4" of Aprill, 1660. 

Josepth Rogers was married to Susanna Deane the 4" of Aprill, 1660. 


[*32.] 
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EASTHAM. Marke Snow was married to Jane Prence the 9 of January, 1660. 
John Banges was married to Hannah Smalley the 23 of January, 1660. 
Jonathan Higgens was married to Elizabeth Rogers the 9% of Jan- 

uary, 1660. 

Wiltam, the son of Gyles Hopkins, was borne the 9% of January, 1660. 
Isacke, the son of Wiltam Merricke, was borne the 6 of January, 1660. 
Wiltam Twining, Seni‘, died the 15 of Aprill, 1659. 
Josepth Rogers, Juni‘, deceased the 27" of January, 1660. 


Scrvate. *The Record of the Marriages, Beirthes, and Burials of Scittuate, 
[*33.] as followeth. 


ILEAM HATCH married to Susanna Annible, the 13" of May, 
1652. 
Lydia, the daughter of Wiltam Hatch, was borne Aprill the 28", 1653. 
Lydia, the daughter of Wiltam Hatch, died May the 24, 1653. 
Abia, the daughter of Henery Ewill, was borne the 27% of Septem- 
ber, 1653. 
Pp me, JAMES TORREY, Towne Clark. 


Isacke Chettenden was married to Mary Vinall in Aprill, 1646. 

Sarah and Rebecka Chettenden, twines, the daughters of Isacke Chet- 
tenden, were borne the 25 of February, 1646. 

Mary, the daughter of Isacke Chettenden, was borne August the 17, 1648. 

Tsraell, the son of Isacke Chettenden, was borne October the 10%, 1651. 

Stephen, the son of Isacke Chettenden, was borne Nouember the fift, 1654. 

Elizabeth, the daughter of Isacke Chettenden, was borne Septem: 9*, 1658. 

Sarah, the daughter of Rodulphus Elmes, was borne the 29" of 
Septem: 1645, 

Mary, the daughter of Rodulphus Elmes, was borne June the 9", 1648. 

Joanna, the daughter of Rodulphus Elmes, was borne the 28" of 
March, 1651. 

Hannah, the daughter of Rodulphus Elmes, was borne December 25, 1653. 

John, the son of Rodulphus Elmes, was borne the sixt of July, 1655. 


Josepth, the son of Rodulphus Elmes, was borne the sixteenth of 
March, 1658. 
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Waitestill, the daughter of Rodulphus Elmes, was borne February the 
9, 1660. 

Bethya, the daughter of Walter Hatch, was borne March the 31, 1661. 

Myles, the son of Wiltam Parker, was borne June the 25, 1655. 

Josepth, the son of Wiltam Parker, was borne the 4* of October, 1658. 

Nathaniel, the son of Wiltam Parker, was borne the eight of March, 
1661. 

John, the son of John Cushen, was borne the 28 of Aprill, 1662. 


*Scittuate Register. 


Gorge Younge was married to Hannah Pinson the 15* of January, 1661. 

Stephen Tilden was married to Hannah Little January the 15", 1661. 

Stephen Vinall was married to Mary Baker the 26 of February, 1661. 

Thomas Pinsen, Juni’, was married to Elizabeth White the 18 of 
September, 1662. 

Edward Wright was married to Lydia Rawlins, widow, May the 
25, 1664. 
| Hannah, the daughter of Stephen Tildin, was borne the 14 of Octo- 
ber, 1662. 

Mary, the daughter of Stephen Vinall, was borne Nouember the 29", 1662. 

Joanna, the daughter of James Torrey, was borne May the fourth, 1663. 

Deborah, the daughter of Henery Ewell, was borne June the 4, 1663. 

Isacke, the son of Isacke Chettenden, was borne the 30% of Septem: 1663. 

Thomas, the. son of-John Cushen, was borne the 26" of September, 1663. 

Charles, the son of Charles Stockbridge, was borne the 4 of Feb- 
ruary, 1663. 

Nathaniell, the son of Nathaniell Rawlins, was borne the 7 of 
Septem: 1662. 

Nathaniell Rawlins, Seni’, deceased the 23 of December, 1662. 

Lydia, the daughter of Samuell Vtley, was borne December the 28", 1659. 
i Margarett, the daughter of Humphery Johnson, was borne in Decem- 
ber, 1659. 

Samuell, the son of Josepth R was borne the 12 of Septem- 
ber, 1660. 

Thomas, the son of Thomas Oldum, was borne the 30" of October, 1660. 

Sarah, the daughter of James Torrey, was borne the 9" of February, 1660. 

Samuell Utley was married to Hannah Hatch December the sixt, 1648. 
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*The Regester of Eastham. 


\ \ TILLIAM, the son of William Merecke, was borne the 15% of Sep- 
tember, 1643. 

Stephen, the son of William Mericke, was borne the 12 of May, 1646. 

Rebeckah, the daughter of William Merricke, was borne the 28 of 
July, 1648. 

Mary, the daughter of William Merricke, was born the 4" of No- 
uember, 1650. 

Ruth, the daughter of William Merricke, was borne the 15" of 
May, 1652. 

Sarah, the daughter of William Merricke, was borne the first of 
August, 1654. 

John, the son of William Merricke, was borne the fifteenth of January, 
1656. 

Isacke, the son of Henery Atkins, was borne the 14% of June, 1657. 

Annah, the daughter of Marke Snow, was borne the 7 of July, 1656. 

Mehetabell, the daughter of Richard Knowles, was borne the 20 of 
May, 1653. 

Barbery, the daughter of Richard Knowles, was borne the 28 of 
Septem: 1656. 

Anna, the daughter of Josias Cooke, and wife of Marke Snow, died the 
24 of July, 1656. 


Taunton Regester. 


HOMAS AUGER married to Elizabeth Packer the 14% of Nouem- 
LT ber, 1665. 

Thomas Linkoln, Seni’, married to Elizabeth Street, widdow, the 10% 
December, 1665. 

Patience, the daughter of John Bundey, died the 27 of March, 1665. 

Johanna, the daughter of Nathaniel Thayer, was borne the 13" of 
Decem: 1665. 

Taunton, the 28" of February, 1665. 


SHADRACH WILBORE, Towne Clarke. 
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Plymouth Regester. 


OHN BRYANT married to Abigaill Bryant the 23 of Nouember, 1665. 
John Waterman married to Ann Sturtivant the 7‘ of December, 1665. 
Edward Gray married ynto Dorithy Lettice the 12" of December, 1665. 
John Robins married to Jehosabath Jourdaine the 14 of December, 1665. 
Isacke Barker married to Mistris Judith Prence the 28" of December, 1665. 
Jonathan Barnes married to Elizabeth Hedge the 4" of January, 1665. 
Ephraim Tilson married to Elizabeth Hoskins the 7" of July, 1666. 
Isacke, the son of Ephraim Tinkham, was borne the 11 of Aprill, 1666. 
Samuell, the son of John Waterman, was borne the 16 of October, 1666. 
John, the son of Sachariah Eedey, was borne the 10* of October, 1666. 
Hannah, the daughter of William Harlow, was borne the 28" of Octo- 
ber, 1666. 
Jacob Michell married to Sussanna Pope the 7 of Nouember, 1666. 
Benjamine Bosworth married to Hannah Morton the 27 of Nouem- 
ber, 1666. 
Robert Barrow married to Ruth Bonum the 28" of Nouember, 1666. 
Nathaniel, the son of Nathaniel Morton, died the 17 of February, 1666. 
Marcye, the wife of Joseph Dunham, died the 19 of February, 1666 
John Phillips married to Faith Dotey the 14% of March, 1666. 
John Cole married to Elizabeth Ryder the 21 of Nouember, 1667. 
John Nelson married to Sarah Wood, the daughter of Henery Wood, 
the 28 of Nouember, 1667. 
John Doged, of Martins Vineyard, married to Bathshebath Prat, widdow, 
the 29% of August, 1667. 
Joseph Williams married to Elizabeth Watson the 28 of Nouember, 1667. 
Nathaniel Holmes married to Marcye Faunce the 29" of December, 1667. 
Edward, the son of Edward Gray, born the 31 of January, 1666. 
Rowland, the son of M* John Cotton, was borne the 27 of Decem- 
ber, 1667. 
Joseph, the son of Samuell Sturtivant, was born the 16 of July, 1666. 
Gabriel Fallowell, aged fourscore and three yeares, died the twenty 
eight of December, 1667, and was buryed the 31 of the same month with 
great respect and honor, and much lamented in respect of the loss of him 
whoe was a good old man and a faithfull servant of the Lord. 
John Fallowell married to Sarah, the daughter of John Wood, the 13" 


of February, 1667. 
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Bathshua, the daughter of William Harlow, was borne the one and 
twentyeth of Aprill, 1667. 

*Abigaill, the daughter of Jonathan Pratt, was born the sixteenth of 
June, 1665. 

Bathshebah, the daughter of Jonathan Pratt, was borne the 20" of 
February, 1666. 

Ruth, the daughter of Jacob Cooke, was borne the seauenteenth of 
January, 1665. 

John Ivey, of Boston, was married to Marcye Bartlett, the 25% of 
December, 1668. 

Susanna, the daughter of Edward Gray, was borne the 15™ of Octo- 
ber, 1668. 

Jonathan, the son of Jonathan Pratt, was borne the 20 of March, 1668. 

John Doten, the son of John Doten, was borne the 24% day of 
August, 1668. 

Edward, the son of John Doten, was borne the 28 of June, 1671. 

Jacob, the son of John Dotey, was born the 24 of May, 1673. 

Elizabeth, the daughter of John Waterman, was born the fifteenth of 
January, 1668. 

John Dunham, Seni", of Plymouth, aged about fourscore yeares, died 
the 2°"4 of March, 1668. Hee was an approued seruant of God, and a 
vsefull man in his place, being a deacon of the church of Christ att 
Plymouth. 

Gyles Rickard, Seni", was married to Hannah Churchill, Seni’, the 25% 
of June, anno Dom 1669. 

Joseph Dunham was marryed to Hester Wormall the 20% of August, 1669. 

Jacob Cooke, Seni‘, was marryed to Elizabeth Shirtliffe, widdow, the 
18% of Nouember, 1669. 

On the eight day of December, anno Dom 1669, the honored Capt 
Thomas Southworth changed this life for a better, being then about the age 
of fifty three yeares, who was a majestrate of this jurisdiction, and other- 
wise a good benifactor to both church and comonwealth, and that which is 
more than all hath bine named, hee was a very godly man, and soe liued and 
died full of faith and comfort, being much lamented by all of all sorts, sects, 
and conditions of people within our jurisdiction of New Plymouth. 

Eliezer, the son of Robert Barrow, was borne on the fifteenth day of 
September, 1669, and died on the thirteenth day of December, 1669. 

Eliezer Jackson, the son of Abraham Jackson, was borne 
October, 1669, 
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Hannah, the daughter of Benjamine Bosworth, was borne the one and Prymovrn. 


twenty day of December, 1669. 

Joannah, the daughter of Wiltam Harlow, was born the 24 of 
March, 1669. 

*On the 26 day of March, 1670, Mistris Allice Bradford, Seni", changed 
this life for a better, haueing attained to fourscore yeares of age, or therabouts. 
Shee was a godly matron, and much loued while shee lived, and lamented, 
thd aged, when shee died, and was honorabley enterred on the 29 day of the 
month aforsaid, att New Plymouth. 

On the 12% day of December, 1671, Mistris Allice Bradford, Juni‘, 
changed this life for a better, about the age of 44 yeares. Shee was a 
gracious woman, liued much desired, died much lamented, and was buried on 
the 14" day of the month aforesaid, att Plymouth abouesaid. 

Sarah, the daughter of Mt John Cotton, was borne on the fift day of 
Aprill, 1670. 

Maria, the daughter of M™ John Cotton, was borne on the 14 of 
January, 1671. 

Hannah, the daughter of Jonathan Prate, was borne on the 28 of 
June, 1671. 

Elizabeth, the daughter of Zacariah Eedey, was borne the third day 
of August, 1670. 

Nathaniel Bosworth, Juni‘, of Nantaskett, allies Hull, was married to 
Elizabeth Morton, of Plymouth, on the seauenth day of December, 1670. 

Joseph Prince, of Nantaskett, alies Hull, was married ynto Joanna Morton, 
of Plymouth, on the 7 of December, one thousand six hundred and seauenty. 

Richard Willis was married to Patience Bonum on the 28% of De- 
cember, 1670. 

Lydia Bumpas, the daughter of Joseph Bumpas, was borne the 204 
of August, 1669. 

Francis Curtice was married to Hannah Smith on the 28 of De- 
cember, 1671. 

John Laythorpe was marryed to Mary Cole, Juni", on the third of 
January, 1671. 

Nathaniel Southworth marryed to Desire Gray the tenth of January, 
1671. 

Joseph Churchill married to Sarah Hickes the third of June, 1672. 

Thomas Faunce married to Jane Nelson the 13" of December, 1672. 

*Mercye, the daughter of Joseph Warren, was borne the 23 of Sep- 
tember, 1653. 
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Abigaill, the daughter of Joseph Warren, was borne the 15% of March, 1655. 

Joseph, the son of Joseph Warren, was borne the 8" of January, 1657. 

Patience, the daughter of Joseph Warren, was borne the 15™ of 
March, 1660. 

Elizabeth, the daughter of Joseph Warren, was borne the 15" of 
August, 1662. 

Benjamine, the son of Joseph Warren, was borne the 8® of January, 1670. 

Lydia, the daughter of Joseph Bumpas, was borne the 2°¢ day of 
August, 1669. 

Wypbra, the daughter of Joseph Bumpas, was borne the fifteenth of 
May, 1672. 

*Mchittabell, the daughter of Wiltam Harlow, was borne the 4% of 
October, 1672. 

The 23 of February, 1672, Mt John Howland, Seni‘, of the towne of 
Plymouth, deceased. Hee was a godly man and an ancient professor in the 
wayes of Christ ; hee liued yntill hee attained aboue eighty yeares in the world. 
Hee was one of the first comers into this land, and proued a vsefull instrument 
of good in his place, & was the last man that was left of those that came ouer 
in the shipp called the May Flower, that lued in Plymouth ; hee was with 
honor intered att the towne of Plymouth on the 25 of February, 1672. 

Thomas Prence, Esquire, Gout of the jurisdiction of New Plymouth, 
died the 29" of March, 1673, and was interred the 8 of Aprill following. 
After hee had serued God in the office of Gou™ sixteen yeares, or neare 
thervnto, hee finished his course in the 73 yeare of his life. Hee was a worthy 
gentleman, very pious, and very able for his office, and faithfull in the 
discharge therof, studious of peace, a welwiller to all that feared God, and a 
terrour to the wicked. His death was much lamented, and his body honorably 
buryed att Plymouth the day and yeare aboue mensioned. 

Nathaniel Bosworth, the son of Nathaniel Bosworth, Junit, of Nan- 
taskett, was borne the 224 of March, 1672, at Plymouth. 

Elizabeth Bosworth, the wife of Nathaniel Bosworth, Juni‘, of Nan- 
taskett, died the sixt day of Aprill, 1673, being the Lords day. Shee was a 
vertuous young woman; her death was much bewaitd by her husband and 
relations and other frinds. Shee was honorably buried att Plymouth the 
8 day of Aprill, 1673, which was the same day that Gout Prence was 
interred, about two houres before him. 

Samuell, the son of Zachariah Eedey, was born the 4 day of June, 1673. 

John Eedey, the son of Obadiah Eedey, was borne the 22°"4 of March,1669. 

Hasadiah Eedey, the daughter of Obadiah Eedey, was borne the 10 of 
Aprill, 1672. 
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Jabez Howland, the son of Jabez Howland, was borne on the 15t day Pxymourn. 


of Nouember, anno 1669. 

Bethya Howland, the daughter of Jabez Howland, was borne on the 
third day of June, 1674. 

John Howland, the son of Jabez Howland, was borne about the 15' 
day of January, 1672, and soone after deceased within the same month. 

Mistris Lydia Morton, the wife ef Nathaniel Morton, Seni", deceased on 
the 23 of September, 1673, after shee had liued with her said husband neare 
the space of 38 yeares. After much dollorous paine and sickneS, shee ended 
her life with much peace and comfort. Shee was a good woman, and liued 
much desired, and died much lamented, especially by her poor sorrowfull hus- 
band ; shee was honorably buried on the 25" of the said monthe att Plymouth. 

Mistris Elizabeth Warren, an aged widdow, aged aboue 90 yeares, deceased 
on the second of October, 1673, whoe, haueing liued a godly life, came to 
her graue as a shoke of corn fully ripe. Shee was honorably buried on the 
24 of October aforsaid. 

John Morton, Seni", of Middleberry, died on the third of October, 1673 ; 
hee was a godly man, and was much lamented by sundry of the inhabitants 
of that place. It pleased God, notwithstanding, to put a period to his life, 
after a longe sicknes and sofiitimes sof x x hopes of recouery. 

*Jabez Pratt, the son of Jonathan Pratt, was borne on the first of 
Nouember, 1673. 

Melletiah, the daughter of Jonathan Pratt, was born the eletenth of 
December, 1676. 

Nathaniel Morton, of Plymouth, was married to Anne Templar, of 
Chartstowne, the 29% day of Aprill, 1674. 

Judith, the daughter of Serj: Wiltam Harlow, was born the 2°™4 of 
August, 1676. 

Mary, the daughter of John Rickard, the son of Gyles Rickard, was borne 
the 27‘ of October, 1677. 


*Taunton Regester of Beirthes, Marriages, and Burialls, p'sented to 
the Court, Anno 1668. 


ARAH, the daughter of John Bundy, borne the 4" of March, 1668. 
Samuell, the son of Thomas Caswell, borne the 26 of January, 1662. 
Elizabeth, the daughter of Thomas Casewell, borne the 10 of January, 


1664. 
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Abigaill, the daughter of Thomas Caswell, borne the 27" of October, 1666. 

Richard, the son of Richard Briggs, borne the 7 of Aprill, 1668. 

Sarah, the daughter of John Dean, born the 9° of Nouember, 1668. 

John, the son of John Lincon, borne the 11' of Octob: 1665. 

Thomas, the son of John Lincon, borne the 15° of September, 1667. 

Hannah, the daughter of Daniell Fisher, borne Febru: y° first, 1666. 

John, the son of Daniell Fisher, born the last of Nouemb: 1667. 

John, the son of Jabez Hackett, born the 26" of December, 1654. 

Jabez, the son of Jabez Hackett, born the 12 of Septem: 1656. 

Mary, the daughter of Jabez Hackett, borne the 9% of January, 1659. 

Sarah, the daughter of Jabez Hackett, borne the 13 of July, 1661. 

Samuell, the son of Jabez Hatckett, borne the 29" of July, 1664. 

Hannah, the daughter of Jabez Hackett, borne the 25 of January, 1666. 

Mary, the daughter of John Richmond, borne att Bridgwater, June 
Qeond, 1654, 

John, the son of John Richmond, born at Bridgwater, the 6 of June, 1656. 

Thomas, the son of John Richmond, born att Newport, on Rhode Iland, 
the 2°"4 of February, 1658. 

Sussanna, the daughter of John Richmond, borne att Bridgwater, the 
4th of Ndember, 1661. 

Josiah Richmond, the son of John Richmond, borne att Taunton the 
8 of December, 1663. 

Edward, the son of John Richmond, borne the eight of February, 1665. 

Samuell, the son of John Richmond, borne the 23 of September, 1668. 

This was taken out of Taunton Towne Record. 


Attested by SHADRACH WILBORE, Towne Clarke. 
March 1, 1668-69. 


Taunton Register of Mariages, Beirth, and Burialls, 1667. 


AMES, the son of John Bundy, borne the 29** of December, 1664. 
Patience, daughter of John Bundy, died the 27% of March, 1665. 
Hannah, the daughter of Samuell Smith, was borne the 17 of Sep- 
tem: 1662. 

Sarah, the daughter of Samuell Smith, was borne the 25 of January, 1664. 
Sarah, daughter of Samuell Smith, died the 18 J uly, 1665. 
Samuell, the son of Samuell Smith, borne the 15 of October, 1666. 
Steuen, the son of Thomas Casewell, borne the 15 of February, 1648. 
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Thomas, the son of Thomas Casewell, was born 22 of February, 1650. 

Peter, the son of Thomas Caswell, was borne the last of October, 1652. 

Mary, the daughter of Thomas Caswell, was borne the last of August, 1654. 

John, the son of Thomas Casewell, was borne the last of J uly, 1656. 

Sarah, the daughter of Tho: Caswell, borne the last of N ouember, 1658. 

Wiltam, the son of Thomas Casewell, borne the 15 of September, 1660. 

Mary, the daughter of Shadrach Wilbore, borne the 18** of March, 1661. 

Saffiell, the son of Shadrach Wilbore, was borne the first of Aprill, 1663. 

Rebeckah, the daughter of Shadrach Wilbore, was borne the 13 of 
January, 1664. 

Hannah, the daughter of Shadrach Wilbore, born the 24 of Feb- 
ruary, 1667. 

Safiell, the son of Saffiell Hall, was borne the 11 of December, 1664. 

John, the son of Samuell Hall, was borne the 19 of October, 1666. 

Johanna Thayer, the daughter of Nathaniell Thayer, borne 13 of 
December, 1665. 

*Edward Shoue, son of M* Gorge Shoue, was borne the 28 of 
Aprill, 1665. 

Edward Shoue, the son of Mt Gorge Shoue, died, buried the 7 of 
August, 1665. 

Elizabeth, the daughter of M™ Gorge Shoue, was borne the 10 of 
August, 1666. 

Seeth, the son of Mt Gorge Shoue, was borne the 10" of December, 1667. 

Elizabeth, the daughter of John Smith, was borne the 7 of Sep- 
tember, 1663. i 

Henery, the son of John Smith, was borne the 27 of May, 1666. 

Hannah, the daughter of Samuell Hallowey, was borne the first of 
March, 1667. 

Wiltam, the son of Wiltam Briggs, was borne the 25 of January, 1667. 

Gared, the son of Garett Talbutt, was borne the 20 of March, 1667. 

Mary Eedy, the daughter of John Eedey, was borne the 14% of 

March, 1666. 

. Wiltam, the son of Richard Briggs, was borne the 21 of Nouember, 1663. 
Rebecka, the daughter of Richard Briggs, borne the 15" of August, 1665. 
Samuell, the son of John Dean, born the 24 of January, 1666. 
Samuell, the son of Samuell Lincon, borne the first of June, 1664. 
Hanna, the daughter of Samuell Lincon, borne the 24** of March, 1666. 
Tamisen, the daughter of Samuell Lincon, born the 27" of October, 1667. 
John, the son of Robert Crosman, borne the 16" of March, 1654. 
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Mary, the daughter of Robert Crosman, borne the 16 of July, 1655. 
Robert, the son of Robert Crosman, borne the third of August, 1657. 
Joseph, the son of Robert Crosman, borne the 25 of Aprill, 1659. 
Nathaniell, the son of Robert Crosman, borne the 7 of August, 1660. 
Eliezer, the son of Robert Crosman, borne the 16 of March, 1663. 
Elizabeth, the daughter of Robert Crosman, born the 2* of May, 1669. 
Samuell, the son of Robert Crosman, borne the 25 of July, 1667. 
Eliezer, the son of Robert Crosman, died the 26 of October, 1667. 
Ester Allin, the daughter of Jonah Allin, Juni‘, was borne the 3 of 
January, 1662. 

Mary, the daughter of Jonah Allin, was borne the 12 of May, 1663. 

Sarah, the daughter of Jonah Allin, was borne the 4° of Nouember, 1665 

Jonah Allin, the son of Jonah Allin, borne the 17 of August, 1667. 

*Thomas Auger married to Elizabeth Packer, of Bridgwater, the 14% 
of Nouember, 1665. 

Thomas Lincone, Seni’, married to Elizabeth Street, widdow, the 10" 
of December, 1665. 

Agnis Smith, wife of Francis Smith, died the sixt of January, 1665. 

Wiltam Briggs married to Sarah Macomber, of Marshfeild, the sixt of 
Nouember, 1666. 

Samuell Hallowey married to Jane Brayman the 26 of March, 1666. 

Garett Talbutt married to Sarah Andrewes, the first of Aprill, 1664. 

John Eedey married to Sussannah Padducke, of Dartmouth, the last of 
Nouember, 1665. 

Richard Briggs married to Rebecah Hoskins, of Lakenham, the 15 of 
August, 1662. 

John Dean married to Sarah Edson, of Bridgwater, the 7 of Nouem- 
ber, 1663. 

Joseph Gray married to Rebecka Hill the 25" of February, 1667. 

Constant Allin, the wife of Jonah Allin, Seni’, died the 22°¢ of A prill,1667. 

Jonah Allin, Seni", married Francis Hill, of Vunketey, the 14 of 
December, 1667. 

Timothy Poole, the son of Mt Wiltam Poole, died the 15 of De- 
cember, 1667. Hee was drowned in a little pond att Wesquabenansett, 
where it was thought hee did swime after a fowle which hee had shott. 

John Parker died the 14 of February, 1667. 


This is a true coppy drawne out of Taunton regester the first of March, 
1667 or 68, and attested by 
SHADRACH WILBORE, Clarke. 


BIRTHS, MARRIAGES, AND DBEATUHS. 


Taunto Regester of Beirthes, Marriages, and Burialls, March, 1670. 


NNA BURT, the wife of James Burt, died the 17 of August, 1665. 
Elizabeth Wilbore, the wife of Joseph Wilbore, died the 9* of 
Nouember, 1670. 
John Dean, the son of John Deane, died the sixt of August, 1670. 
Sussanna, the daughter of Samuell Smith, was borne the 20" of J uly, 1669. 
Samuell, the son of Samuell Bundy, was borne the 4 of October, 1670. 
Easter, the daughter of Thomas Casewell, was borne the 4" of June, 1669. 
Joseph, the son of Shadrach Wilbore, was borne the 27 of July, 1670. 
Nicholas Hall, the son of Samuell Hall, was borne the 28* of October, 1670. 
Thomas, the son of Wiltam Brigges, was borne the 9 of September, 1669. 
Sarah, the daughter of Wiltam Briggs, was borne the 10% of Sep- 
tember, 1669. 
John, the son of John Deane, was borne the 28 of July, 1670. 
Elizabeth, the daughter of Thomas Lincolne, was borne the 24 of 
Aprill, 1669. 
Mercye, the daughter of Robert Crosman, was borne the 20 of 
March, 1669. 
Mercy Hoare, the daughter of Hezekiah Hoar, was borne the last of 
January, 1654. 
*Nathaniell, the son of Hezekiah Hoare, was borne the last of March, 1656. 
Sarah, the daughter of Hezekiah Hoare, was borne the first of Aprill, 1658. 
Elizabeth Hoare, the daughter of Hezekiah Hoar, was borne the 26 
of May, 1660. ~~~ ~ © 
Edward, the son of Hezekiah Hoar, was borne the 25 of September, 1663. 
Lydia, the daughter of Hezekiah Hoar, was borne the 24" of March, 1665. 
Mary, the daughter of Hezeka Hoare, was borne the 22°"4 of Septem- 
ber, 1669. 
Mehittabell, the daughter of Joseph Gray, was borne the 21 of Feb- 
ruary, 1668. 
Jonathan, the son of Jonathan Briggs, was borne the 15 of March, 1668. 
Dauid, the son of Jonathan Briggs, was borne the sixt of December, 1669. 
Mary Lincon, the daughter of Thomas Lincon, was borne the 12 of 
May, 1652. 
Sarah, the daughter of Tho: Lincon, was borne the 25 of Septem- 
ber, 1654. 
Thomas, the son of Thomas Lincon, was borne the 21 of Aprill, 1656. 
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Samuell, the son of Thomas Lincon, was borne the 16" of March, 1658. 
Jonah, the son of Thomas Lincon, was borne the 7 of July, 1660. 
Hannah, the daughter of Thomas Lincon, was borne the 15 of March,1663. 
Constant, the daughter of Thomas Lincon, was borne the 16" of May, 1665 
Marcye, the daughter of Thomas Lincon, was borne the 3 of Aprill, 1670. 
Vnis, the daughter of James Leonard, Juni", was borne att Braintree, 
the 25 of Nouember, 1668. 
Prudence, the daughter of James Leonard, Juni", was borne the 24% 
of January, 1669. 
Edward, the son of Edward Bobbit, was borne the 15 of July, 1655. 
Sarah, the daughter of Edward Bobbitt, was borne the 20" of March, 1657. 
Hannah, the daughter of Edward Bobbitt, was borne the 9" of March, 1660. 
Damaris, the daughter of Edward Bobbitt, was borne the 15™ of 
September, 1663. 
Elkana, the daughter of Edward Bobbitt, was borne the 15 of De- 
cember, 1665. 
Dorcas, the daughter of Edward Bobbitt, was borne the 20% of Janu- 
ary, 1666. 
Ester, the daughter of Edward Bobbitt, was bor&e the 15 of Aprill, 1669. 
James, the son of James Phillips, was borne the first of January, 1661. 
Nathaniell, the son of James Phillipps, was borne the 25 of March, 1664. 
Sarah, the daughter of James Phillipps, was borne the 17 of March, 1667. 
Wiltam, the son of James Phillipps, was borne the 21 of August, 1669. 
Elizabeth, the daughter of Joseph Williams, was borne the 30 of 
July, 1669. 
Jane, the daughter of James Bell, was borne the 4* of Aprill, 1658. 
John, the son of James Bell, was borne the 15 of August, 1660. 
*James Bell, the son of James Bell, borne the 10% July, 1663. 
Nathaniel, the son of James Bell, was borne the seauenth of J. anuary, 1664. 
Sarah, the daughter of James Bell, was borne the 15* of September, 1666. 
Elizabeth, the daughter of James Bell, was borne the 15 of No- 
uember, 1668. 
Mary, the daughter of James Bell, was borne the seauenth of July, 1669 
John, the son of Joseph Staples, was borne the 28" of January, 1670. 


This is a true coppy of what was brought to mee. 
Taken out of Taunton regester this sixt of March, 1$7°, 


Attested by SHADRACH WILBORE, 
The Towne Clarke of Taunton. 


BIRTHS, MARRIAGES, AND DEATHS. 4] 


1677. Heer followeth diuers other registers which might haue bin 
more methodically, as I could desire, because the order of Court hath 
not bin attended in bringing in the regesters of the townes as might haue 
bine; and ftely alsoe in that I haue bine intefupted thefin by the 
troubles of the late warr. 


1 Coppy of the Marriages, Beirthes, and Burialls of sundry P'sons, Baxxsrance. 
p’sented from the Record att Barnstable. 


ANE, the wife of Anthony Annible, buried about December, 1643. 
The said Anthony marryed with Anne Alcocke 1 of March, 1645. 
His son Samuell borne about the 2°4 of January, 1646. 
His son Ezek A re & 5 7 
His daughter Desire about the begiiiing of October, 1653. 
Abraham Blush his daughter Sarah borne 2°"¢ of Decemb: 1641. 
His son Joseph the 5 of Aprill, 1648. 
He buried his wife Anne 16 May, 1651. 
And married with Hannah Barker, vid. 
His son Abraham, borne about 16 October, 54. 
He buried his wife Hannah about the 16" of March, 1658. 
And marryed with Allice Derbey, vid, 4 January, 1658. 
Joseph Benjamine and Jeremiah Lumbert, 10 June, 1671. 
Nicholas Bonham and Hannah Fuller marryed January the 1, 1658. 
His daughter Hannah borne the 8" of October, 1659. Mary the 
4% of October, 1661. 
Thomas Burman and Hannah Annible marryed March first, 1645. 
His daughter Hannah borne about the end of May, 1646. 
His son Thomas about the middest, 1648. 
Safiell about the end of July, 1651. 
Desire about the end of May, 1654. 
Mary the middest of March, 1656. 
Mehittabell the begifiing of September, 1658. 
Trustrum the begiiing of August, 1661. 
SaMell Bacon and Martha Foxwell maryed the 9 of May, 1659. 
His son Samell borne the 9 of March, 1659-60. 
His daughter Martha the sixt of January, 1661. 
Austine Beirse his daughter Mary borne 1640. 
Martha, 1642. 
Presilla, 10 of March, 1643. 
6 
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Sarah the 28" of March, 1646. 

Abigaill the 18" of December, 1647. 
Hannah the 16" of Nouember, 1649. 
Joseph, the 25" of January, 1651. 

Hester, the 2°4 of October, 1653. 

Lydia the latter end of September, 1655. 
Rebecka, September 26, 1657. 

His son James the latter end of July, 1660. 


*Nathaniel Bacon and Hannah Mayo marryed the 4% of Decem- 


His daughter Hannah borne the 4 of Septem: 1643. 
His son Nathanieli the 5** of February, 1645. 
Mary, the 12% of August, 1648. 

Samuell, the 25 of February, 1650. 

Elizabeth, the 28" of January, 1653. 

Jeremiah, the 8 of May, 1657. 

Mercye, the 8 of February, 1659. 


James Cleaguehorne and Abigaill Lumbert marryed the sixt of Janu- 
ary, 1654. 


His son James borne the 29" of January, 1654. 
Mary borne the 28" of October, 1655. 
Elizabeth borne Aprill the , 1658. 

Sarah, the third of January, 1659. 

Robert, the 27" of October, 1661. 


Mr’ Henery Cobb his son John borne att Plymouth the 7* of June, 1632. 


His son James borne att Plymouth, the 14 of January, 1634. 
His daughter Mary borne att Scittuate, March the 24, 1637. 

His daughter Patience att Barnstable, about the 198 of March, 1641. 
Gershom, the 10 of January, 1644. 

Eliezer, the 30 of March, 1648. 

His wife Patience buried the 4" of May, 1648. 

Hee married with Sarah Hinckley, the 12" of December, 1649. 
His daughter Mehittable borne in Septem: 1651. 

And buried the 8% of March, 1652. 

Safiell borne the 12 of October, 1654. 

Sarah, the 15 January, 58; and buried the 25" of January, 1658. 
Jonathan, the 10% of Aprill, 1660. 


Mr John Chipman his daughter Hope borne August the 13", 1652. 


His daughter Lydia, the 25" of December, 1654. 
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His son John, the 2°4 of March, 56-57, and died the 29 of Banrwsranze. 
May following. 
Hannah, the 14 January, 1658. 
Samuell, the 15 of Aprill, 1662. 
Wiltam Crocker his son, John Crocker, borne the last of May, 1637. 
His daughter Elizabeth, the 22°" of Septemb: 1639. 
Saffiell, the 3 of July, 1642. 
Job, the 9 of March, 1644. 
Josiah, the 19" of Sept: 1647. 
Eliezer, the 21 of July, 1650. 
Joseph, 1654. 
Hee buried his daughter Elizabeth, May, 1658. 
His son John Crocker married with Mary Botffish, Nouem- 
ber, 1659. 
Elizabeth, daughter of the said John, borne October, 1660. 
John Dauis and Hannah Lynnitt married the 15 of March, 1648. 
His son John, borne about the middest of January, 1649. 
Safiell, the middest of December, 1651. 
His daughter Hannah and Mary, the 3 of January, 1653. 
His son Joseph and Benjamine, June, 1656. 
Symon, the middest of July, 1658. 
Dolar, the begiiing of October, 1660. 
*Edward Fitsrandalls daughter Hannah, borne Aprill, 1649. ¢ ~ [*48.] 
Mary, the last of May, 1651. 
His son John, the 7™ of October, 1653. 
J oseph, the first of March, 1656. 
Thomas, the 16 of August, 1659. 
Hope, the 2°"4 of Aprill, 1661. 
Richard Foxwell his daughter Mary, borne the 17 of August, 1635. 
Martha, the 24 of March, 1638. 
Ruth, the 25 of March, 1641. 
Safiell Fuller, Seni’, his son Thomas, borne the 18 of May, 1650. 
His daughter Sarah, the 14 of Decem: 1654. 
Item, a child borne 8% February, 1658, and buryed 15 dayes 
after. 
Roger Goodspeed and Allis Layton married December, 1641. 
His son Nathaniell, borne October 6, 1642. 
John, the middest of June, 1645. 
His daughter Mary, the latter end of July, 1647. 
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Benjamine, the sixt of May, 1649. 
Ruth, the 10 of Aprill, 1652. 
Ebenezer, latter end of December, 1655. 
Elizabeth, in May, 1658. 
John Gorum his daughter Desire, borne att Plymouth, the 2°4 of 
Aprill, 1644. 
These borne ( Temperance, the 5 of May, 1648. 
att James, the 28 of Aprill, 1650. 
Marshfeild. | John, 20 of February, 1651. 
Joseph, borne the 16 of February, 1653. 
Att Jabez, the third of August, 1656. 
Yarmouth. { Mary, the 20% of January, 1658. 
Lydia, the 11" of Nouember, 1661. 
His daughter Desire marryed att Barnstable, the 7 of October, 1661. 
Saffiell Hinckley his son Saffiell, borne the 4 of July, 1642. 
His son John, the 24 of May, 1644. 
Hee buried Sarah, his wife, August 19, 1656, and married with 
Bridged Botfish, Decemb: 15, 1657. 
M* Thomas Hinckley married with Mary Richards the 4 of De- 


cember, 1641. 


His daughter Mary, borne the 3 of August, 1644. 

Sarah, the 4 of Nouember, 1646. 

Melletiah, 25 of December, 1648. 

Hannah, the 15 of Aprill, 1651. 

His son Samuell, the 14% of February, 1652. 

Thomas, the 5 of December, 1654. 

Bethshuah, the 15 of May, 1657. 

Mehittable, the 24 of March, 1683. 

Hee buried Mary, his wife, the 25" June, 1659, and married Mary 
Glouer, vizf, the 16 March, 59-60. 

His daughter Admire, borne 28 January, 1661, and buried the 16* 
of February, 1661. 

His son Ebenezer, borne the 22°"4 February, 1662. 

Thomas Huckens marryed with Mary Wells, 1642. 

His daughter, borne about the 4 of July, 1644, and buryed the 
28™ of the same month, July, 1644. 

His daughter Mary, borne the 29" of March, 1646. 

Elizabeth, the 24 of February, 1647, and buryed the 28 of 
December, 1648. 


BIRTHS, MARRIAGES, AND DEATHS. 45 


His wife Mary, buried the 28 July, 1648, and hee married with Rose Bannstasre. 
Hollier, vizf, the 3 of Nouemb', 1648. 
His son John, borne about the 2°"4 of August, 1649. 
*Thomas, the 25 of Aprill, 1651. [*49.] 
Hannah, the 14 of October, 1653. 
Joseph, the 21 of February, 1655. 
Deborah Hillies, daughter of the said Rose, by her husband, Hugh 
Hillies, borne att Yarmouth, October the 30", 1643. 
Saffiell Hillies, att Yarmouth, about the 30 of July, 1646. 
James Hamblen his son Bartholomew, born Aprill, 1642. 
John, the 26 of June, 1644. 
Sarah, the 7 of Nouember, 1647. 
Eliezer, the 17 of March, 1649. 
Israell, the 25 of June, 1655. 

John Haddawey and Hannah Hollett married the first of July, 1656. 
His first borne son, about October, 57, and buried ten dayes after. 
His son John, borne about the 16% of Aug**, 1658. 

Trustrum Hull his daughter Mary, borne the latter end of Sep- 

tember, 1645. 
Sarah, the latter end of March, 1650. 
Joseph, in June, 1652. 
John, the latter end of March, 1654. 
Hannah, February, 1656. 

John Jenkens and Mary Ewer were marryed the 2°"4 of February, 1652. 
His-daughter Sarah, borne the 15%* of Nouember, 1653. 
Mehitable, the 2°"4 of March, 1654, 55. 

Samuell, the 12 of September, 1657. 
John, the 13 of Nouember, 1659. 

Ralph Jones his son Shuball, borne the 27 of August, 1654. 

Jedadiah, the 4 of January, 1656. 
John, the 14% of August, 1659. 

Gorge Lewis, Juni", marryed with Mary Lumbert, December, 1654. 
His son Gorge, borne the latter end of September, 1655. 
Mary, the 9 of May, 1657. 

Sarah, the 12 of January, 1659. 

Thomas Lewis and Mary Dauis marryed the 15% of June, 1653. 

His son James, borne the last of March, 1654. 
His son Thomas, the 15 of July, 1656. 
Mary, the 2°" of Nouemb", 1659. 
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BARNSTABLE. James Lewis and Sarah Lane marryed October, 1655. 
His son John, borne att the latter end of October, 1656. 
Samuell, the 10 of Aprill, 1659. 
Thomas Lumbert, Seni', his son Jededia, borne the 20 of Sep- 
tember, 16x. 
Benjamine, the 26 of August, 1642. 
[*50.] *Dauid Linnitt and Hannah Shilley marryed the 15 of March, 1652. 
His son Samuell, borne the 15 of December, 1655. 
Elisha, the 1 of June, 1658. 
Hannah, the 15 of December, 1660. 
Barnard Lumbert his daughter Martha, borne the 19% of Sep- 
tember, 1640. 
Jabez, the 1 of July, 1642. 
Jabez Lumbert married to Sarah Darbey, the first of December, 1660. 
His first borne son, borne the 18 of February, 1661, and died 
the same day. 
Joseph Laythorp, married with Mary Ansell, the 11" of De- 
cember, 1650. 
His son Joseph, borne the 3 of December, 1652. 
Mary, the 22°"¢ of March, 1654. 
Benjamine, the 25" of July, 1657. 
Elizabeth, the 18" of December, 1659. 
John, the 28 of Nouember, 1661. 
Joshuah Lumbert and Abigaill Linnett marryed the latter end of 
May, 1650. 
His daughter Abigaill, borne the 6% of Aprill, 1652. 
Mercye, the 15™ of January, 1655. 
Jonathan, the 28 of Aprill, 1657. 
Joshua, the 16 of January, 1660. 
Thomas Laythorp his daughter Mary, borne 4** of October, 1640. 
Hannah, the 18 of October, 1642. 
Thomas, the 7 of July, 1644. 
Melletie, the 2°" of Nouember, 1646. 
Bethya, the 23 of July, 1649. 
His daughter Mary marryed the 20 Nouemb: 1656. 
Gorge Lewis, Seni‘, his son John, borne att Scittuate, the 2°™4 of 
March, 1637. 
Ephraim, the 23 of July, 1641. 
Sarah, the second of February, 1643. 
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John Martin married to Martha Lumbert the 1 of July, 1657. BAnnsTABLE. 
His son John, borne about the middle of June, 1658. 
Gorge, borne in the first weeke in October, 1660. 
Elisha Parker and Elizabeth Hinckley married the 15 July, 1657. 
His son Thomas, borne the 15 of May, 1658. 
Elisha, about the begiiiing of Nouember, 1660. 
Robert Parker marryed with Sarah James the 28% of January, 1656. 
His daughter Mary, borne the 1 of Aprill, 1658. 
The son Samuell, the latter end of June, 1660. 
*John Phinney and Abigaill Coggen married the 10* of June, 1650. ty | 
And his wife Abigaill buried the 6 of May, 16x. 
And his wifes son, Thomas Coggen, buried the 26 of January, 1658. 
The said John Phinney marryed to Elizabeth Bayley, the 26 of 
June, 1654. 
His son Jonathan, born August 14, 1655. 
Robert, the 13" of August, 1656. 
Hannah, the 2°"4 of September, 1657. 
Elizabeth, the 15 of March, 1658-59. 
Josiah, the 11% of January, 1660. 
Moses Rowley and Elizabeth Fuller marryed the 22°" of Aprill, 1652. 
His daughter Mary, borne the 20 of March, 1653. 
His son Moses, the 10 of Nouember, 1654. 
A child, that died the 15" of August, 1656. 
Shuball and Mehittable, January 11, 1660. 
Henery Tayler and Lydia Hatch marryed the 19 of December, 1650. 
His daughter Lydia, borne the 21 of June, 1655. 
His son Jonathan, the 20 of Aprill, 1658. 
Robert Dauis his daughter Deborah, borne in January, 1645. 
Mary, in May, 1648. 
Andrew, in May, 1650. 
John, first of March, 1652. 
Robert, in August, 1654. 
Josias, in September, 1656. 
Hannah, in September, 1658. 
Sarah, in October, 1660. 


Presented to the Court this sixt of March, 1661-62. 
P me, THOMAS HINCKLEY. 
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swanszy. List of such Marriages, Beirthes, and Burialls, as were brought 


[*52.] 


into the Towne Clarke of Swansey, to be recorded, from the Bole 
of February, 1672, to this p"sent February the 27, 1673. 


Marriages. 


OFIN PADDUCKE and Anna Jones were married on the one and 
J) twentyeth day of December, 1673. 

Saffiell Bullucke and Mary Thirber were married on the 12% day of 
Nouember, 1673. 

Beirthes. 

Anne, the daughter of Leiftenant John Browne, and of Anne, his wife, 
was borne the 19% of September, 1673, att 4 a clocke in the morning. 

Benjamine, the son of John Crabtree, and of Mary, his wife, was borne 
on the 12 day of October, 1673. 

Elizabeth, the daughter of Thomas Easterbrooke, and of Sarah, his wife, 
was borne on the 19*" of December, 1673. 

Elizabeth, the daughter of Daniell Allin, and of Mary, his wife, was 
borne on the 28' day of September, 1673. 

Hannah, the daughter of Jonathan Bosworth, was borne Nouember 
the 5%, 1673. 

*Hannah, the daughter of Jarrett Ingraham, was borne the 29 of De- 
cember, 1673. 

John, the son of Gedian Allin, and of Sarah, his wife, was borne Octo- 
ber the 20%, 1673. 

Mellatia, the son of John Martin, and of Jone, his wife, borne the 31 
of August, 1673. 

Margery, the daughter of Wiltam Haward, and of Sarah, his wife, was 
borne Sept: 10, 1673. 

Nathaniell, the son of Nathaniell Lewis, and of Mary, his wife, was 
borne July the 17, 1673. 

SaMell, the son of Thomas Lewis, and Hannah, his wife, was borne 
Aprill the 23, 1673. 

Burialls. 
Mistris Dorrithy Browne, the wife of Mt John Browne, Seni’, deceased 


January the 27, being the 90th yeer of her life, or therabouts, and was buried 
on the 29"" of January, 1673. 


Taken out of the Booke of Records, att Swansey, by mee, 
JOHN MYLES, Juni‘, Towne Clarke. 
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Al Coppy of the Beirthes and Burialls of Swansey, from March the 
first, 1671, to this instant March, 1672. 


ALEB, the son of Caleb Eedey, and of Elizabeth, his wife, were borne 
C on the 29% of May, 1672. 

Jonathan, the son of William Haward, and Sarah, his wife, was borne 
on the 8th of Aprill, 1672. 

Joseph, the son of Joseph Lewis, and of Mary, his wife, was borne 
June the sixt, 1672. 

John, the son of John Cobleich, and of Mary, his wife, was borne the 
fift of January, 1672. 

Thomas, the son of Nathaniell Chaffey, and of Experience, his wife, 
was borne October the 19%, 1672. 

P me, JOHN MYLES, Juni‘, Towne Clarke. 


Scittuates Register. 


HOMAS OLDHAM, marryed to Mary Witherell, Nouember the 
T 20%, 1656. po 
Jonas Pickles was married to Allice Hattee, December the 23, 1657. 

John Louell, of Boston, married to Elizabeth Siluester, the daughter of 
Richard Siluester, the*24 of January, 1658, p M* Hatherley. 

Daniell Hickes was married to Elizabeth Hanmore, Sept: 19t6, 1657. 

*John Bryant was marryed to Elizabeth Witherell, December the 
22, 1651. 

Mary, the daughter of Thomas Oldham, was borne August the 20", 1658. 

Jonas, the son of Jonas Pickles, was bo¥e the fift of February, 1658. 

Steuen, the son of Joseph Tilden, was borne May the 14", 1659. 

Ichabod, the son of Henery Ewell, was borne in June, 1659. 

Abigaill, the daughter of Thomas Clapp, was borne January 29, 1659. 

Mary, the wife of John Bryant, deceased July the 2°", 1655. 

Elizabeth, the daughter of Nathaniel Rawlins, deceased February 17, 1659. 

Ephraim Kempton, deceased , 24, 1650. 

Hannah, the wife of Ephraim Kempton, deceased March 31, 1656. 


P me, JAMES TORREY, Towne Clarke. 
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Al true Lists of all Beirthes that haue bine brought in to mee, Isacke 
Bucke, Towne Clarke of Scittuate, in the Yeer 1674. As for 
marriages and burialls, there hath not one bine brought in to 
mee this yeer to record. 


ARCYE TILDEN, the daughter of Steuen Tilden, was borne the 
N first of May, 1674. 

John Cushen, the son of John Cushen, was borne the 14% Sep- 
tember, 1674. 

Samuell Chandeler, the son of Benjamine Chandeler, was borne the 30 
of Nouember, 1674. 

James Hatch, the son of Jeremiah Hatch, was borne the 4° of May, 1674. 

James Perrey, the son of Thomas Perrey, was borne the 12 of 
March, 1673. 

Sarah Leichfeild, the daughter of Josiah Leichfeild, was borne the 25 
of December, 1674. 

Rodulphus Hatch, the son of Thomas Hatch, was borne the 26% of 
December, 1674. 

Hannah Cudworth, the daughter of Jonathan Cudworth, was borne the 
eight of May, 1674. 


Transcribed out of the Records of Scittuate, p me, 
ISACKE BUCKE, Towne Clarke of Scittuate. 


*Scittuate, the 3 of March, 164%. A true Lists of the Marriages, 
Beirthes, and Burialls, that haue bine brought in to mee, Isacke 
Bucke, in the Yeer 1676. 


my pee GARRETT married to Ruth Bucke, the 17 day of Jan- 
uary, 1676. 
Ichabod Turner, the son of John Turner, Juni‘, was borne the 9% of 
Aprill, 1676. 
Wiltam Blackmore, deceased the 21 of Aprill, 1676. 


Transcribed out of the Records of Scittuate, 
P ISACKE BUCKE, Towne Clarke of Scittuate. 
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Swansey Regester of Marriages, Beirthes, and Burials, 1674. SWANsEy. 


ENJAMINE, the son of Robert Jones, was borne the 8t® day of 
May, in the yeer 1674. 

Edward, the son of Hezekiah Luther, was borne the 27% of Aprill, 1674. 

Hephzibath, the daughter of Thomas Lewis, was borne the 15% of 
Nouember, 1674. 

James, the son of John Myles the younger, was borne the 26% of De- 
cember, 1674. 

John, the son of Joseph Chafey, was borne the 16* day of Septefii, 1673. 

Israell, the son of Israell Pecke, was borne the 18 day of Decem- 
ber, 1674. 

Rachell, the daughter of Nathaniel Chafey, was borne the 7'* of Sep- 
tefii, in the yeer 1673. 

Thomas Manning and Rachell Blisse were married the 28 of October, 1674. 

M* John Faireweather and Elizabeth Dicksey were married, and not 
recorded. 

Burialls. 

Mary, the daughter of Joseph Chafey, deceased the 7 of May, 1674. 

Mary, the wife of Samuell Bullocke, deceased the 4% of October, 1674. 

Sollomon, the son of Joseph Carpenter, deceased the 25 of October, 1674. 

Capt Thomas Willett, the 3 day of August, 1674. 


This is a true accompt of all the beirthes, marriages, and canal that 
haue bine to my knowlidge within the towne of Swansey, for to be returned 
this yeer. ans; 

Dated Swansey, the 26 of the 12 month, 1674. 


NICHOLAS TANNER, Towne Clarke. 


#1673. Beirthes, Marriages, and Burialls of the Towne of Reho- Rexovorn. 


both, in the Yeer of our Lord 1673. [*55.] 
Birthes. 
NTIPAS NEWMAN, son of Samuell Newman, borne the 29 of 


March. 
Rachell, the daughter of Rice Leonard, the 26 of January. 
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ReEHoxorTH. Mehittable, the daughter of William Sabin, the 10 of May. 
Israell, the son of Samuell Sabin, the 16 of June. 
Nathaniel, the son of Gorge Robinson, the 1 of Nouember. 
Judith, the daughter of Thomas Cooper, the 11 of September. 
Henry, the son of Ensigne Henery Smith, the 4" of December. 
Robert, the son of Jonathan Fuller, the 2°"4 of March. 
Benjamine, the son of Benjamine Sabin, the 2°"* of December. 
Sarah, the daughter of Jeremiah Wheaten, 29" of Septeiii. 
Mary, the daughter of John Perren, Juni’, the 16" of April. 
Ruth, the daughter of John Wilmoth, the 5" of October. 
Hannah, the daughter of John Albey, the 10% of October. 
Elizabeth, the daughter of Wiltam Hamon, the 24 of Septefi, 1661. 
Elizabeth, the daughter of John Johnson, 19 of May. 


1673. Marriages. 


M' James Willett married to Elizabeth Hunt, the 17 of April. 
John Fuller to Abigaill Titus, 25 of April. 

John Titus to Lydia Redwey, the 17 of July. 

Isack Allin to Mary Bowin, the 30 of May. 

Robert Beere to Elizabeth Bulluck, the 25 of June. 

Joseph Allin to Hannah Sabin, the 10 of Nouember. 

Peter Hunt, Juni® to Rebeckah Paine, the 24 of December. 
Saffiell Fuller to Mary Iyde, the 12 of December. 

John Woodcocke, Juni", to Sarah Smith, the 26" of February. 


1673. Burialls. 


Elizabeth, the daughter of John Savage, was buried the 3 of March. 
Mary, the daughter of Jarett Ingram, the 25 of May. 

Antipas, the son of Safiell Newman, the 17 of July. 

Sarah, the daughter of John Reed, Ju’, 19 July. 

Sarah, the wife of Saiiell Pecke, the 27 of October. 

Daniell, the son of Leift Peter Hunt, the 15 of Septem. 

Roger Annadowne, the 13'" of Nouember. 

Nathaniel, the son of Gorge Robinson, the 9 of Nouember. 

Sarah, the wife of Mt Wiltam Blackston, the middle of June. 

Allice, the wife of John Kinsley, the 14 of January. 


Transcribed out of the Towne Records, by mee, 


WILEAM CARPENTER, Clarke. 
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*The Marriages, Beirthes, and Burialls in the Towne of Rehoboth, Reuonorn. 
in the Yeer 1674. [*56.] 


OHN KINSLEY married to Mary Maury, the 16 of March. 
Thomas Wilmouth married to Mary Robinson, the 7 of June. 
Wiltam Blanding married to Bethya . , the 4 of September. 
John Butterworth married to Hannah Wheaten, the 4 of September. 
Thomas Manning married to Rachell Blisse, the 28 of October. 
Steuen Burph married to Elizabeth Perry, the 29" of May. 
Thomas Jordaine married to Easter Hall, the 248 of December. 


1674. Beirthes. 


Mathew Buckland, son of Joseph Buckland, borne the 16 of September. 

Meriam Carpenter, daughter of William Carpenter, borne the 16 of 
Ictober. 

Sollomon Miller, son of Robert Miller, borne the sixt of March. 

Mehittable Whittaker, daughter of Richard Whittakar, borne the 27 of 
December. 

Elizabeth Ormsbey, daughter of John Ormsbey, borne the 27 of No- 
1ember. 

Rebeckah Pecke, daughter of John Pecke, borne the 5" of Aprill. 

Isacke Bowine, son of Obadiah Bowine, borne the 30 of September. 

Nathaniel Smith, son of Daniell Smith, borne the 7 of August. 

Thomas Cooper, son of Nathaniel Cooper, borne the 12" of July. 

Jacob Ormsbey, son of ‘Jacob Ormsbey, borne the 23 of August. 

Sarah Sauage, daughter of John Sauage, borne the 10" of March. 

Mary Bullocke, daughter of Samuell Bullocke, borne the 5 of October. 

John Fuller, son of John Fuller, borne the 8 of Septefi. 

Isacke Allin, son of Isacke Allin, borne the 3" of January. 

Lydia Titus, daughter of John Titus, borne the sixt of December. 

Nathaniell Gylson, son of James Gylson, borne the 24 of January. 

Jonathan Sabin, son of -Joseph Sabin, borne the 12" of July. 

Dauid Sabin, son of Nehemiah Sabin, borne the 10 of November. 

*Benjamine Beer, son of Robef Beer, borne the sixt of June. [*57.] 

John Woodcocke, son of John Woodcocke, Juni’, borne the 18% of 


Jecember. 
Gilbert Steuens, son of Francis Steuens, borne the 26 of February. 
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REHOBOTH. 1674. Burialls. 


John Perren, Seni", buried the 13 of September. 

Samuell Holmes, son of Samuell Holmes, buried the 13' of Sept. 

Richard Bowine, Seni™, buried 4° of February. 

Dauid Sabin, son of Nehemiah Sabin, buried the 4 of February. 

Experience Walker, daughter of Phillip Walker, buried the 10% of 
Nouember. 

Elizabeth Reed, the wife of Thomas Reed, buried the 23 of February. 


Transcribed out of the Records, by mee, 
WILLIAM CARPENTER, Clarke. 


TAUNTON. To the honored Court holden att Plymouth, March, 1671 or 72. 


[ i EER followeth the beirthes, marriages, and burialls that were brought . 
to mee the yeer past, according to order of Court, by the inhabit- 
ants of Taunton. 


Imp", Mehittable Dean, daughter of John Dean, borne the 9% of Oc-. 
tober, 1671. 

John Austine, the son of Jonah Austine, was borne the first of July, 1671. . 

Hannah Leanard, the daughter of James Leanard, was borne att Brain-- 
trey, the 2°"4 of October, 1671. 

Ruth Bobbitt, the daughter of Edward Bobbitt, was borne the 7* of ’ 
August, 1671. 

Richard Wiltams, the son of Joseph Williams, was borne the 26 of ’ 
Nouefi, 1671. 

Thomas Armsbee, the son of Thomas Armsbee, was borne the 23 of’ 
February, 1668. 

Mary Armsbee, the daughter of Thomas Armsbee, was borne the 3* of | 
October, 1671. 

Abigaill Tisdall, the daughter of John Tisdall, was borne the 15% of ’ 
July, 1667. 

John Tisdall, the son of John Tisdall, borne the 10 of August, 1669. 

Wiltam Hacke, the son of Wiltam Hacke, was borne the 15” of No-- 
uember, 1663. 


BIRTHS, MARRIAGES, AND DEATHS. 


Richard Steuens, the son of Richard Steuens, was borne the 23 of Feb- 
uary, 1669. 

John Dean, the son of John Dean, died the sixt of August, 1670. 

John Tisdall, Juni‘, marryed to Hannah Rogers, of Duxburrow, the 23 
f Nouember, 1664, 


Taunton, the 3'* of March, 71 : 72. 
P me, SHADRACH WILBORE, Clarke. 


*The first of March, 1674. To the honored Court. 


EER followeth the marriages, beirthes, and burialls of all those that 
"were brought to mee; but many neglect to bringe in theire names 
o mee. 


John Pollard married to Mary Leanard, of Bridgwater, the 24% of 
Jecember, 1673. 

Mary Wilbore, the daughter of Shadrach Wilbore, died the 19% of 
anuary, 1674. 

Nicholas Stoughton married to Elizabeth Knapp, the 17 of Feb- 
uary, 1678. 

Martha Bundey, the wife of John Bundey, died the first of May, 1674. 

Sarah Hall, the daughter of Samuell Hall, borne the 14 of October, 1674. 

Hopestill Shoue, the wife of M™ Gorge Shoue, died the 7 of, March, 
673 or 74. 

Dorcas Bobbitt, the daughter of Edward Bobbitt, died the 9 of 
el 16%4, a 

Joseph Bell, the son of James Bell, was borne the 27 of June, 1670. 

Easter Bell, the daughter of James Bell, borne the 15 of August, 1672. 

Amey Staples, the daughter of Joseph Staples, borne the 13" of 
\prill, 1674. 

Thomas Steuens, the son of Richard Steuens, borne the 3 of Feb- 
uary, 1674. 

~ Abigaill Paule, the daughter of Wiltam Paule, borne the 15™ of May, 1673. 

James Walker, Juni", married to Barsheba me , the 23 of De- 
ember, 1647. 

Hannah Lenard, the son [daughter] of James Leanard, died the 25' of 
ebruary, 1674. 


Taunton, the first of March, 1674. 
Attest, by mee, SHADRACH WILBORE, Clarke. 
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Eastman. To the honered Court holden att Plymouth, the first Tusday in March, 


[*59.] 


1670, allies 71. 


\ ' THERAS it is ordered by the Court, that the clarkes or register keep- 

ers of euery towne shall exhibite a true and pfect coppy, fairely 
written, yeerly, att March Court, vnto the Court, of all the marriages, 
beirthes, and burialls of the yeer past, according to that trust put vpon 
mee, and may bee expected from mee, doe fPsent to the honored Court a 
true coppy of all the marriages, beirthes, and burialls recorded in the 
yeer 1670. 

Prence Freeman, the son of Mt John Freeman, was borne the 3% day of 
February, inthe , 1665. 

Nathaniell Freeman, the son of Mt John Freeman, was borne the 20" 
day of March, in the yeer 1669. 

Symon Crosbey, the son of M' Thomas Crosbey, was borne the fift day 
of July, in the yeer 1665. 

Sarah Crosbey, the daughter of Mt Thomas Crosbey, was borne the 24» 
day of March, in the yeer 1667. 

Joseph Crosbey, the son of Mt Thomas Crosbey, was borne the 27" day 
of January, 1668. 

M Thomas Crosbey had 2 children, which were borne att a beirth the: 
4th day of December, in the yeer 1665. 

The said children, viz!, the two last intimated of M* Crosbeyes children, , 
the one of them deceased the 10 day of February, 1670, and the other is; 
named John. 

*Jonathan Banges and Mary Mayo were marryed the 16% day of ' 
July, 1664. 

Edward Banges, the son of Jonathan Banges, was borne the last day of ' 
September, 1665. 

Rebeckah Banges, the daughter of Jonathan Banges, was borne the first t 
day of February, 1667. 

Jonathan Banges, the son of Jonathan Banges, was borne the eleuenth: 
of May, 1670. 

Jonath Banges, the son of Jonathan Banges, deceased the 11* of May, 1670.. 

William Merricke and Abigaill Hopkins were married the 23 day of’ 
May, 1667. 

Rebeckah Merricke, the daughter of William Merricke, was borne the2 
28'" day of Nouember, 1668. 


BIRTHS, MARRIAGES, AND DEATHS. 


William Merricke, the son of William Merricke, was borne the first day 
of August, 1670. 

John Cole and Ruth Snow were married the 10 of December, 1666. 

Ruth Cole, the daughter of John Cole, was borne the eleuenth day of 
March, 168%. 

John Cole, the son of John Cole, was borne the sixt day of March, 1688. 

Constant Done, the son of Daniell Done, was borne the 7t# day of 
March, 16$8. 

Ephraim Done and Mercye Knowles were married the 5% of Feb- 
ruary, 1667. 

Patience Done, the daughter of Ephraim Done, was borne the 28 of 
January, 1668. 

Apphiah Done, the daughter of Ephraim Done, was borne the 28 of 
July, 1670. 

John Smith and Hannah Williams were married the 24% of May, 
1670. 

Elizabeth Smith, the daughter of John Smith, was borne the 24' of 
February, 1668. 
| John Knowles and Apphiah Banges were married the 28" of Decem- 

ber, 1670. 

Steuen Merricke and Mercy Banges were married the 28 of Decem- 

ber, 1670. 
From Eastham, the 4 day of March, 1670. Bene 


P me, MARKE SNOW, Towne Clark. 


Jonathan Sparrow, the son of Jonathan Sparrow, was borne the 9* of 
July, 1665. 

Richard Sparrow, the son of Jonathan Sparrow, was borne the 17 of 
March, 16%. 

Apphiah Freeman, the daughter of Samuell Freeman, was borne the 
first of January, 1666. 

Constant Freeman, the son of Samuell Freeman, was borne the last day 
~of March, 1669. 

*Joseph Higgens, the son of Jonathan Higgens, was borne the 14 day 
of February, in the yeer 1666. 

Nathaniell Mayo, the son of John Mayo, was borne the second day of 
Aprill, 1667. 
Thomas Mayo, the son of John Mayo, was borne the 24th of June, 1670. 

Isacke Done, the son of John Done, was borne the second of June, 1670. 

8 
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Mary Smith, the daughter of Samuell Smith, was borne the 3 day of 
January, 1669. 

Joshuah Higgens, the son of Benjamine Higgens, was borne the first day 
of October, 1668. 

Lydia Higgens, the daughter of Benjamine Higgens, was borne the latter 
end of May, 1670. 

Josiah Cooke, the son of Josiah Cooke, was borne the 12% of No- 
uember, 1670. 

Thomas Snow, the son of Marke Snow, was borne the 6" of Au- 
gust, 1668. 

Steuen Hopkins and Mary Merricke were marryed the 23 day of 
May, 1667. 

Elizabeth Hopkins, the daughter of Steuen Hopkins, was borne the last 
week of June, 1668. 

Steuen Hopkins, the son of Steuen Hopkins, was borne the 15™ day of 
July, 1670. 

James Rogers and Mary Paine were married the 11" of January, 1670. 

Joshuah Banges and Hannah Scudder were married the first day of De- 
cember, 1669. 

P MARKE SNOW, Towne Clarke of Eastham. 


Beirthes, Marriages, and Burialls, from the Towne of +Swansey,t 
|| Taunton || 


NDREW SMITH married to Mary Bundey, the 5" of January, 1673. 
Elizabeth Briggs, the daughter of Wiltam Briggs, borne the 4 of 

Nouember, 1672. 

Thomas Crosman, the son of Robert Crosman, borne the 6% of Oc- 
tober, 1671. 

Sussanna Crosman, the daughter of Robert Crosman, was borne the 148 
of February, 1672. 

Eliezer Fisher, the son of Daniell Fisher, was borne the 12 of 
May, 1673. 

John Richmond, the son of John Richmond, was borne the 5t of De- 
cember, 1673. 

Joseph Gray, the son of Joseph Gray, was borne the 31* of December, 1673. 


BIRTHS, MARRIAGES, AND DEATHS. 


Hannah Leanard, the son [daughter] of James Leanard, Junit, borne at 
Braintrey, the 2°™4 of October, 1671. 

*James Leanard, the son of James Leanard, Juni’, borne att Taunton, the 
first of February, 1672. 

Ephraim Gray, the son of Joseph Gray, bine the 20t of June, 1673. 

Deliuerance Bobbitt, the daughter of Edward Bobbitt, was borne the 
15 of Decemd, 1673. 

Judith Armbey, the daughter of Thomas Armesbey, borne the 8* of 
January, 1673. 

Anna Tisdall, the daughter of John Tisdall, Junit, borne the 27 of 
January, 1672. 

Steuen Casewell, the son of Steuen Casewell, was borne the 11 of 
December, 1673. 

Elizabeth Cobb, the daughter of Agustine Cobb, was borne the 10‘ of 
February, 1670. 

Morgan Cobb, the son of Agustine Cobb, was borne the 29 of De- 
cember, 1673. 

Taunton, the 2° "4 of March, 1673. 
By mee, SHADRACH WILBORE. 


Heer followeth the beirthes, marriages, and burialls of such as are 
brought in to mee, Shadrach Wilbore, Clarke. 

M: Gorge Shoue married to Hopestill Newman, of Rehobothythe 12% 
of July, 1664. 

Lydia Smith, the wife of John Smith, Seni", died the 21 of Ju- 
ty, 1672. ct ie 

Mt John Poole married to Mistris Elizabeth Brenton, the 28% of 
March, 1672. 

Thomas Deane married to Katheren Steuens, the 5 of January, 1669. 

Stephen Casewell married to Hannah Thrasher, the 29 of De- 
cember, 1672. 

John Smith, Seni", married to Jaell Packer, of Bridgwater, the 15™ of 
~ Nouember, 1672. 
Ester Smith, the daughter of Samuell Smith, borne the sixt of Jan- 


uary, 1671. 
Shadrah Wilbore, the son of Shadrach Wilbore, borne the 5" of De- 


cember, 1672. 
Mary Hall, the daughter of Samuell Hall, borne the 3 of Octo- 


ber, 1672. 
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Nathaniell Shoue, the son of M™ Gorge Shoue, borne the 29% of Jan- 
uary, 1668. 

Samuell Shoue, the son of Mt Gorge Shoue,was borne the 16 of June,1670. 

Sarah Shoue, the daughter of Mt Gorge Shoue, was borne the 30 of 
July, 1671. 

Mary Talbutt, the daughter of Jarudd Talbutt, was borne the 14™ of 
December, 1671. 

Samuell Fisher, the son of Daniell Fisher, was borne the 34 of De- 
cember, 1669. 

Sarah Richmond, the daughter of John Richmond, was borne the 26 of 
February, 1670. 

James Leanard, the son of James Leanard, was borne the first of Feb- 
ruary, 1672: 

*Rebeckah Armesbey, the daughter of Thomas Armsbey, was borne the 
26 of May, 1672. 

Mary Steuens, the daughter of Richard Steuens, was borne the 8" of 
June, 1672. 

Anna Wilbore, the daughter of Joseph Wilbore, was borne the 7" of 
May, 1672. 

Hannah Jones, the daughter of Thomas Jones, was borne the third of 
October, 1675. 

Lydia Jones, the daughter of Thomas Jones, was borne the 26" of 
July, 1659. 

Thomas Jones, the son of Thomas Jones, was borne the 4 of May, 1662. 

Joseph Jones, the son of Thomas Jones, was borne the 5 of May, 1664. 

James Paule, the son of William Paule, borne the 7 of Aprill, 1657. 

John Paule, the son of William Paule, borne the 10" of July, 1660. 

Edward Paule, the son of William Paule, borne the 7 of February, 1664. 

Mary Paule, the daughter of William Paule, borne the 8 of Feb- 
ruary, 1667. 

Sarah Paule, the daughter of William Paule, borne the 5 of July, 1668. 

Thomas Dean, the son of Thomas Deane, was borne the first of Feb- 
ruary, 1670. 

Thomas Dean, the son of Thomas Dean, died the 26 of February, 1670. 

Hannah Dean, the daughter of Thomas Dean, was borne the 14 of 
February, 1671. 


Taunton, the first of March, 72 or 73. 
Attested p™ me, SHADRACH WILBORE, Clarke. 


BIRTHS, MARRIAGES, AND DEATHS. 


Swansey, the 4° of March, 1675. In obeidience to an order of Court, 
T haue sent an accoumpt of beirthes, and marriages, and burialls which were 
this last yeer: first, beirthes. 

Christian, the daughter of Daniell Allin, was borne the 26 of Jan- 
uary, 1674. 

Elizabeth, the daughter of Thomas Barnes, was borne the 14 of Feb- 
ruary, 1674. 

Experience, the daughter of Samuell Luther, was borne the 34 of 
March, 1674-75. 

Elisha, the son of Nathaniel Pecke, was borne the 19 of Aprill, 1675. 

John, the son of John Martine, was borne the 15 of March, 1674-75. 

John, the son of Capt John Browne, was borne the 28" day of Aprill, 1675. 

Margeritt, the daughter of Joseph Carpenter, was borne the 4 of 
May, 1675. 

*Nathaniel, the son of William Lohun, was borne the 2° 4 of Feb- 
ruary, 1674. 

Sibill, the daughter of Joseph Lewis, was borne the 18t* of March, 1674. 

Samuell, the son of Caleb Eedy, was borne the 15 of July, 1675. 

Hezekiah Willett and Andia Browne were married the 74 day of Jan- 
uary, 1675. 


Burialls. 
Deliuerance, the wife of Nathaniell Pecke, died the 30% of Aprill, 1675. 
Gershom Cobb buried the 24% of June, 1675. ,* 


Joseph Carpenter was buried the 6" of May, 1675. 
Joseph Lewis was buried the 24% of June, 1675. 
John Salsbury was buried the 24 of June, 1675. 
John Jones was buried the 24% of June, 1675. 
John Fall buried the 24 of June, 1675. 

John Druce was buried the 2°™4 of July, 1675. 
Capt John Gorum was buried the 5™ of February, 1675. 
Nehemiah Allin was buried the 24 of June, 1675. 
Robert Jones was buried the 24 of June, 1675. 
William Lohun was buried the 24 of June, 1675. 
Wiltam Salsbury was buried the 24" of June, 1675. 
Wiltam Hamon was buried the 29" of June, 1675. 


By mee, NICHOLAS TANNER, 
Towne Clarke of Swansey. 
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Renonors. Marriages, Beirthes, and Burialls, att Rehoboth, in the Yeers 1675 


[*65.] 


and 1676. 


AMELL BULLOCKE married to Thankfull Rouse, the 26 of May, 
S 1675. 

Thomas Read marryed to Anna Perren, the 16" of June, 1675. 

John Woodward married to Sarah Crosman, the 11 of Nouemb', 1675. 


Beirthes. 


Dauid Carpenter, the son of Samuell Carpenter, borne the 17” of 
Aprill, 1675. 

Mary Sabin, the daughter of Wiltam Sabin, borne the 18" of Sep- 
tem: 1675. 

Dauid Buckland, the son of Benjamine Buckland, borne the 224 of 
March, 1675. 

Thomas Wilmouth, the son of Thomas Wilmouth, was borne the 7 of 
July, 1665. 

Mary Kinsley, the daughter of Eldad Kinsley, was borne the 7" of 
October, 1675. 

Sibell Newman, the daughter of M™ Noah Newman, x the 31 of 
March, 1675. 

Ellice Sauage, the daughter of John Sauage, the eleuenth of January, 1675. 

Mehittabell Wilmoth, the daughter of John Wilmoth, the 19% of 
June, 1675. 

Jeremiah Woodcocke, the son of John Woodcock, the sixt of June, 1675. 

Nathaniell Chaffey, the son of Nathaniell Chaffey, the 8 of Feb- 
ruary, 1675. 

*Experience Sabin, the daughter of Samuell Sabin, was borne the 5‘ of 
October, 1676. 

Ellice Wilmoth, the daughter of Thomas Willmoth, the first of Sep- 
tem: 1676. 

Ebinezer Walker, the son of Phillip Walker, the 15" of Nouember, 1676. 

Ebinezer Smith, the son of Mt Daniell Smith, the 29% of July, 1676. 

Abiell Fuller, the son of John Fuller, the 30 of December, 1676. 

Abiell Smith, the son of Ensigne Henery Smith, the 24% of Decem- 
ber, 1676. 

Elizabeth, the wife of Francis Steuens, was buried the fourth of 
March, 1675. 
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Deliverance, the wife of Nathaniell Pecke, buried the first of May, 1675, Renonortn. 

Widdow Bowine buried in . , 1675. 

Sibill New: the daughter of M™ Noah Newman, the 24 of September, 1675. 

Isacke Kenricke, the son of Gorge Kenricke, the 13% of January, 1675. 

Martha, the wife of Noah Mason, the sixt of February, 1675. 

Sarah, the daughter of John Read, in January, 1675. 

Nathaniell, the son of John Perren, the third of September, 1675. 

John Read, Juni‘, buried in Aprill, 1676. 

John Fitch, Junit, buried in Aprill, 1676. 

Robert Beares, the 29 of March, 1676. 

Sarah Woodecocke, the wife of John Woodcocke, the 10 of May, 1676. 

Nathaniel Woodcocke, the 28 of Aprill, 1676. 

John Iyde, the middle of December, 1676. 

Experience Sahon, the daughter of Samuell Sahon, the 28 of No- 
uember, 1676. 

John Read, the son of Thomas Read, the 4 of December, 1676. 

James Redway was buried the 28 of October, 1676. 

The wife of Nicholas Iyde buried the third of Nouember, 1676. 

Nathaniel Wilmoth, the 12 of Nouember, 1676. 

Ensigne Henery Smith, the 24 of Nouember, 1676. 

Lydia Titus, the wife of John Titus, the 25 of Nouember, 1676. 

Rachell Man, the wife of Thomas Man, in June, 1676. 

Ellice Willett, the wife of James Willett, in July, 1676. | 

Nathaniell Sahen, in the latter end of May, 1676. 

Nathaniell Pecke, the 25 of August, 1676. 

Elizabeth Skaffé, the 25 of June, 1676. 

*Samuell Fuller, the 15 of August, 1676. [*67.] 

John Fuller, the 23 of August, 1676. 

Mary Hunt, the 23 of August, 1676. 

Peter Hunt, Juni‘, the 25 of August, 1676. 

Tabithay Hunt, the 14 of October, 1676. 

Jasiell Perry, in September, 1676. 

Mehittable Perry, in September, 1676. 

Sampson Mason, in September, 1676. 

Sarah Fuller, the wife of Robert Fuller, the 14% of October, 1676. 

Jeremiah Fitch, the 15" of October, 1676. 

A younge child of Nicholas Pecke, in August, 1676. 

The wife of Thomas Wilmouth, Seni‘, in February, 1676. 

Elizabeth Smith, the daughter of M* Henery Smith, the first of 


March, 1676. 
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REHOBOTH. Sarah Leanard, the daughter of Krie Leanard, the 16 of March, 1676. 
Nehemiah Buckland, the son of Joseph Buckland, buried in May, 1677. 
Thomas Graunts child buried in September, 1676. 
Thomas Mans child buried in June, 1676. 
Jacob Ormsbey, +Senit,t son, buried the 2%™4 of March, 1676. 
Jacob Ormsbey, Juni‘, buried the 16" of February, 1676. 


By mee, WILLAM CARPENTER, Clarke. 


S canwinne: [ Sandwich: Births, Marriages, and Deaths. ] 


OHN REDDING and Mary Bassett were marryed the 22 of the eight 
month, 1676. 

Job Gibbs, the son of John Gibbs, was borne the 27" of Aprill, ann° 
Doffi one thousand six hundred seauenty and six. 

Michaell Blackwell, the son of John Blackwell, was borne the 16 of 
the 9%, 1676. 

Thomas Tupper, Seni‘, deceased the 28 of March, anno Domi one 
thousand six hundred seauenty and six ; hee died in the 98" yeer of his age, 
and 2°=4 month. 

Anne Tupper deceased the 4* of June, anno Do one thousand six 
hundred seauenty and six, whoe deceased in the 90 yeer of her age. 


Transcribed out of the Regester of Sandwich, this fift of the first, 1676. 
P THOMAS TUPPER, Clarke for the Towne of Sandwich. 


PLYMOUTH. [ Plymouth 5 Deaths. | 


["68.] * N ARTHA NELSON, the daughter of John Nelson, died the 19% of 
February, 1675. 
Sarah, the wife of John Nelson, died the 4% of March, 1675. 
John, the son of John Nelson, died the fift of June, 1676. 


BIRTHS, MARRIAGES, AND DEATHS. 


[Taunton : Births, Marriages, and Deaths. | 


* O the honored Court to be holden att Plymouth the first Tusday in 
March, 1676 or 77: but there be many that doe neglect to attend the 
Court order. 

Imprimis. Elias Irish married to Dorrethy Witherill, the twenty-sixt of 
August, 1674. 

Hannah Wilbore died the 3 of December, 1675. 

Mistris Hopstill Shoue, the wife of Mt Gorge Shoue, died the 7 of 
March, 1673 or 74. 

M* Gorge Shoue married to Mistris Walley, the 18 of February, 
1674, or 75. 

Mary Shoue, the daughter of M‘ Gorge Shoue, borne the 11" of Au- 
gust, 1676. 

John Bundey married to Ruth Surney, of Mendum, this 9* of Jan- 
uary, 1676. 

Jonah Austine died the 10 of May, 1676. 

John Wilbore, the son of Shadrach Wilbore, borne the second of 
March, 1674-75. 

SaMiell Hallowwey, the son of Safiell Hallowey, born the 14™ of Sep- 
tember, 1668. 

Nathaniel Halloway, the son of Safiell Hallowey, was borne”the 2°om4 
of July, 1670. 

Easter Hallowey, the daughter of Samuell Hallowey, was borne the 14" 
of May, 167 

John Hallowey, the son of Samuell Hallowey, was borne the 24" of 
February, 1674. 

Mary Briggs, the daughter of William Briggs, was borne the 14‘ of 
August, 1674. 

Mathew Briggs, the son of William Briggs, was borne the 5' of Feb- 
ruary, 1676. 
Ebenezer Richmond, the son of John Richmond, borne att Newport, on 
Rhode Iland, the 12 of May, 1676. 

James Leanard, the son of James Leanard, died the 30% of December, 1674. 

James Leanard, Juni‘, married to Lydia Calipher, of Milton, the 29" 

of October, 1675. 

; Mehittable Williams, the daughter of Joseph Williams, borne the 7 of 


June, 1676. 
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Safiell Cobb, the son of Augustine Cobb, was borne the 9% of Nouem- 
ber, 1675. 

John Hall married to Hannah Peniman, the 4% of February, 1667. 

John Hall, the son of John Hall, borne the 27 of June, 1672. 

Joseph Hall, the son of John Hall, borne the 7 of Aprill, 1674. 

James Hall, the son of John Hall, borne the 8 of December, 1675. 

John Pollard, the son of John Pollard, was borne the 20 of March, 1675. 

Mary Smith, the daughter of Andrew Smith, borne the third of Oc- 
tober, 1675. 

John Williams, the son of Nathaniell Williams, was borne the 27 of 
August, 1675. 

Taken out of the Regester Booke of the Towne of Taunton, the 5 of 
March, 167%. . By mee, 


SHADRACH WILBORE, Towne Clarke. 


*The Marriages, Beirthes, and Burialls of Rehoboth, in the Yeer 
1677. 


ANIELL REED married to Hannah Pecke, August 20%. 

Isacke Williams married to Judith Cooper, the 13 of Nouefii. 
Samuel Pecke married to Rebeckah Hunt, the 21 of Nouember. 
Moses Read married to Rebeckah Fitch, December the sixt. 
Noah Mason married to Sarah Fitch, December the sixt. 
Abrah Perren married to Sarah Walker, the 27" of December. 
Nicholas Iyde, Juni", married to Mary Ormsbey, the 27 of December. 
John Titus married to Sarah Miller, the 3 of July. 


Beirthes. 

Sollomon Carpenter, the son of Samuell Carpenter, borne the 23 of 
December. 

Mary, the daughter of John Ormsbey, borne the 4th of Aprill. 

Dorethy, the daughter of Preserued Abell, was borne the 16 of No- 
uember. 

Ebenezer, the son of Jeremiah Wheaton, was borne the 7 of March. 

Mary, the daughter of John Butterworth, was borne the 20* of October. 

Mehittable, the daughter of John Perren, was borne the 19" of April, 
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Amose, the son of John Carpenter, was borne the 19* of Nouember. REHOROTH. 
Nathaniel, the son of John Wilmoth, was borne the 29¢ of September. 
Joseph, the son of John Johnson, was borne the third of October. 
John, the son of Thomas Gaunt, was borne the 21 of J. anuary. 
Anne Pecke, the son [daughter] of John Pecke, borne the 17 of July. 
Abijah Cooper, the daughter [son] of Nathaniel Cooper, was borne the 
first of May. 
Burialls. 


Samuell, the son of Mt Noah Newman, was buried the second of 
October. 

Steuen Paine buried the 24 of January. 

Michell Walker buried the 16 of February. 

Peter Cooper buried the 28" of February. 

Abijah Cooper buried the 22°"4 of May. 

John Buckline buried the 20" of June. 

Nehemiah Buckline buried the 19 of May. 


Transcribed out of the Towne Records, p me, 


WILEAM CARPENTER, Towne Clarke of Rehoboth. 


[ Plymouth : Births, &c.] . PLYMOUTH. 


LIZABETH, the daughter of John Drew, of Plymouth, borne the fift 
day of February, 1673. 
Bethyah, the daughter of Jonathan Pratt, was born the eight of Au- 


gust, 1679. 

Mary, the daughter of Samuell Sauory, was born the third of 
July, 1678. 

*John, the son of Joseph Churchill, was borne on the 224 of = [*72.] 
July, 1678. 


Hannah Churchill, the daughter of Eliezer Churchill, was borne the 23 
of August, 1676. 

Joannah Churchill, the daughter of Eliezer Churchill, was borne the 25 
of Nouember, 1678. 

Thomas, the son of Thomas Doten, was borne the 22°4 of July, 1679. 

Jabez Howland, the son of Jabez Howland, was borne the 15 of Sep- 
tember, 1669. 
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Josia Howland, the son of Jabez Howland, was borne the sixt of Au- 
gust, 1676. 

John Howland, the son of Jabez Howland, was borne the 26 of Ju- 
ly, 1679. 

Mary, the daughter of John Rickard, Seni", was borne the 27 of Oc- 
tober, 1677. 

Lydia, the daughter of John Rickard, Seni", was borne the 12 of De- 
cember, 1679. 

Joseph Faunce marryed to Judith Rickard, the third January, 1677. 

Hannah, the daughter of Joseph Faunce, was borne the 12" of 
June, 1679. 

Elisha Cobb, son of John Cobb, was borne the third of April, 
anno 1678, 


*Tauntons Register of Beirthes of theire Children. 


MP? NATHANIELL SMITH, son of Samuell S., borne the 26 of 

July, 1675. 

Sarah Hall, the daughter of Samuell Hall, died the 26 of May, 1677. 

Safiell Talbott, the son of Jarerd Talbott, was borne the 29 of Feb- 
ruary, 1675. 

Josiah Talbot, the son of Jared Talbot, was borne the 21 of Oc- 
tober, 1678. 

John Briggs, the son of Richard Briggs, borne the 13 of February, 1672. 

Joseph Briggs, the son of Richard Briggs, was borne the 15” of 
June, 1674. 

Benjamine Briggs, the son of Richard Briggs, was borne the 15” of 
September, 1677. 

John Dean, the son of John Deane, was borne the 18 of Sep- 
tem: 1674. 

Elizabeth Dean, the daughter of John Dean, was borne the 15% of 
March, 1676. 

Ebinezer Lincolne, the son of Samuell Lincolne, was borne the 15 of 
October, 1673. 

Rachell Lincolne, the daughter of Samuell Lincolne, was borne the six- 
teenth of Septem: 1677. 


Mary Fisher, the daughter of Daniell, borne the 30 of May, 1675. 
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Mercye Fisher, the daughter of Daniell Fisher, was borne the 12 of Taunton. 


December, 1677. 

Tamsen Steuens, the daughter of Richard Steuens, was borne the 3 of 
July, 1677. 

Samuell Smith, the son of Andrew Smith, was borne the 15 of May, 1678 

John Cobb, the son of John Cobb, was borne the 31 of March, 1678. 

John Woodward, the son of John Woodward, was borne the second of 
March, 1678. 

Wiltam Hoskins marryed to Sarah Casewell, the 3 of July, 1677. 

Anne Hoskins, the daughter of Wiltam Hoskins, borne the 14 Feb- 
ruary, 1678. 

Edward Rew died the 16% of July, 1678. 

Elizabeth Walker, the wife of James Walker, Seni’, died the 30 of 
July, 1678. 

James Walker, Seni’, marryed to Sarah Rew, the 4 of Nouem: 1678. 


Attest, by SHADRACH WILBORE, Clarke. 


Eliezer Wilbore, the son of Shadrach Wilbore, was borne the first of 
July, 1677. 

Ebenezer Hall, the son of Samuell Hall, was borne the 19 of 
March, 1677. 

James Leanard, the son of James Leanard, was borne the 11 of 
May, 1677. Os 

Mary Staple, the daughter of Joseph Staple, borne the 26 of Jan- 
uary, 1677. = ees 

Remember Tisdall, the daughter of John Tisdall, borne the 8% of 
July, 1675. 

Benjamine Hall, the son of John Hall, borne the sixt of December, 1677. 

Israell Woodward married to Jane Godfrey, the 4% of Augst, 1670. 

Elizabeth Woodward, the daughter of Israell Woodward, borne the 
fifteenth of June, 1670. 

Israell Woodward died the 15" of June, 1674. 

Israell Woodward, the son of Israell Woodward, was borne the 4" of 
October, 1674. 

John Tisdall, Seni‘, killed by the Indians, the 27 of June, 1675. 

Sarah Tisdall, the wife of John Tisdall, Seni™, died in December, 1676. 

*Richard Marshall marryed to Easter Bell, the 11" of February, 1676. 

John Cobb marryed to Jane Woodward, the 13" of June, 1676. 

Hannah Paule borne the 4 of October, 1657. 


[*74.] 
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John Bundey, the son of John Bundey, borne the sixt of October, 1677. 

Ephram Gray, the son of Joseph Gray, died the 21 of June, 1675. 

Rebeckah Gray, the wife of Joseph Gray, died the 13 of May, 1676. 

Nathaniel French marryed to Mary Tisdall, the 9 of January, 1676. 

Nicholas White, Juni*, marryed to Vrsilla Maycomber, of Marshfeild, 
the 92 of December, 1673. 

Nicholas White, the son of Nicholas White, borne the 25 of October, 1676. 

Samuell Phillipps marryed to the widdow Cobb, the 15 of May, 1676. 

Mehittable Phillipps, the daughter of Samuell Phillips, borne the 9% of 
January, 1676. 

John Gould marryed to Mary Crossman the 24 August, 1673. 

Mary Gould, the daughter of John Gould, borne the 19 of June, 1674. 

Hannah. Gould, the daughter of John Gould, borne the 9" of No- 
uember, 1677. 

Isack Dean married to Hanna Leanard, the 24'* of January, 1677. 

Thomas Gilbert married, att Boston, to Anna Blacke, of Milton, the 18 
of December, 1676. 

Hannah Gilbert, the daughter of Thomas Gilbert, was borne the 28" of 
Septem: 1677. 


Taunton, the 4% of March, 1677. 
Attested by SHADRACH WILBORE, Clarke. 


Beirthes, Marriages, and Burialls of the Towne of Rehoboth, in the 
Yeer 1678. 


EHEMIAH BUCKLAND, son of Joseph Buckland, born the 31 of 
March, 1678. 

Obadiah Carpenter, son of Wiltam Carpenter, borne the 12 of 
March, 1678. 

Noah Pecke, the son of Samuell Pecke, borne the 21 of August, 1678. 

Jonathan Ormsbey, son of John Ormsbey, borne the 26" of August, 1678. 

Noah Mason, son of Noah Mason, was borne the 17 of December, 1678. 

Nathaniel Kingsley, the son of Eldad Kingsley, was borne the 5™ of 
February, 1678. 

James Reddaway, son of John Reddaway, was borne the 10 of Jan- 
uary, 1678. 
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John Titus, son of John Titus, Juni", was borne the 12 of March, 1678. Rexonom. 


Abigaill Sabin, daughter the daughter of Joseph Sabin, was borne the 
16 August, 1678. 

Jonathan Chaffey, son of Nathaniell Chaffey, was borne the 7 of 
Aprill, 1678. 

Hannah Read, daughter of Daniell Read, was borne the 30" of June, 1678. 

*Thomas Read, son of Thomas Read, was borne the 25% of March, 1678. 

Mary Sauage, the daughter of John Sauage, was borne the 5‘ of June, 1678. 

Mary Wilmoth, daughter of Thomas Wilmoth, Juni‘, was borne the 29 
of Decemb: 1678. 

Judith Smith, the daughter of Daniell Smith, was borne the 7 Feb- 
ruary, 1678. 

Elizabeth Fuller, the daughter of Jonathan Fuller, was borne the 12 of 
May, 1678. 

Nathaniell Ide, the son of Nicholas Ide, Juni", was borne the 14 of 
Nouember, 1678. 

Nathaniell Ide, the son of Nicholas Ide, Juni", was borne the 14 of 
Nouember, 1678. 

Hannah Ormsbey, daughter of Thd Ormsbey, was borne the 23 of Sep- 
tem: 1678. 

Ephraim Whittacar, the daughter [son] of Richard Whittacar, was borne 
the 27 of January, 1678. 

Zacheriah Read, the son of Moses Read, was borne the 25 of October, 1678. 


Marriages. 


Enacke-Hunt marryed to Mary Paine, the 29% of October, 1678. 
Safiell Perry married to Mary Miller, the 12 of December, 1678. 
John French married to Mary Palmer, the 27 of Nouember, 1678. 
Tho: Wilmoth, Seni", married to Rachell Read, the 27 of June, 1678. 
Thomas Man married to Mary Wheaton, the 9 of Aprill, 1678. 


Burialls. 


The Reuerend Mt Noah Newman was buried the 18% of Aprill, 1678. 
Julian Sutton buried the 4 of June, 1678. 
John Kingsley buried the sixt of January, 1678. 
Mary Kingsley buried the 29™ of January, 1678. 
John Sauage buried the 22°"4 of August, 1678. 
Zacheriah Read, son of Moses Read, buried in January, 1678. 
Transcribed out of the Records of Rehoboth, 
P me, WILEAM CARPENTER, Clarke. 
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*New Plymouth Register. 


ali COTTON, the son of Mt John Cotton, was borne the eight of 
January, 1679. 
James Warren, the son of Richard Warren, was borne the 13 of Jan- 


uary, anno 1679. 
Hugh Cole was marryed January the 8, 1654. 


The Beirthes of the Children of Hugh Cole, now of Swansey, whoe was 
soffitimes inhabitant of the towne of Plymouth, in this jurisdiction of 


New Plymouth. 


James Cole, the son of Hugh Cole, was borne in the yeer 1655, No- 
uember the 8". 

Hugh Cole, the son of Hugh Cole, was borne the 15" of March, 1658. 
John Cole, the son of Hugh Cole, Seni’, was borne the 16 of May, 1660. 
Martha Cole, daughter of Hugh Cole, was borne the 14 of Aprill, 1662. 
Anna Cole, the daughter of Hugh Cole, was borne on October the 14", 1664. 
Ruth Cole, the daughter of Hugh Cole, borne on the 17 of January, 1666. 
Joseph Cole, the son of Hugh Cole, was born the 15 of May, 1668. 


Patience Faunce, daughter of Thomas Faunce, was borne the seauenth 
of Nouember, 1673. 

John, the son of Thomas Faunce, was borne the 16 day of Septem- 
ber, 1678. 

Martha, the daughter of Thomas Faunce, was borne the 17 day of 
December, 1680. 


*1680. Marriages, Beirthes, and Burialls in the Towne of Rehoboth, 
as followeth. 


Marriages. 


oe PALMER married to Elizabeth Kingsley, 12 of J anuary. 
Gorge Robinson married to Elizabeth Gaille, 12 of Nouember. 
Jonathan Wilmouth married to Ester Pecke, the 29% of December. 
Joseph Browne married to Hannah Fitch, the 10t of Nouember. 
Joseph Rockett married to Mary Wilmouth, the 5 of January. 
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Beirthes, 1680. 


Zacheriah Carpenter, son of Samuell Carpenter, born the first of J uly. 

Margarett Sabin, daughter of William Sabin, was born the 10t of Aprill. 

Jaell Pecke, the daughter of Samuell Pecke, was born the 14 of June. 

Sarah Fuller, the daughter of Jonathan Fuller, was born the 23" of Aprill. 

John Mason, son of Noah Mason, was born the 28t" of Noucmber. 

Nathaniel Shepherdson, son of Daniell Shepherdson, was born the 28 
of October. 

Nathaniell Read, son of Thomas Read, born the 30‘ of March. 

Nathaniel Pecke, the son of John Pecke, born the sixt of July. 

Rebeckah Smith, the daughter of Mt Daniell Smith, born the 20* of 
April. 

Jacob Ormsbey, the son of Thomas Ormsbey, was born the 13% of 
September. 

Presillah Carpenter, the daughter of John Carpenter, was born the 20% 
of January. 

Dorithy Wilmouth, the dighter of John Wilmouth, borne the 26% 
of August. 

Samuel Titus, son of John Titus, Juni‘, born the 29 of July. 

Dauid Chaffey, the son of Nathaniell Chaffey, was born the 22°n4 
of August. 

Daniell Read, the son of Daniel Read, was born the 20% of January. 

Samuell Blandinge, the son of William Blanding, was bofe the 11% 
of Aprill. 

Mehittable “Pérty, daughter of Samuell Perry, was born the 30 
of April. 

Mary Man, daughter of Thomas Man, was born the 11" of January. 

Mary Miller, the daughter of Robert Miller, was borne the 14 of June. 

Martha Ormsbey, the daughter of John Ormsbey, was born the 7'" of May. 

Presilla Shaue, daughter of John Shaue, was boYe the 22 of June. 

Lydia Buckland, the daughter of Joseph Buckland, was borne the 5 
~ of September. 

Sarah Penfeild, the daughter of Thomas Penfeild, was born the 20" of 
February. 

*Burialls att Rehoboth, 1680. 

Jaell Pecke, the daughter of Samuell Pecke, buried July the 6%. 

Elizabeth Cooper, the wife of Deacon Cooper, was buried the first of 
February. 

10 


73 


Reuoporu. 


[*79.] 


74 


REHOBOTH. 


[*80.] 


PLyMovurTsH. 


PLYMOUTH COLONY RECORDS. 


Elizabeth Miller, the wife of John Miller, Seni", was buried the 18% 
of Aprill. 


*Lett none maruell att the promiscuous and disorderly setting downe of 
the names of such as are or may be married, or doe or may be born, or may 
dye; for they are sett as they were brought to mee, as disorderly as they are 
sett downe. If the Courts order had bin minded respecting this matter, they 
had bine otherwise placed then they are. 


Plymouth Register. 


OHN RICKARD, the son of John Rickard, Juni‘, was born on the 26 
day of February, 1679. 
Hugh Cole, Seni", was married in January the 8%, 1654. 
James Cole was born in the yeer 1655, Nouember the third. 
Hugh Cole, Juni", was born in the yeer 1658, the 8 of March. 
John Cole was borne in the yeer 1660, the 15 of May. 
Martha Cole was borne in the yeer 1662, the 16 of Aprill. 
Annah Cole was borne in the yeer 1664, the 14 of October. 
Ruth Cole was borne in the yeer 1666, the 8 of January. 
Patience Faunce, the daughter of Thomas Faunce, was borne the 7 
of Nouember, 1673. 
John Faunce, the son of Thomas Faunce, was borne the 16 of Sep- 
tember, 1678. 
Martha Faunce, the daughter of Thomas Faunce, was borne the 17 of 
December, 1680. 
Hannah, the daughter of Gorge Morton, was borne the 27 of Nouem- 
ber, 1668. 
Mannasses, the son of Gorge Morton, was borne the third of Feb- 
ruary, 1668. 
Ephraim Morton, son of Gorge Morton, was borne the 12% of 
Aprill, 1670. 
Joannah, the daughter of Gorge Morton, was borne the 27% of 
June, 1673. 
Ruth Morton, the daughter of Gorge Morton, was borne the 20% of 
December, 1676. 
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Gorge Morton, son of Gorg Morton, was borne the 8 of J: uly, 1678. 

Timothy Morton, the son of Gorge Morton, was born the 12 of 
March, 1683. 

James Cobb, the son of John Cobb, was born the 20‘ of July, 1682. 

Mary, the daughter of John Rickard, son of Gyles Rickard, was borne 
the 27» of October, 1677. 

Lydia, the daughter of John Rickard, son of Gyles Rickard, was born 
the 12 of December, 1679. 

John, the son of John Rickard, the son of Gyles Rickard, was born the 
29 of December, 1681. 

John, the son of Francis Curtice, was born the 26 of July, 1673. 

Benjamine, the son of Francis Curtice, was born the 11* of August, 1675. 

Francis, the son of Francis Curtice, was borne about the middle of 
Aprill, 1679. 

*tWilliam Hoskins, the son of Wiltam Hoskins, was borne the 30 of 
June, 1681.+ 

Elizabeth, the daughter of Francis Curtice, was borne the fifteenth day 
of June, 1681. 

Elisha Curtice, son of Francis Curtice, was borne in March, 1683. 

James, the son of Richard Warren, was born in January, 1682. 

Samuell Warren, the son of Richard Warren, was borne the seauenth 
of March, 1683. 

Samuell Gaurdiner was married to Susannah Shelley, the 20% of De- 
cember, 1682. 

Samuell Gardiner, the son of Samuell Gardiner, was born the 27 of 
September, iesaun 92 . 

Mercye, the daughter of John Rickard, the son of John Rickard, de- 
ceased, was borne the 12* of February, 1682. 

John Rickard, the son of John Rickard, deceased, was born the 12 of 
February, 1684. 

[The following entries are in an unknown chirography.] 

Zechariah Eedey, y® son of Zachariah Eedy, born Aprill y* 10, 1664. 

John, the son of Zachariah Eedey, was borne the 10 of October, 1666. 

Samuel Eedy, the sone of Zachariah Eedey, Sen’, late of Plimouth, was 
borne the 3* day of June, anno 1673. 

Ebenezer, the son of said Zachariah, was borne the 8 of Febr’, 1675. 

Caleb, the son of s* Zachariah, was borne the 21 of Septemb’, 1678. 

Joshua, the son of s* Zachariah, was borne the 21™ of February, 1680. 

Obadiah, the son of s* Zachariah, was borne the 2* day of Septembr, 1683. 
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Alice, the daughter of Zachariah Eedey, Jun", was borne y* 28" of No- 
vemb’, 1684. 

Elinor, the daughter of s* Zachariah Eedy, Jun", was borne y° 16 day 
of May, anno 1686. 


[The records follow in the handwriting of Secretary Morton.] 
*The Marriages, Beirthes, and Burialls in the Towne of Rehoboth, 
in the Yeare 1681. 


Marriages. 


HOMAS KENRICKE married to Marye Perrey, the 17 of June, 1681. 

Samuell Walker married to Martha Iyde, the 11 of Nouember, 1681. 
Daniell Thurston married to Hannah Miller, the 16" of December, 1681. 
Joseph Brooman married to Sarah Sauage, the 29 of Septem, 1681. 
John Martin married to Marcye Billington, the 27 of June, 1681. 


Beirthes. 


Ames Angeir, son of the Reuerend Mt Samuell Anger, was borne the 
29 of June, 1681. 

Elizabeth Paine, the daughter of Mt Nathaniel Paine, was born the sixt 
of Nouem, 1681. 

Ephraim Carpenter, the son of Wiltam Carpenter, was borne the 25 of 
Aprill, 1681. 

Rebecka Pecke, the daughter of Samuell Pecke, was borne the 22°" of 
October, 1681. 

Mary Fuller, the daihter of Jonathan Fuller, was borne the first of 
October, 1681. 

Joannah Abell, the daughter of Preserued Abell, was born the 11* of 
January, 1681. 

Peter Hunt, the son of Enocke Hunt, was borne the 22 of Septemb, 
1681. 

Mehittabell Wilmouth, the daughter of Thomas Wilmouth, was borne 
the 4t* of March, 1681. 

Mehittabell Wheaton, the daughter of Jeremiah Wheaton, was borne 
the 2°=4 of Aprill, 1681. 

Hanna Graunt, the daughter of Thomas Graunt, was borne the 4* of 
Aprill, 1681. 
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Thankfull Bullocke, the daughter of Samuell Bullocke, was borne 1681, Rzuoxorn. 


John French, the son of John French, was borne the 13 of Aprill, 1681. 

Rachell Johnson, the daughter of John Johnson, was born the 23 of 
December, 1681. 

Experience Sabine, the daugher of Joseph Sabine, was borne the 14 of 
March, 1681. 

Elizabeth Perren, the daughter of Abraham Perren, was born the 3° of 
December, 1681. 

Zacheriah Read, the son of Moses Read, was borne the 20 of Octo- 
ber, 1681. 

Jacob Iyde, the son of Nicholas Iyde, was borne the 4 of July, 1681. 

“Ester Wilmouth, the daughter of Jonathan Wilmoth, was borne the 
28 of Nouember, 1681. 

John Robinson, the son of Gorge Robinson, was born the fift of Sep- 
tem, 1681. 

Joseph Browne, the son of Joseph Browne, was borne the 21 of No- 
uember, 1681. 

Hannah Browne, the daughter of Joseph Browne, was borne the 21 of 
_ Nouember, 1682. .... 1681. 
Richard Euens, the son of Richard Euens, was born the 10 of Au- 


gust, 1681. 
Elizabeth Bosworth, daughter of Joseph Bosworth, was born the 17% 
of Nouember, 1681. , = 


Mary Titus, the daughter of Sylas Titus, was born the 30 of March, 1681. 
Jane Woodcocke, the daughter of Deborah Woodcocke, was borne the 
11 of March, 1681.0 


Burialls att Rehoboth. 


Experience Sabin, the daughter of Joseph Sabine, buried the 13™ of 


May, 1681. 
Peter Hunt, the son of Enocke Hunt, buried the 12 of October, 1681. 


Amos Carpenter, the son of John Carpenter, was buried the sixt of 


July, 1681. 
Judith Pecke, the daughter of Samuell Pecke, buried the 20 of Feb- 


ruary, 1681. 
Transcribed out of the Towne Records, 
P WILEAM CARPENTER, Clarke. 


[*84.] 
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Runonors. The Beirthes, Marriages, and Burialls in the Towne of Rehoboth, 


[*85.] 


Anno 1682. 


Beirthes. 


ANNAH ANGIER, the daughter of Mt Samuell Angier, was borne 
‘EL the 10 of August, 1682. 

Abraham Carpenter, the son of Samuell Carpenter, was borne the 20% 
of September, 1682. 

Noah Whittacar, the son of Richard Whittacar, was borne the 31 of 
January, 1682. 

Jacob Ormsbey, the son of John Ormsbey, the 16 of March, 1682. 

Elizabeth Hunt, the daughter of Enoch Hunt, was borne the 2°4 of 
October, 1682. 

Hannah Read, the daugter of Thomas Read, was borne the 12" of 
Aprill, 1682. 

Daniell Perren, the son of John Perren, was borne the 18% of 
March, 1682. 

Bethya Ormsbey, the daughter of Thomas Ormsbey, was borne the 15 
of Aprill, 1682. 

*Sarah Willmoth, the daughter of John Willmouth, was borne the 21 
of December, 1682. 

John Redway, the son of John Redway, was borne the 10 Sep- 
tember, 1682. 

Hannah Titus, the daugter of John Titus, Juni‘, was borne the 10" of 
Nouember, 1682. 

Joseph Saben, the son of Joseph Saben, was borne the 18 of No- 
uember, 1682. 

Jaciell Perrey, the son of Samuell Perrey, was borne the sixt of 
May, 1682. 

Anne Shaw, the daughter of John Shaw, was borne the fifteenth of 
March, 1682. 

Elizabeth Butterworth, the daughter of John Butterworth, was borne 
the 15" of January, 1682. 

John Palmer, the son of Samuell Palmer, borne the 25 of March, 1682. 

Jasiell Kennericke, the son of Thomas Kennericke, borne the 23 of 
March, 1682. 

John Martin, the son of John Martin, was borne the 10 of J une, 1682. 


Elizabeth Paine, the daughter of John Paine, was borne the 12 of 
July, 1682. 
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Samuell Walker, the son of Samuell Walker, was borne the 11" of Renonorn. 


Nouember, 1682. 

Experience Brayman, the daughter of Joseph Brayman, was born the 
10 of Nouember, 1682. 

Jonath Johnson, son of John Johnson, was borne the 20 of Feb- 
ruary, 1682. 

Mary Mason, the daughter of Noah Mason, was borne the 12t of De- 
cember, 1682. 

John Read, the son of Daniell Read, was borne the 25‘ of February, 1682. 

Dauid Graunt, the son of Thomas Graunt, was born the 2° 4 of Feb- 
ruary, 1682. 

Marriages. 

Samuell Mason married to Elizabeth Miller, the second of March, 1682. 

Samuell Miller married to Ester Bowin, the 20% of July, 1682. 

John Thompson marryed to Sarah Smith, the 19 of Septem, 1682. 


[Burials.] 


*Samuell Carpenter, Seni‘, buried the 20 of February, 1682. 

Rebeckah Pecke, the daughter of Samuell Pecke, buried the 2°=4 of 
Nouember, 1682. 

Anthony Perrey, buried the first day of March, 1682-83. 

John Read, the son of Daniel Read, buried the first of March, 163%. 

Rachell Johnson, the daughter of John Johnson, buried in Aprill, 1682. 


Transcribed out of Towne of Rehoboth theire Records, 
—- -«-= = > 2Pme, WILEAM CARPENTER, Clarke. 


[*86.] 


Taunton Register followeth, vid: of all such as were brought to the Tavxzox. 


Clarke. 


EBORAH SMITH, the daughter of John Smith, was borne the 7" of 


March, 1676. 
Hannah Smith, the daughter of John Smith, was borne the 22 of 


March, 1678. 
John Smith, the son of John Smith, was borne the sixt of Decem- 


ber, 1680. 
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John Lincon, the son of Samuell Lincon, was born the 15 of Sep- 
tember, 1679. 

Lydia Leanard, the daughter of James Leanard, was borne the 10% of 
March, 1679. 

Stephen Leanard, the son of James Leanard, borne the 14 of Decem- 
ber, 1680. 

Joseph Caswell, the son of Stephen Caswell, borne the 18 of May, 1678. 

Ephraim White, the son of Nicholas White, was borne the 8 of Feb- 
ruary, 1678. 

Dorcas White, the daughter of Nicholas White, borne the 24‘ of Sep- 


tem, 1680. 

Thomas Gilbert, the son of Thomas Gilbert, was borne the 11 of 
July, 1681. 

Israell Woodward, the son of John Woodward, was borne the 30° of 
July, 1681. 


Sarah Hoskins, the daughter of William Hoskins, was borne the 31 of 
August, 1679. 

*Wiltam Hoskins, the son of Williams Hoskins, was borne the 30* of 
June, 1681. 

John White, the son of John White, was borne the 16 of August, 1681. 

Mary Leanard, the daughter of Joseph Leanard, was borne the second 
of October, 1680. 

Thomas Maycomber, the son of John Maycomber, was borne the 30% 
of Aprill, 1679. 

William Witherell, Juni", married to Elizabeth Newland, the 14 of 
March, 1681. 

Nathaniel Hoare married to Sarah Wilbore, the 24 of February, 1681. 


Swansey Regester. 


Nias the daughter of James Browne, Juni‘, was borne the 
28 of June, 1682. 


Ruth, the daughter of Thomas Thurbur, was borne the 16 of J uly, 1682. 

Jotham, son of Benjamine Carpenter, was borne the first of June, 1682. 

Dorithy, the daughter of Joseph Chaffey, was born Septefi the 4", 1682. 

Hezekiah Bowin, son of Obadiah Bowin, Junit, was borne Nouember 
the 19, 1682. 
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Zacheryah Eedey, son of Caleb Eedey, was borne January the 28,1682. swansry. 
M* John Myles, pastour of the church of Swansey, deceased February 

the third, 1682. 
Zacheryah Eedey, son of Caleb Eedey, died February the 26, 1682. 


This is a true coppy or accompt as aboue expresscd and written by 


WILEAM INGRAHAM, 


Towne Clarke of Swansey. 


*1 List of the Names of all the Children that haue bin brought in to sayvwrex. 
the Register that haue bine born in the Yeare 1675. [*88.] 


ae TUPPER, the son of Thomas Tupper, was borne the last day 
of May, anno Dom 1675. 

Elizabeth Psuall, the daughter of James Pursuall, was born the 10 of 
Septem, anno Dom 1675. 
. Mercy Harper, the daughter of Robert Harper, was born the 12 of 
June, anno Dominie 1675. 

Bethiah Nye, the daugter of Ebenezer Nye, was borne the 5" of Octo- 
ber, anno Dom 1675. 

Bethyah Gibbs, the daugter of Thomas Gibbs, Junier, was, borne the 
10% of December, anno Dom 1675. 


Sandwich Register of Marriages in Sandwich in the Yeer 1675. 


Elisha Bourne and Patience Skiffe were married the 26 of October, 1675. 


__ Taunton Marriages and Burialls that were brought in as followeth, — Tavsrox. 


ORGE HALL, the son of Samuell Hall, born the 25 of January, 1680. 
Joann Shoue, the daughter of Mt Gorge, was born the 28 of Sep- 
tem, 1678. 
John Briggs, the son, born the 19 of March, 1680. 
Sarah Briggs, the wife of William Briggs, died the 20 of March, 1680. 
Nathaniell Talbut, the son , Jared Talbutt, born the 21 of Febuary, 1679. 
1l 
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Benjamine Briggs, the son of Richard Briggs, born the 15% Septem, 1677. 

Joseph Staple, the son of Joseph Staple, born the 12% March, 1680. 

Nathaniel Steuens, the son of Richard Steuens, born the 30 July, 1680. 

Mercy Cobb, the daghter of Augustine Cobb, bone the 12 of August, 1680. 

Sussannah Smith, the daughter of Andrew Smith, borne the 2 of No- 
uember, 1680. 

Sarah and Mary Gilbert, the daghters of Thomas Gilbert, born the 11" 
of August, 1679. 

Sarah Leonard, the daughter of Benjamine Leonard, borne the 21 of 
May, 1680. 

Israell Thrasher, the son of Christopher Thrasher, born the 15™ of 
Septefi, 1648. 

Israell Thrasher marryed to Mary Caswell, the 15% Aug, 1676. 

Mary Thrasher, the daughter of Israell Thrasher, born the 7 of 
August, 1677. 

Henery Hodgis maryed to Hester Gallop, the 17 of December, 1674. 

Mary Hodgis, the daughter of Henery Hodgis, born the 3% of Feb- 
ruary, 1675. 

Ester Hodgis, the daughter of Henery Hodgis, born the 17 of Feb- 
ruary, 1677. 

William Hodgis, the son of Henery Hodgis, born the 18 of March, 1680. 

Samuell Pitts married to Sarah Bobitt, the 25 of March, 1680. 

Samuell Ryder marryed to Lydia Tilden, of Plymouth, the 14 of June, 
in Taunton, by James Walker, Seni, 1680. 

Benjamine Deane mafied to Sarah Williams, the sixt of January, 1680. 

Thomas French, the son of Joseph French, born the 12 of Decef, 1680. 

Thomas French, the son of Joseph French, buried the 29 of Decem- 
ber, 1680. 

Mary Leanard, the daughter of Joseph Leonard, born the 2 of Octo- 
ber, 1680. 

Taunton, the 28t* of February, 1680. 
Attest by SHADRACH WILBORE, Towne Clarke. 


*Joseph Bundy, the son of John Bundy, born the 1 of January, 1679. 

Sarah Hall, the son [daughter] of Samuell Hall, Senit, the 2°4 of 
March, 1679, 

John Eedey married to Sussanah Padducke, of Dartmouth, the 12 of 
Nouember, 1665. 


Mary Eedy born the 14 of March, 1666 or 67. 
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John Eedy was born the 19% of January, 1670. 

Susannah Eedy, the wife of John Eedy, died the 14 of March, 1670. 

John Eedy marryed to Deliuerance Owin, of Braintrey, the first of 
May, 1672. 

Marcye, the daughter of John Eedy, borne the fift of July, 1673. 

Hajiah Eedy, borne the 5 of July, 1676. 

Ebenezer Eedy, the son of John Eedy, born the 16 of May, 1679. 

Abigaill Richmond, the daughter of John Richmond, born the 26 of 
February, 1678. 

Hezekiah Hoare, the son of Hezekiah Hoare, was borne the 10 of No- 
uember, 1678. 

Joseph Williams, the son of Joseph Williams, born the 13 February, 1678. 

Bethya Cobb, the daughter of Augustine Cobb, born the 5" of Aprill, 1678. 

Nathaniel Woodworth, the son of John Woodworth, was born the 31 of 
July, 1679. 

Isacke Negus married to Hannah Andrewes, the 7 of Aprill, 1679. 

Robert Crosman, Juni", married to Hannah Brooks, the 21 of July, 1679. 

Benjamine Leanard married to Sarah Thrasher, 15 January, 1678. 

Haiiah Stoton, the daugter of Nicolas Stoton, born the 4 of July, 1679. 

Joseph Wood married to Hester Walker, January the first, 1679. 

Richard Godfrey, Juni", married to Mary Richmond, 1 January, 1679. 

Esra Dean married to Bethyah Edson, of Bridgwater, 17 Decefii, 1678. 

Bethya Dean, the daughter of Esra Dean, born the 14 of October, 1679. 

Bethya Dean, daghter of Esra Deane, died 27 of Nouember, 1679. 

John White married to Haflah Smith, 24 of February, 1679. 


Attested by SHADRACH WILBORE, Town Clarke. 


To the honored Court att Plymouth, the first Tusay in March. 
Heer followeth the Names of the Beirth, Marriages, § Deathes 
that haue bin in Taunton in the Year past; all that are brought in 
to mee, but many doe neglect to bring them to mee to be recorded. 


ONAH AUSTIN, Seni‘, died the 30 day of July, 1683. 
Benjamine Wilbore, the son of Shadrach Wilbore, born the 23 of 


July, 1683. 
Henery Hoskins, the son of William Hoskins, born the 13 of March, 1683. 
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Benjamine Leanard, the son of Benjamine Leanard, born 25 January, 1683. 

Seth Dean, the son of Esra Dean, born the third day of June, 1683. 

Wiltam Maycomber, the son of John Maycomber, born the 31 of Jan- 
uary, 1683. 

Hugh Brigg, of Taunton, married to Martha Euerson, of Plymouth, the 
first day of March, 1683. 


Taunton, the third of March, 1683. 
Attest by SHADRACH WILBORE, Towne Clarke. 


*Swanseys Register of Marriages, Beirthes, and Burials. 


OHN CRABTREE was mafied to Mary, his wife, the 1* of Novem- 
ber, 1683. 
Thomas Birch was married to Bathshebah Sanford, the 24 of January, 1683. 
Zacheriah Eedey, Junit, was married to Mercye Baker, the 13" of Feb- 
ruary, 1683. 
An Accoumpt of Beirthes. 


Marcye, the daughter of William Haward, and Sarah, his wife, was born 
January 30, 1680. 

Joanna, the daugter of John Martin, and Joan, his wife, was born the 
15 of February, 1682-83. 

John, the son of Nathaniel Togood, and Elizabeth, his wife, was borne 
the 20% of Aprill, 1679. 

Elizabeth, daughter of Nathaniel Togood, and Elizabeth, his wife, was 
born the 25 of July, 1682. 

Elizabeth, the daugter of John Thurber, and Mary, his wife, was born 
the 24 of August, 1678, 

Rachell, the daughter of John Thurber, and Mary, his wife, was born 
the 5 of March, 1682-83. 


Jeremiah, the son Jarrt Ingraham, and Rebecka, his wife, was born the 
12% of July, 1683. 


Benjamin, the son of John Medbery, and Sarah, his wife, was born the 
5 of March, 1682. 


Sarah, the daugter of Humphery Tiffeny, and Elizabeth, his wife, was 
born the sixt of July, 1683. 
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William, the son of John West, and Mehitabel, his wife, was born the 
11™ of September, 1683. 

Mary, the daugter of John Thurbery, and Mary, his wife, was born 
July the 10, 1674. 

Thomas, the son of John Thurbery, and Mary, his wife, was borne the 
24% of Noucmber, 1676. 

Abigaill, the daughter of Thomas Thurbé, & of Ruth, his wife, was born 
the last day of October, 1683. 

Bethyah, the daughter of Israell Pecke, and Bethyah, his wife, was born 
the second of January, 1683. 

Mary, the daughter of John Crabtre, and Mary, his deceased wife, was 
born the 25 day of May, 1683. 

Richard, son of Richard Johnson, and Elizabeth, his wife, was born the 
21 of January, 1683. 

Samuell, the son of Samuell Wheaton, and Elizabeth, his wife, was born 
the 21 day of July, 1683. 

Jeremiah, the son of Jeremiah Child, and Martha, his wife, was born the 
second of Septefi, 1683. 


An Account of Burialls. 


Mary Crabtre, wife of John Crabtree, deceased the 31 of May, 1683. 
Nathaniel Lewis, deceased the 13" of October, 1683. 
Samuell Wheaton, Seni", deceased the 24 of February, 1683. ~ 


WILLIAM INGRAHAM, 
Clarke of the Towne of Swansey. 


*Taunton Register of the Marriages, Beirthes, and Burieles that 
were brought in to mee att Taunton. 


: ISTRIS ALLICE PAINE died the 5 of December, 1682. 
M Edward Bundy, the son of John Bundy, born the 13" of August, 1681. 
Mistris Margery Peacocke, the mother of M* Gorge Shoue, buried the 17 
day of Aprill, in the yeare 1680. 
Edward Shoue, the son of , Shoue, born in October, 1680. 
Eliezer Eedy, the son of John Kedy, born the 16 of October, 1671. 
Yett Mercye Shoue, the daugter of Gorge, born the 7 of Nouember, 1682. 
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TAUNTON. Eliezer Eedy, the son of John Eedy, born the 16% of October, 1671. 
Israel Fisher, the son of Daniell Fisher, born the 27 of March, 1680. 
Nathaniel Fisher, the son of Daniell Fisher, was born the 9% of Feb- 

ruary, 1681. 
Hannah Staples, the daughter of Joseph Staples, born the 17" of May, 1682. 
Jeremiah Ormsbey, the son of Thomas Ormsbey, born the 25 Notifi, 1672. 
Andrew Smith, the son of Andrew Smith, born the 2°"4 of Aprill, 1683. 
Esra Dean, the son of Esra Dean, born the 14 of October, 1680. 
Samuell Dean, the son of Esra Dean, born the 11 of Aprill, 1681. 
Samuell Dean, the son of Esra , , died the 16 of February, 1682. 
Hannah White, the daughter of John White, born the 19" of Aprill, 1683. 
Charity Hodges, the daughter of Henery Hodgis, born the 5 of Aprill, 1682. 
Ebinezer French, the son of Joseph French, born the 27 of June, 1682. 
Edward Cetill married to Susanna Godfree, the 10 of July, 1682. 
Mary Cettle, the daughter of Edward Cettle, born the fift of Aprill, 1683. 
Anthony Newland, son of Jeremiah NeW, born the first of August, 1657. 
Anthony Newland married to Easter Austin, the 16 of December, 1682. 
Abigaill Hoar, the daughter of Nathaniel Hore, born the 2 of Nouefii, 1682. 
Walther Mery married to Martha Cotterell, the 17" of February, 1682. 
James Reed married to Susafia Richmon, the 18 of Aprill, 1683. 


Attest by SHADRACH WILBORE, Town Clarke. 
Taunton, the 5 of June, 1683. 


Renonors. *The Beirthes, Marriages, and Burialls, in the Towne of Rehoboth, 
[*92.] Anno 1679. 


Beirthes, Anno 1679. 


ARY SABIN, daughter of Samuell Sabin, born the 4 of March. 
Mary Hunt, daughter of Enoch Hunt, born the 7 of Septem. 

John Butterworth, son of John Butterworth, bo? the 7 of May. 
Noah Perram, son of John Perram, born the 24 of December. 
Eliphilett Carpenter, son of John Carpenter, born the 17* of April. 
Hannah French, the son [daughter] of John French, born the 19 of October. 
Rebeckah Johnson, daughter to John Johnson, born the 17** of November. 
Sarah & Rebeckah, daughters of Abraham Perram, born the 11" of October. 
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Rachell Man, daughter of Thomas Man, born the 15' of Aprill. Rernogorn. 
Bethya Reed, daughter of Moses Reed, born the 2°"! of Nouember. 


Anno 1679. Marriages. 


M* Thomas Medselfe married to Mistris Ann Paine, 2 of December. 
Thomas Cushman married to Abigaill Fuller, the 16 of October. 


Anno 1679. Burialls. 


Mr’ Stefien Paine, Seni‘, buried the 21 of August. 

Decon Philip Walker, the 21 of August. 

Rebeckah, the daugter of Abraham Perram, buried the 14 of October. 
Eldad Kingsley buried the 30 of August. 


Transcribed out of the Towne Records, by mee, 


WILLIAM CARPENTER, Towne Clarke of Rehoboth. 


The Records of the Beirth, Marriages, and Burialls. 


Beirthes. 


ATHANIEL WEATON, son of Jeremiah Wheaton, born the sixt of 
March. , * 

Abigaill Pecke, daughter of John Pecke, born the 12 of March. 

Experience Chaffey, the daughter of Nathaniel Chaffey, born the 24 

of March. ee ees ; 

Martha Iyde, daughter of Nicholas Iyde, Junier, borne the 18 of March. 

Bethya Man, daughter of Thomas Man, born the 12" of March. 

Elisha Pecke, son of Leift Nicholas Pecke, born the 4 of Aprill. 

Noah Fuller, son of Jonathan Fuller, born the 12 of February. 

Nathaniell Peren, the son of John Peren, born the 9" of February. 

Obadia Blanding, son of William Blanding, born the 14" of Aprill. 

Samuell Robinson, son of Gorge Robinson, Juni, born the 16 of Nouember. 

Jabez Browne, son of Joseph Browne, born the 30% of December. 

John Penfeild, son of Samuell Penfeild, born the 30" of May. 

Sillas Titus, the son of Silas Titus, bourn the 12 of August. 

*Samuell and John Palmer, sonnes of Samuell Palmer, borne the 4% of —[*93.] 


January. 
Joseph Bosworth, son of Joseph Bosworth, borne the 27 of September. 


88 


REHOBOTH. 


PLYMOUTH COLONY RECORDS. 


Robert Marten, son of John Marten, born the 9" of September. 

Samuell Mason, son of Samuel Mason, born the 9 of June. 

Enos Hunt, son of Enoch Hunt, born the 28 of January. 

Peter Hunt, son of John Hunt, borne the 7 of February. 

Anne Willmouth, daughter of Thomas Willmouth, Juni‘, born the 22 of 
August. 

Mary Rockett, the daughter of Joseph Rockett, deceased, borne the 14 
of December. 

Dorethy Carpenter, daugher of John Carpenter, born the 9 of February. 

Katheren Allin, the daughter of Isacke Allin, born the 18 of January. 

Sarah Thurston, daugter of Daniell Turston, deceased, born the 2%=4 
of January. 

Rebeckah Reed, daughter of Moses Reed, born the 14 of Stember. 

Mary Kendrick, daugter of Thomas Kenericke, born the 2°™"4 of January. 

Ester Miller, daugter of Samuell Miller, born the 4 of Aprill. 

Rebeckah Wilmoth, daugter of Jonathan Wilmouth, borne the 30 of 
August. 

Marriages. 

Nathaniel Pery married to Sarah Carpenter, the 17 of May. 

Samuell Tharsher, of Taunton, married to Bethya Brookes, of Reho- 
both, the 4° of December. 

Benjamin Onion, of Deadham, married to Deborah Woodcocke, of Re- 
hoboth, the 24 of May. 

Samuel Carpenter married to Patience Iyde, the 8 of January. 

Richard Bowine marryed to Mary Titus, the 9 of January. 

Dauid Freeman, of Rehoboth, married to Margarett Ingraham, of Swan- 
sye, the 4" of Aprill. 

James Welch, of Swansey, married to Mercye Sabin, of Rehoboth, the 
9 of Nouember. 

Burialls. 

Elizabeth Hunt, the daughter of Enocke Hunt, buried the 29 of March. 

Joseph Sabine, son of Joseph Sabin, buried the 8" of May. 

John Palmer, the son of Samuell Palmer, buried the 15" of July. 

Josepth Rocked buried the 21 of July. 

William Buckland buried the first of Septefi. 

John Palmer, son of Samuel Palmer, buried the 5‘ of January. 

Nathaniell Peren, the son of John Peren, buried the 24 of February. 

Ephraim Hawner buried the 27 of August. 


By mee, WILLIAM CARPENTER, Seni", Towne Clarke. 
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[In an unknown handwriting. ] 
* Marshfeild, An’ 1687. ManrsHriexp. 
[*94.] 
OHN BESBEY and Joanna Brookes were marreyed September the 
13%, 1687. 

Martha, the daughter of John Besbey, was borne October y® 13%, 1688. 

John, y® son of John Besbey, was borne September 15, 1690. 

Elijah, the son of John Besbey, was borne the 29 of January, 1693. 

Mary, y® daughter of John Besbey, was borne March y* 28, 1693. 

Moses, the son of John Besbey, was borne October 20, 1695. 

Elisha, the son of John Besbey, was borne the third of May, 1698. 


[The following entries are in a handwriting of a more modern date, and are crossed out in the 
original volume. The persons mentioned were of the town of Plymouth.] 


Josiah Cotton & Hannah Sturtevant were married at Plym, by M* prymovrs. 
Eph™ Little, January 8, 1703. 


The Birth of y™ Children. 


Hannah Cotton, y™ daughter, born Ap! 3, 1709. 
Mary Cotton, y™ daughter, born August 14, 1710. 
John Cotton, y™ son, born April 5, 1712. 
Bethiah Cotton, y™ daughter, born June 8, 1714. 
Theophilus Cotton, y™ son, born March 31, 1716. 
Lucy Cotton, y™ daughter, born February 19%, 174. 
Josiah Cotton, y™ son, was born January 19", 173%. 
woo, eh Qc. = 
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TREASURY ACCOUNTS OF THE COLONY OF NEW PLYMOUTH 
IN NEW ENGLAND. 


[The following pages include that portion of the Plymouth Colony Records generally known as the 
Treasurer’s Accounts. The original manuscript volume contains about one hundred and twelve pages, a 
large portion of the writing being on one side of the paper only. Originally it comprised the third part 
of the volume in which were recorded a portion of the Laws, the Indian Deeds, the Treasurer’s Accounts, 
and the fourth volume of Court Orders. The first record is that of the tenth of June, 1658, and the 
last, that of the fifth of June, 1686, the whole covering a period of twenty-eight years. The writing is by 
various hands. ] 


APT: JOSIAS WINSLOW, Leiftenant Thomas Southworth, Mt Ed- 
mond Hawes, and Josias Cooke, being ordered to take an account of 
the Tresurer this 10 of June, 1658. 


é 


lt, the Tresurer is debter by money of the countrey, alredd 
receiued, sand : ; d oo a % S te ee 
Tt, by fines not yett ae ee adn ar wueeeL or a O0.2 ODI 00 
lt, p™ more, four barrells of pei won es ae OS 00F 00 
It, by money due on Kenebecke, it the yeare 1656, . . 04:07:03 
It, more, for one yeare and an halfe rent now Toe Oo 2 O00 
In totall due, . . . 174:19:06 


We haue not heerin meddled with fines about the oath of fidelitie, nor 
any fines condemned by this fsent Court, held June the fift, 1658. Att 
which Court, Rob Harper, Ralph Allin, Seni‘, John Allin, Thomas Green- 
feild, Edward Perrey, Richard Kerbey, Juni’, Wiltam Allin, Thomas Vre, 
Wiltam Gifford, Mathew Allin, Daniell Wing, Francis Allin, and John Jen- 
kens, all of Sandwich, for refusing to take the oath of fidelitie, fined euery of 


them the some of £10,inall,.. =~ . . . . « « a=. ~ 180:00:00 
(98) 
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George Webb, for refusing to take the oath of fidelitie with- 


in the time prefixed, fined, 


The said Gorge Webb engageing to depart the bsanonte in case hee soe 


doe, the other fiue pound is remitted. 


“pos: 00 : 00 


Gorg Allin, takeing the matter about the oath into considerat, is like- 


Pfixed in the order, is fined, : 
Anthony Loe, of Warwick, for malas a eae to an In- 


dian, was fined the sume of . 


Moses Rowley and Robert Parker, for striking each other, *}00 


fined each, 


*The Tresurer is p™ contra credit by seuerall disbursments, 69: 


By debts now owing. 


Imp’, to the Gout, by the appointment of the countrey, 
To M* John Howland, 

To the marshall, 

To Mistris Bradford, . 

To Capt Winslow, 

To M? Constant Southworth, 

To Mt John Barnes, . 


It, more to bee alowed to him for his two yeares seruice, 


The totall of the Tresurers creditt, 


Rest to the countrey on ballence due from the 


Tresurer,ge Genes & oa 6 6 PROD 


wise for fsent -not required to pay the one halfe of his fine, which is fiue 
pound ; neverthelese, for his refusing to take the said oth within the time 


05: 00: 00 


Tt, by mistake in one Srl of oyle, lesse. . 02:00:00 


This is a trew account, errors excepted. 


The countrey haue alowed more to the Tresurer, . 
Soe that now remaines due to the countrey, 


04 


46: 


03: 


10: 


: 00 
: 00 
: 00: 
TOL 
310is 
S00: 
Ore 


718): 
: 00: 


218; 
210; 


209: 


:00: 
09: 


“fos: 00: 00 


04 


11 


£00 — 
: 00 


00 


: 04 


00 
00 


: 06 


10 
00 


10 
11 


09 


00 
06 
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ltt the Court held att Plymouth the 29" of September, 1658. 1658. 


Se Ga 


é . 298 i 
y | \HE Court of Majestrates and Deputies ordered a smale gratuity of ten elas 


pounds vnto Major Josias Winslow, in some fte of consideration of 
some emergent charges that hee should bee att in journeyes and otherwise, for 


the discharge of his said cheife milletary office in this jurisdiction. 


*Att the Court holden att Plymouth the 3° of December, 1658. 3 December. 
(*3.] 
HO: GREENFEILD, for striking of Gorg Barlow, the marshall of 
Sandwich, &é, in the execution of his office, fined three pounds. 
Thomas Greenfeild, Daniell Wing, and Richard Kerbey, Juni’, for re- 
fusing to aid the said marshall in the execution of his office, fined each twenty 
shillings. 
Wiltam Newland, for being att the meeting of those called Quakers 
_ eighteen times, fined nine pounds ; and for his wife being att the said mect- 
ings twenty times, fined ten pounds; and for entertaining of John Copeland, 


and another of those called Quakers, fined fiue pounds. 


— eee 


Att the Generall Court holden att Plymouth, for the Jurisdiction of 1658-9. 
New Plymouth, the first of March, 1658. ear 
OHN SMITH, JUNI*, of Plymouth, Goodwife Howland, the wife of 
Henery Howland, Zoeth Howland and his wife, John Soule and Good- 
wife Soule, the wife of Gorge Soule, of Duxburrow, Arther Howland and 
his wife, of Marshfeild, M® Cudworth, Goodwife Coleman, Wiltam Parker, 
and his wife, of Scituate, haueing bine p'sented for frequently absenting them- 
selues from the publicke worship of God, were sentanced by the Court to pay, 


according to order of Court, each ten shillings, to the collonies vse. 


Richard Beare, for laciuiouse and filthy practices, was adjudge" by the 
Court worthy of corporall punishment answarable to his demerritts ; notwith- 
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standing, vpon some speciall considerations, hee was sentanced by the Court 


to pay a fine of fiue pounds to the vse of the collonie. 


Wiltam Newland, for his contempt of the Courts order, in neglecting to 


bring his two daughters to the Court, to answare for theire miscarriages 


toward the marshall Barlow in the execution of his office, the said Wiltam 


Newland is fined the sume of forty shillings, twenty shillings wherof hee is 


to pay to the said Barlow, the other twenty to the Treasurer. 


And the said Wiltam Newland, for telling of a lye in the Court, fined ten 


shillings. 


*The Fines of Jue Court, 1659. 


For the refusing to take the oath of fidelitie. 


LO AYYZURAD). DEA ONAN a Ge soa Get ah oo eG 5 05 : 00 00 
EK JobniNewlands »% weOketen oh 20 See oes eee OOOO 00 
liih yi WE Oo of 6 od o o oo a og co Ub SKINS OL 
WialtamaGutord, -4 #0 <o@ha es. ki ©.¢ oSentog ares. Moe ereeO dir 
WialtamsAliings) 2 eteisye sete) <a a es Bee OTS OOF 00 
Mathew,2Allinse: pa estes cnc cn) aun st Sir een OOlnOORTOO 
Akers bees gee, Oo oe Ge Oo de che bb a eo OS SONS OO 
hosHiwersec en se Ss eee ee ie | ee one ta eee ODE OOREOO 
ismaini@adipdaie so 6 5 8 6 © 6 6 6 6 6 o 5 Oana 
Rob: Harper; <i) ete age Wa ety Oe CE OOETOOR 00 
John Jenkensy 4) <1) i, “ae ee I tO OD OOO) 
Gorg Alling 4 ste cM ca te ote me ee 
For being drunke. 
Daniell Mockenney, fined,. . . . . . .. . . . 00:05:00 
Jeremiah Newland, for being drunke, pee OOhOor,00 
Josepth Burgis, for takeing away a beast attached for the 
countrey, fined, & gl nit a ee fou ara 
Henery Dillingham; fined; 2 so 22, OS 0? SLO 00 
tExperience Michell, fined,f <9 1 5 9. 2 2) 2) 032107 00 
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The Fines of October Court, 1659. 


Waa) Ob ee Beem. GA A we. x OOO 
ING MUMS AS. co. BSP ry en wae ane cp MUlaMOr OLN 


Wiilkern ull 6 6 5 o oo @ 6 Goa &@ » 6 6 Ua) 
Mathews lings ae ony SMa heen sauce.) etal Ae Sie OD LOO 


Waltam, Giftord aren ioms wack. emp aa) Sete ee eects U0! 


LRN a a On oN Smee ce ounces 6 UO TKO E 
(Phos Butler: @ ee sees wien mi (eae Leds =e Suara ee Ooscal Os 
RGM INGEeVA ches A ig 4G 5 me C on oe 6 o Oura@De 
Sauer Whur Gl a od oe oe ol G6 ONL OM 
ok PMedeceing Go . 2 A Waeeee ae G6 Go eo oo Ub GUNS 
(Nee Iehigence dhs 6 5 4 5 4 6 6 6 6 6 co o c UWMeils 
Eidmond|Freeman.;Juns.) 3) sccm stems) wee O08 10): 
PUL ACA ee ow is oe as | ot aie ee oe i hee ee ORO: 
Posepth biullinstonso 2 key ees Ge 8 ee) See oe 0000: 


Tho Butter was fined ten shillings att March, 1658, which I can 


ynderstand was taken into the former account. 


ad 


: 00 
VounwNewlands me mwn Nisan cs eS) fe ere a ODN 00K 


00 


: 00 
: 00 
: 00 
Sroreer Alas ER Skew 0 ree ee UO 00% 
Josep Alin rie ssa set wate a scl as Cx ete eo mO0s 
DanielkeW mee. (teeter army es! s) c0 s,s, aes. OomO0n 
SLO WEL... | nee as eMC) See UE fur SU a ee eC OOLOOK 
[RO DEE Arper. mera ae eee ge) ays ye dn eee eer ODELOO.S 
Johny Jenkers,.4) Wee, 5 ho cve ss: eesti eee ee O00) 


not 


*Att the Court held att Plymouth the seauenth of March, 1659. 


ll s 
POMEMORS was fued. <4 o ece fa coke 01210 
eG ate eee eee en eee sete ee! 00200 


d 


: 00 
: 00 


Att this Court, Hailstones fine was remitted, and likewise Experience 


Michell his fine. 
13 
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1660. Att the Court holden att Plymouth the first of May, 1660. 
—— 
1 May. ENERY HOWLAND was fined,. . . . - . ~. - O7:00:00 | 
John Smith, the younger, of Plymouth, . . . . . 02:00:00 


8 June. Att the Court held att Plymouth the 8 of June, 1660. 


(EOE UOINEAIS. dimiranieeh 5 oo gg o o a ao a o Wikis 

Henery Dillingham, . ... . Bes o 6S ee CORDS 
Tho Butlér, and Dorithy, his wife, fined, jee 6 a we oe OPREODs 
deri Nis 6 & « 6 ¢ & ¢ eo #5 go « 6 » o UB 


About the oath of fidelitie were fined, 


SCCM 6 bo op oo 0 of 6 0 o «6 Uses 
John Newland, “2.0 2 9 <9. 9s a es eee) OOM 008 
IMA olosllitiey Gag oem Amc nee eo co ep ON SOMs 
Wolke iGh A ome oe 6 © ooo o 5 oo 5» WHsOMe 
(WaltamcAliing; 9: 4) % os. %- 50 a fees ee OOE TOO 
Mathew#Alling. =. 5 3 "sy cs Ye) Feo os ee ee OORTOOE 
Gorge Alling a 2 Ss 4%. Ga ak te ODEO Ose 
Josepth Allm,.. 19% 3% = SS i a a Ree 
DamellWinge, =. 2 «9. “) 2%. 5s oa ODI OO 
ADhoOME werent ee ets Ce tilo, im cause. o. seis 
Richard Kerbey, Take ss oe le ee st ee ee emer Os 
Robert; Harpery. ys) 20's nen en aC) Sire) 


[*6.] *M' Constant Southworth debter to the countrey. 


Jee 1 Gayohaxel ora) Aol BE, 5 6 6 56 « 6 6 2 a 4 Oe OF < 
P' wampam, .. . MC Ce coco Go oc. Wieysiiyers 
P¥ a bill of Jn° eee ee fe re ENO IDS 
Pe a billot Ch Tamers «ae 4 6 3 eo OG 
Pa bulof James Doughty; «x, <.0 = 45 Aue eee Lee 
PF? a debt from Edw Jenkens,. . . . . « » <s) OS = 10) 
Fr a debt-from Will Shirtlifes”, 0 {ges cee OS ane 
Pra house bought of Capt Willett,. . . . . . . . 20:00: 
P 2 heiffers-of MCAlding;,, 0 see aoe ane 10: 
P* a horse receined of M* Aldin;. . . . . « 9 ae O8s00¢ 
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Pra mare and coult of Wiltam Newland, . ..... 14: 
Pr a mare and a coult of Wiltam Allins, . . .... 14: 
IPFAWHOLSe1COULGH At acme ace ES ae A. oe a kat 


Pr by money in Barlows handes, cash, . . . . .. . 04: 
Pr a debt in the hands of Thd Tupper,. . . ... . O04: 
P tarr of Gorge Barlows, . . . in ec ee LOO 
Pt a house and land of Tho ee oes MAGE oe ee eel 32 


Pr an house and land of Robbert Harppers, . . . . . 10: 
P* a paire of wheeles att Plymouth, . . . .. .. . OL: 
I GylymadmO Ieee 5 elo 6 5 6 0 6 6 5 Uae 
More oyle in Jn° Ellices hand, . . . . 5 Us 
Pr sheepe in Gorge Barlowes hand, 7 ewes ¢ fiue ee 5 ale 
Pt 4 cows att Wiltam Barstowes,. . 12: 
Pra debt from Wiltam Barstow, wharst ce Tn 
money, A ee a 
PHP reat oxenatt Darstowessmn ims © sd. ee aie 
P: 4 steers of 4 yeares old att Barstowes, . . . . . . 16: 
12? Micah chacm elites 9 8 Se 5 6 oo 9 5 & o “ets 
Ie=yarcow attaw JSS Shintlifies.;. i ue @ ict wie aun Ooe 
2 cow att Safi Sturtivants,. . . Pe Foe na eo ere ies 
P a cow and steer att Wiltam Clarkes, a Oy ep wae oa SOR 


P* 7 cowes, 2 yearlings, one bull, and one steer, att Capt |0 


Thomas house, . 


Pr a debt of Gorge nies Oasis ae eee Os 
PF 15 cattle, still att Sandwich, vallued att. . . . . . 40: 
Pr 27 yards of trading cloth, att 8 shilling p yard, . . . 10: 
Pr a yard and halfe of broadcloth, att 18° p yard, . . . OL: 
Pr 3 yards and an halfe of Red Rowle, att 6° p yard, . . O1: 
Pr fines att Sandwich, alreddy judged, and warrants Yue: 


with Gorge Barlow, 


*Pr a fine of Jn° Smith, Jun’, of Bruen Pee Fe 00! 
Prafine of Jn°Soule, . . . . ee eo: oe OOR 


P' a fine of Zoeth Howland and his ore Eee ee OLE 
Pr a fine of Arther Howland and his wifey. . . . . . OL: 
Eaaineotewailtamebarker, 4%. <9 2 . ss . « O0% 
P=rarine on Mastns) Cudworth,; «2-2. . = + « « - OO; 
Poacneor Goodwite Coleman, 7 «= . =. «<. . - « OO: 


Paine onMichard Beares.  .002 4. 1 Ses se es ls OD 


: 00 
: 00 
: 00 
: 00 
: 06 
: 00 
: 00 
: 00 
: 00 
: 00 
: 06 
: 00 
: 00 


: 00 


: 00 
: 00 
: 00 
: 00 
: 00 
: 00 


: 00 


: 00 
: 00 
: 00 
: 06 
: 00 


: 09 


: 00 
: 00 
: 60 
: 00 
: 00 
: 00 
: 00 
: 00 
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1s wadisads@ngenGl, » 5 co 6 g 6 o 6 o 0 Wee 
Priatfinecof Jn°’Barnes.. Salen aren cee ope omen tomer 
P'ia fine of Waltam Hailstones, . = =. «. - © “see Oli 
Berube oi? Why lakiering 6 - > 0 o 5 oc o o ¢ o We 
Chara dpm 47 o o 6 2 © 0 5 9 » oc Wwe 
P* Young Gilbert, of Taunton, . 5. . = - + = « = O00: 
Pra fine of Nicholas Lyde,. ce uole d 4 to Gee dies Oe: 
Pra debt of Gorge Bonum, . . Son kee pei 008 
Pr a debt from Nicholas Hodgis, ee a Hebe eee CeO LS 


This is a true account, errors excepted. 


00: 
00: 
00: 
12; 
05: 
LOR 
LO}: 
04: 
04: 


JOSIAS WINSLOW, Juni, 


THO: SOUTHWORTH, 
JOSIAS WINSLOW. 


*The countrey is debt. 


To 'theiGouty ya wos iets ac ges eo) oe, bs. to ee, Seles 
TosMedionnuAldin, " “0% “sl cl ls 1s es acne oem LO 


More for moneyes disbursed of his own estate. 


To Josias Winslow, Juni", to pay money, . . . . . . O38: 
To Josias Winslow, Juni’, more,. . . cu One 
To Nicholas Hodgis, Jn° Smith, Jn° ee a 15, = Wee 


HouWialter Brigves, dor alpwoulfey su.) utes) eee eer OF 
Fo:Jn® Phillipes, fora woulfe;@ « a. s i> mn nae Sa OO 
To James Cole, Seni, . . . betes! eta hea ae Ole 
To the charge of M* Tildens jury,; “5 =p kes ou GeueOGe: 


To Duxburrow, for two men 2 daies seruice, € ten pound 01 
of powder, 


To Gyles: Rickard, Sent) A cee. 4a hey eae OO 


To Capt Willett, for trading cloth; « s 2 slaeeeleeOoe 
AKAN Siete eiOyae ae KS ou 6 4.5 6 a o Oils 
oiGorce!Partrich)) cae ene eke he 008 


To Constant Southworth, in (58) 7 Ne sce 5 be & 5 MES 


To Constant Southworth, in money disbursed, and horse 
hier to Secunke, hor 


To him more, for the majestrates table, 9 daies ourplusse,. 10: 


00: 


00 
00 
00 
06— 
00 
00 
00 
00 
00 


00 
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To Mistris Bradford, for 9 daies ouerplusse, . . . . . 04:18:00 1660. 
rotor tou ator (06 )ijm Ga: set. a aye , 0880704 
8 June. 
80:10:05 


This is a true account, as taken October 7, (59.) Errors excepted. 


JOSIAS WINSLOW, Juni, 
THOMAS SOUTHWORTH, 
JOSIAS WINSLOW. 


*/FXHE Court haueing appointed Major Josias Winslow, M' Josias Winslow, __[*9.] 
Seni", and Nathaneell Bacon, wee, by examination of the accoumpts, EE 
doe find — 
The Treasurer is debter. 
Imprim, by moneys of the countreys, by him receiued, . 401: 1: 5 
More by moneyes of the countreyes, that is, debts made 
by him, and by goods and cash in his hands, . his ; 


More by fines not yett leuied, att Sandwich and elSwhere, 227: 4: 5 


More due to the countrey in oyle, att Sandwich and Yar- 
03: 4: 0 

mouth, : are ce eee xe 
More in ab of oa jie oa eee 4:20: 6 
Invallfamounting tosses 0 te On be eo 


*The Treasurer is p'-contra cred; by moneyes paid by him to the countreyes —_[*10.] 
vse, and by theire order. 


Imp", to the Gou', for what was due to him formerly, and } oe ke is 
for this last yeare, ae 4 

To M* Collyare, by the countreyes order, . . -. . . 10:00: 0 

To M: Aldin, in reference to seruice as Treasurer,. . . 16:00: 0 

To Major Winslow, for what the countrey orders him for 
horses, and expenses on the comission yoyag, { mon- ¢ 29:00:00 
eyes due to him before, (ea Delt ie eee Rae 

To Leift Southworth, by the countreyes order, and for } 31-00-00 
expence on the comission, . é I Las U2 

To Mistris Bradford, for the See males 9 o o 6 Leo rkerexoto) 

To himselfe, on account of prouiding for the Court, . . 14:14:03 


To James Cole, by the countreyes order, €@,. . . . . 11:12:00 
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To two barrells of powder bought for the countrey, . . 13:10:00 


To moneyes to the coMissioners, . . - + + + + + 10 : 00; 00 
To moneyes by order for woulues,. . . - - » + + 12:07:10 
To Thomas Sauory, by the countreyes order, . . . - 14:10:00 


More paied by him for charges of takeing up, driueing, ) 
grasing of the countreyes cattle, for horse hier att seu- 
erall times, for money paied on account of trooping -214:13: 4 
horses, and seuerall other charges ticularly appeering 


in his accounts, 


Invallkamountine tome: 2. oa ee 200 L239 
Rest due to the countrey on ballence,. . . . . . . 842:19: 8 


Out of which‘ballence there is in debts that the countrey doe owe as followeth. 


Imp"; to the Gou®, yet vupaied; << se ee OOO 
Mo Constant Southworth, cash, |.) ens. sles clic nenOnsnn On -mnO) 
More to him for 4 daies charge of this Court, . . . . 4:10:00 
More to Mistris Bradford, for 4 daies of this Court, . . 1:18:08 
IMEC Nola. Ao oo 2 o &€ o & 6 6 o peo o UOSMN sav 
To Goodman Rickard, . . . . os Be oe SOONG ROD 
To Gorg Barlow, allowed by this ae yo oe o 4 o Ubsdosal 
Mojtroopines horses, mob, yettspaicd, 1. n-ne OnTOOr. OO 
INGE WCU MONG 8 6 o co 6 6 o 5 56 o UME MMey 


More to Thomas Sauory, by the countres order,. . . . 20:00:00 
Some 2c 
[The following is out of place on page *9.] 


Besides the ballence, the countrey haue an house bought of Captaine Willett. 
The house and land of Thd Johnson, and the house and land of Robert 


Harper. 


And the oyle soffitimes resting in the hand of John Ellis, being now re- 


leased ; the fines for which it was taken are yett due, and not~in the for- 


mencioned, 


We haue taken notice that the Treasurer hath bine att much more charge 


and trouble then any formerly, and therfore doe allow him twenty fiue pounds, 


a great Pte wherof is expended by him. 


A true account, errors excepted. Taken this 13 of June, 1660, by 
JOSIAS WINSLOW, Juni, 
JOSIAS WINSLOW, 
NATHANEEL BACON. 


TREASURY ACCOUNTS. 


*The Fines of the Court of Assistants held in August, 1660. 
ILEAM PARKER, of Scittuate, fined, . . . . . 07:00:00 
Wiltam Newland, fined, . . . ..... . . 05:00:00 
The Fines of October Court, 1660. 
Sie anoindjans;hneds, i) en e) )  ee eh OL 002,00 
Quachevenett, fined, . . ..4..... =. . =. . 00:10:00 
Fined for being att Quakers meetings. 
Robert Harper and his wife, 
Josepth Allin, Peter Gaunt, 
Benjamine Allin, Dorithy Butler, 
John Newland and his wife, Obadiah Butler, 
Wiltam Allin, John Jenkens, 
Wiltam Gifford, Rich Kerbey, Seni’, 
Mathew Allin, Rich Kerbey, Juni’, 
The wife of Henery Dillingham, Jone Swift, _ 
Wiltam Newland and his wife, John Smith, of Plymouth, € 
John Soule, Deborah, his wife. 
Rodulphus-Elmes,- - Lydia Hickes, of Plymouth. 
Henery Howland, fined). 85% sw 2 ew 2s 2 . 04:00:00 


This following convicted for refusing to take the oath of fidelitie att this 


Court. 
Robert Harper, Josepth Allin, 
John Newland, Rich Kerbey, Juni’, 
Wiltam Gifford, John Jenkens, 
Mathew Allin, Ralph Allin. 
MeseuevonesMimedyes 29s 73 hy eo = F 
Mhomas\Jones, of Launton,imed,.0: 5 5 «. ». « = 108 


Boies tatcad wee eee eM a oe, 2s. > ante OOS LO 


October. 
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1660-1. The Fines of the Court held the fift of March, 1660. 
—_—-— “i 

ited OBERT WHETCOMB, fined,. . . .~.-.- ~~ 10: 

Ezekiell Mayne, fined, . . 1. . 2 + + + « «= ~ OL: 

Thomas Lucas, ined, 3°. 9) Sr ee ees 

James Cole; Seni®, fined) 204s 6 a FS 00s 

Gyles Rickard, Seni’, fined, . . . . »- » sss + 00: 

{*12.] *Bpbramd Dore. < wyyr Poy cle be os ep pees See 

UNiGwitiehanis Se So Dale Oe ea a ae a Se Oo WE 


1661. *The Treasurers Account, giuen into the Court held att Plymouth, 
aacaet the 10” of June, 1661, for the Yeare 1660, is as followeth. 


10 June. 
[*13.] 


The Treasurer is debter. 


MP, pt the ballence of the last yeare, . . . . . . . 342:19:08 
BP the finesiof June Court; (60) 5 2 2 a 3 OL 00200 
le etonmneG? Iori ¢ om @ o Oo o 6 o See (eile 00) 
P*/the dines of October Court... i) =) see) ee nee Olde LOL OO 
Ps theifines of March’ Court,e.) sua ence) os) eee Oot OUO0 
P* the fines of May Court,. . . . 18:00: 00 
P* debts € fines of Capt Thomas, pe Hoviad! Wil. 

pout ; a Saha ah : Os ¢ : "}08: 08:00 
P® oyle of the townes, . . , 8 eS Shee GORUOSar 
P¥ a horse in Trustrum Hulls — SE oes SOS US OC 
P¥ a mare and coult sold to Aces Ae SY BOS Se aw BER OOSCD 
P¥ a horse taken from Joshua Copall, . . . . . . . 12:00:00 
Pr nailes in the Treasurers hand,. . . . . . . . . 00:08:06 
P oyle resting to the countrey att Eastham, . . . . . 01:06:00 

634 : 12: 02 


Pr a horse giuen to the troop,. . . . . . . »=-« ~. 07:00:00 
P* goods and chattlesin hishand, . . . . . . . . 28:01:00 


————— 


In the totall; -". 2 = 2). ss 669)- 13302 


TREASURY ACCOUNTS. 


*The Treasurer is per contra cred. 


Pr seuerall disburSments paied by the Treasurer for the e 
countreyes yse, . bers: ete 
Pt abatement of fines to ee pet Wa Pare. me a 
steer returned to Edw Perrey, Sees Pa } eet! 
Pr debt and fines that wee judge to bee current,. . . . 32:08:01 
PF fines that wee thinke are desperate,. . . . . . . 288:09:09 
Intthestotal lace meee OUST Onewlil 
Rests due to ballence due to the countrey, . . . . . 66:05:03 


Out of which ballence the countrey doth yett owe — 


To Major Winslow,. . . ce ee ome cen ee eee eee OF OOOO 
‘Lom Bradiordsanjold account, “4 =) es ce) LOSE LON 09 
Mowktal phe Smiths iain se serie . 00:15:00 


To himselfe, for six enter ouerplus of s Ce siting, . 06:14: 
: 04 


To Mistris Bradford, for ouerplusse,. . . . - . . . 02:05 


To Thomas Sauory, yett vnpayed, . ..... =. . 05:18: 
To charge of the Kinges proclamation,. . . . . . . 01:05: 


06 


01 
09 


: 08 


Besides which, the countrey haue a house bought of Capteine Willett, 
the house and land of Thomas Johnson, and the house and land of Thomas 


Harper. as. eee ss 2 


Wee haue allowed to the Treasurer for his care and paines this yeare, 


twenty pound. 


A true account, errors excepted, taken the tenth of June, 1661. 


pt JOSIAS WINSLOW, 
JAMES TORREY, 
JOSIAS COOKE, 
NATHANIELL BACON, 
NATHANIELL WARREN. 


14 


105 


1661. 
he 
10 June. 
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1662. * June the 9, 1662. 
KH — 


9 June. 


publicke, as appeers by his ac- 
counte. 
IDE 6 b » o o told eloen, 
Pro contra credit,. . . 208:13:04 


Remaines upon reduction, 69:03: 06 


Reduction upon reduction for 


June the 9", 1662. 


[*16.] if i NVHE Treasurer is debtor to stocke The Treasurer is pro contra cred" to | 


stocke publicke by disbursments 


and debts appeering by his ac- 


count current att large. 


the Treasurers sallary, conclud- $49: 03: 06, remainder. 


ed to bee twenty pound . 


To which wee aded twenty pounds, or therabouts, in peage, now in the 


Treasurers hand, which makes the ballence due to the countrey, 


69: 03: 


06 


It is agreed that M™ Aldin haue-fiue pound allowed by the Treasurer for 


his last yeares more then ordinary trouble. 


More to debts due. 


Imp’, to Major Winslow for comissioners horses, . . . 01:00 


To one barrell of powder att the Treasurers, . . . . . O 


To a barrell spent att the Kinges proclamation, . . . . O 


To 40" of Barnestb* spent att the generall training,. . . 0 


To Rehoboth, for woulues, . 


To Eastham, for woulues, . 


06:08: 
02:13: 


To Yarmouth, 2 woulues, € Taunton, 1 wolff, . . . . 01:16 


To James Walker, for transportation 
charges, . 
To Bridgwater, one wolffe, . 


To Sauory, for whiping, . 


Signed by vs ynderwritten. 


of letters, and other }o 


5 (OWA 1 


JAMES TORREY, 
JOHN FREEMAN, 
WILEAM BRITT, 
THOMAS HOWES, 
PERIGRINE WHITE, 
JOHN MORTON. 


OOO 


: 00 


00 
00 


: 00 


00 


: 00 
00:18: 


00 


TREASURY ACCOUNTS. 


*June the fift, 16683. 


HE Treasurer is debter to the The Treasurer per contra creditor to 

countrey, as appeers by this the countrey by disbursments and 
u a : 

account, . . 848: 00 1 debts, as appeers vpon this account, 


ll d 
367: 16 : 003 


Soe there rests due to him, to ballence the account, . . . o4 : 15 : O1 
Debts due to the countrey in fines and otherwise. 
PSamuell owlandse:.ehes" es) ee 00: 10 : 00 
Pe Waltam: Foardsent®, 524.0. s «8s oi a mo 0005 :.00 
P Kanelme Winslow, Juni, . . . =... . . . . 00:10:00 
Eze Eimothytitallo wey. nm geies ane nniuneie com ale -eaer OO BLO RAO 
PeJohn, Palmer, Juni, . .  - eG &@ mic 6 UbSCOE OO 
Pr Nathaniel Church Elizabeth Soule, po do 5 a SMS OOeU) 
(eo disp ebiileiay yy Hy ca og Geo Ma a eo ooh 6 os OPS aIoUN 
(PUNO & 0 6 6 5 86 & a 6 oes «o a Pula 
TPE OSE o ass 6 8 BH tao 9 @ 8 6 o ag o UWilsitonuy 
PetSamuell Sturgis, eSoft Ss ee = OL 410.00 
IP omen DO of 6 6 oo o oe ow po 2 o oo po Oe WO 
WUE Ginn 5 Go G8 6 & co 0 6 6 oo 5 WLaU BRT) 


Elin iGndess ao a oo & & m G o o o “Wiathy a 
P=iohn: Wilson,esp swe i cn on site een eve etn Ol O52. 00: 
Paboumm Dones 2 & ceo 8. eae te » 02210: 00 


Te nomi hota | 2 6 we 6 oo me 6 oO oc a a MUA 
P Abraham sampsous. © salsoge 30 vo. eo ee ee 0010: 00 
35 : 05 : 00 
Due in rates not yett payed. ; 

1 8 
rome. auntod,e eee ce es ws pe 062 14308 


PrameCnsheniiwe es ee ss Gels sass = « o . « 03210500 
Pee ArinGs sees sete te On sl OLS 10: 00 


Ricremormiiore rts. see sw ll es 042 002.00 


The countrey is debter vpon the old account, and otherwise. 


To a barrell of powder due to the countreyes stocke. 


107 


1663. 
eee 


5 Juae, 
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1663. To 40 pound of powder to Barnstable. on 


ae To the Gof, vpon the account of woulues,. . . . . . 00:09: 
vegies AR iiastedbacuriey We A 6 6 6 o B © o fo G94 04: 
To Rehoboth, for woulues,. . . ee 08: 


To the Gof, due to him of what te ecto Hates him fos: oor 


the last yeare, . 


d 
00 


00 
00 


02 


The Court doe allow vnto the Treasurer, for his charge and trouble this 


last yeare, twenty fiue pounds sterlinge. 


JAMES TORREY, 

JOSIAS COOKE, 
NATHANIELL WARREN, 
JOHN CHIPMAN. 


sane! *The Fines of June Court, 1663. 

[*19.] 7: 
TEM, Josepth Rogers, of Namassakesett, . . . . . - 05:00:00 

| Ltem;:Christopher Winter, = 3-0: s 3) ~ ) eo OO LO OG 

sm, domicile ne ge 6 Go & So 5 5 6 Uaioe Ol 

tems Nathaniel Mitsrandall, 2 > a.) cs ene OOO E 00 

Litem, Edward Sturgis, Seni, | © =o... « « «S062 00300 
Ttems) Timothy sHallowey, «. . o=5 2 « © «mes eeOO 700i 00 
linn Cogn anirordthnn go Hb we 6 a og 6 6 6 o Ueto 
Item, Waltam: Paule; of ‘Taunton, = 2.) cee OOO 00 
Item, more the said Wiltam Paule,. . .... . . 00:03:04 
Item, more the said Wiltam Paule, . . . . .. . . 01:00:00 
Item, John Hatheway, of Taunton,. . . .. . . . 00:03:04 
John Doged, of Rehoboth, . . . . . . « ~. 01:00:00 

4 August. The Fine of the Court of Assistants, August 4", 1663. 

: 00 


joe ANDREWS):. os Gt af Silay lee eons eee OO. 2105, 
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The Fines of the Court held att Plymouth, the fift of Octo- 1663. 


ber, 1663. LE 
5 October. 
GSIMIEIME: IROGINRS | 4 G9 5 o oo Ble A lo tee ak Wooten 
Waltamoliubbss tates. <0. ste eey eolee tot ey Pe O2E0M00 
WalltameiNorkett mum are weed aes) eer a 05 x00)00 
iebemialy Gesseg) 0 Gens) Se, ay se Wh or Ao 00505 500 oe eee 
; = : e nd th 
ihhomasenchamseaees en) ee a ee te ae OOK SLO 00 rest wer re 
Relntebariet we sei ee deer a sl a OLR OOF 00 ee 
Richard Berry, . . San a raed NE Ee @ 00.00. vee 
: : ‘ booke of or- 
Wiltam Griffin and his are Seen et ees ep etree O4es 00 nO On ders andipas- 
Richard Michell and his wife,. . . ... =... +. 04:00:00 ie i. 


Att the Court of Assistants held the first of December, 1663. 1 December. 


( a RICKARD, Seni, and Thomas Pope, each fined . 38°: 44 


_ *The Fines of March Court, 1663. 1663-4. 


ORIN BRIGGS, of. Taunton,,, «2 4-2 2 2) =) OOSL0: 00. March. 
Timothy Hallowey, of Taunton,. . . . . « ~~ + 01:00:00 [*20.] 
Rasene Willams, . 0. . s0s «wees ae oy op 00308204 


John Bayley, of Scittuate,. . . . - . - « + + + 00:03:04 
Bee Walle oe et ta cs ee ss, 00608: 04 
Josepth Sauory, . . aes ey teas 00205: 04 
Ann, the wife of Wiltam Hee: ee peewee aol OLE 00%: 00 
Hester, the wife of John Rickard, . . . . . ~- + + 01:00:00 
cara Valitse ee, oe alien eee ee! oe 002102 00 
Pur reddow nits, Go tee ss. ater 21.) & 00710200 


ober imancomer ey) a) oy cers. Se 79 Goes oe so 002 10: 00 
AprahammHedgeng 6 6 8 eee oe « 022 10200 
Henery Green, of Taunton, . - - - +. ++ + + + 00: 
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1664. Att the Court held the 3" of May, 1664. 
hee 
3 May. IUE Indians, att or neare Acushena, namely, Woomham, Poganatowam, 


Weesunka, Sucquatamacke, and Chachapaquin, were fined, to the vse 


of the collonie, each twenty shillings. 


16 June. *June the 16", 1664. 
[*23.] 
HE account giuen in by the Treasurer ynto M™ Hawes, Cornett Studson, 
Nathaniel Bacon, Richard Bourne, M* Paine, Ensigne Eames, Leift 
Freeman, Wiltam Britt, Nathaniel Warren, James Walker, and Benjamine 
Bartlett, whoe were appointed by the Court, is as followeth. 


The Treasurer is debter to the coun- The Treasurer, pro contra creditt to 
trey, as appeers by his account, the countrey by disburSments and 
310: 04:01 debts, as appeers vpon his account, 

3a Ose 

Soe rests due to him, to ballence the account,. . . . . 29: 5: 1 


Debts due by fines and otherwise to the countrey. 


lteni, by\Samuell Howland, -< 2.75. 2 Ss es . (OCS TOL00 
Item, Wiltam Hoard; Senit,, Jue. G-) Gee 2) 1 00' 0515: 00 
Item; (Kenelmes Winslow... 92 i. 6 80) cae cee OO 101200 

es oo ch en ERC IME 
Item, Nathaniel Church € Eliz: Soules. . . . . . . 10:00:00 
Itemsehomas! Starry: ole me tenor ee nO Oe -700) 


Item, John Palmer, . . . . 


Item, Ephraim Done, ~~; . "2. 7S. 1 es eee OL S07 00 
Misa do Grd Foe he 6 4 6 a 6 6 6 o o MoMA 
itém, Christopher Winter, ..... =. =) cs a) «eee O00 00 
Nipaocherisimiety 5 4 4 6 56 6 6 « 4 6 o og Oebe Oat 
Item, Wiltam Paule, .. «. : «90h; SSR ee COE TIU-06 
Item, more for Wiltam Paule, . See eee 
Trem, John Hathewey, .° .. a0 ac. 0. en Gules ene OO hse Oe 
Item, Josepth Andrews, .. «..+« 4 ss eeeeneeOO} 05 200: 

Wiltam Tubbs, . » 4 Se os ee See O00 


Josepth Rogers, . . .° «.5 . @unE 2y en 2 00 


TREASURY ACCOUNTS. 


homes lee, Gwe. ne og ow A ws oe OOF 10% 
Ralpa Bane) se mee wee A. sf. 01s 00: 
MUBGIMSE Opes ee ew Gis) soc 6 ow 00508 


eran yor recat Gy ete ut fell Se fc on 6%. « «, 0008 


Item, "Timothy Hallowey,.. «2s =. ss 8 es 4 01200 
dtem Jjohe Dayleyyic.. Cen. wo ase ow 00808 
iiieing skool ANGI, 5 on op 6 6 5 6 6 6 o « o UME Os 
Jitemy, JOsepehwsauary: acute oe wee ee ee ee. OOS 
Item, the wife of William Hoskins,. . . ... . . 01:00 


tems Henery Green, pieectsd un ee See ee ee enOOFI03 


The country debter vpon old accounts and otherwise. 


Item, one barrell of powder yett due to the countrey stocke. 
ene yvaliovisdibesutiis a oee oc © 60 6 oF oc 8 meee 
Wee doe alow to the Treasurer, for his charges and trouble this 


yeare, twenty fiue pounds. 


Debts to the countrey. 


u 


rom bauntole © ee 6 ee Cpe Ge ce seme ce 2 OO S1S% 
Byetbe tarmes, 2a) baw) sides ok ee. ea s OLSEOs 
By a cow in-the-Treasurers hands, . . . . . . . . 08:14: 


In peag now in the Treasurers hands, . . . ... .» 08 : 


*The Fines of June Court, 1664. 


ll 8 


PR Meet Wiltam-raybody,s . . « 5 « » « « « 4. 05:00: 
Item, teitenant Nashjt . . . 5 + as + « geet. 08200: 
Dtemsonasprague,.=. 6 = « oa ws oe eee 9 03200: 
Ieetieyies Gilberts. ho. es ge se tal of OL200: 
Item Willams Witherell,) 0 2 «~ ee te te oer 01:00: 
ieamasanmell Lankorme, 5. 5 aes pi se O12 00% 
Item, Josepth Gray,. . . . cae eee ge ay tery O10: 00's 
Item, Gorge Barlow, for Dorcas Pee, ote 2 00200: 


00 
00 
04 


: 04 
¢John Briggs,¢ this isremited, . . . . . . . 00:10: 
: 00 
: 04 
: 04 
: 04 
: 00 
itempehichards Wallis Saeten meee ecu) Se ey BOO E 1OR 
hima Voile eeh, 6 i oO wo a o 5 o 5 0 Ue salie 
204 
tenbesamuelll Palmer; sees yy ue) Geen Cae en ROOLNOOR 
item sbypfiue Indians) )saags se) ent a ioc) were O01 00) 


00 


00 
00 


00 
00 


last 
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1664. 
—~S 
16 June. 


[*24.] 
This is re- 
mited. 


Remited, 
May, 1666. 
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1664. June 17, 1664. 
—— 
17 June. \ \ 7ARRANTS were issued out for a rate of sixty pound, for the vse of 


the collonie, the one halfe money, the other halfe pease or wheate. 


27 September. September Bs + fee 


ARRANTS were issued out for a rate of one hundred pounds, for the 

intertainment of his ma’ comissioners, to bee payed the one halfe 

therof in money, and the other halfe to bee payed in wheat, pease, barly, or 

Indian corne, soe as the barley was not to exceed the one third of the said 

halfe ; the wheat to bee payed att four shillings and six pence the bushell, the 

barly att 4°, the pease att three shillinges and six pence, and the Indian att 
three shillinges the bushell. 


The forfeiture of Elisha Hedge his bonds for the good meme there 
being 4 pounds therof remited in May, 1665, there remaines . 06: 


October. The Fines of October Court, 1664. 
Nl 8 d 
UHAMAH TURNER, | 5. «4 05 pee ae es 60 se 
James..Bells 9 85 kc oe cat totes “osc Soe OOO SIO4 
1664-5. The Fines of March Court, 1664. 
—— 
March. HOMAS: CUSHMAN, «4. 2.4 &. 2 eae een 
Thomas; Totman, of Satiate,. 9.5... - pene 
Wiltam Randall,. . . . . . 00:03:04 


Thomas Somers, to nie payed i Baward Jape Soo o UMEWne ae 
Thomas Linkorn, of Taunton,. . . - . . 00:03:04 
This is payed att the same Court hee was pee 


TREASURY 


Fines of May Court, 1665. 


ALPH SMITH, 
James Cole, Juni", 
Ephraim Tilson, . 


ACCOUNTS. 


*June the 9%, 1665. 


00:10:00 
00:03: 4 
00:03: 4 


HE account giuen by the Treasurer vnto Mt Paine, M' Hawes, Leiften- 


ant Torrey, M* Richard Bourne, and Nath Warren. 
The Treasurers is debtor to the countrey, as appeers by 

his accounts, the sume of . amt 9, ‘ 
The Treasurer p contra credit to the countrey by disburs- } 

ments and debts, as appeers by his accounts, the sume of 


Soe that there arresteth due to the Treasurer, to ballence 
03:18: 08 


the account, the sume of 


Debtes due by fines and otherwise to the countrey. 


Item, Samuell Howland, 
Item, Wiltam Foard, Seni’, 


Item, Kanelme Winslow, Juni’, . 


Item, Tho Starr, . .. 
Item, John Knowles, 


Item, Christopher Winter, . 


Item, Wiltam Tubbs, 
Item, Thomas Ingam, 
Item, by Ralph Earle, 
Item, ‘Thomas Pope, . 
Item, by Gyles Rickard, 


Item, Timothy Hallowey, . 


Item, John Hathewey, 
Item, Josepth Sauory, 


Item, by Abraham Hedge, . 


Item, by fiue Indians, 


15 


I 


389 :03:11 


3:02:07 
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1665. 
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May. 


9 June. 


(*26.] 


October. 


[*27.] 
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Item, by Wilk Paybody, . 00. 2) =). sete omar O08: OOE DON 
Ii Mole dime 5 ¢ o 5 «6 c 5 5 o o o Wa MeOo 
Iitempeby. Jamesn ell: ae slew ane ere ee ONO omen OA: 


item, Chomas Cushman, Juni, sys) een ee Oo OOlLO0 
liseson, ony dBnernes Maine, 6 6 og og 6 2 op 8 o « » OSs ODE00 
Inver, love dere dtm, 6 s 56 o o o 6 6 og o Wades 0! 
Item, by Ephraim Tilson, 2 “2 2 4 3 wa es 5 = 10003 202 


23:10:00 
By iron in the Treasurers hand, . . «. . « | « «= Oozis70d 


The countrey is debter, ypon old account, a barrell of powder to the 


countrey. 


In reference of extreordinary paines and charge the Treasurer hath bin 
att in the countreyes busines this last yeare, the countrey alloweth ynto him 


the sume of thirty pounds. 


The Fines of June Court, 1665. 


ECO MEAS DoS area ree 0 ie) Smee ee eer ee 01: : 10: 00 
Sewell Wem, 5 5 5 3. 6 « Sa 6 o A WNEUOR OD 
Fifty shillings of the fine of Ruhamah Tet was remitted vnto her 
this Court. 
There is a fine of ten pound, vnpayed, due from Robert Whetcome. 


*The Fines of October Court, 1665. 


OHN BARNES,. 2.9. = 2.0 a) ss eo eee O LeTOC IONS 
Gyles‘RickardSent, . . «© 2 « @ = ee) 000500 
Dhomes' Lukas 3." 45 SP te 5 ee ee ee ODE LOLTONG 
James Cole,Seni, «0 . : 5 « 3 » 1 bee OO SIUS INO 
Thomas Phelpes,:: “=. 0S" 4) ase eee cre OO LOIN 


John Shelley: 5 . 2 4 © «8 a) ee eOOEEIO ROG 
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December, 1665. 1665. 


—_—’ 
\ BRAHAM JACKSON, fined,. . . . . . 2. . 05:00:00 December. 


June 7", 1665. 7 June. 


\ RATE of one hundred and fifty pounds being agreed on to bee leu- 
ied on the seuerall townshipps of this jurisdiction, warrants were 
forthwith isued forth for the sume of forty pounds thereof to bee paied in 


money. 


The 3* of October, 1665. 3 October. 


\ \ 7 ARRANTS were issued forth to leuy the hundred and ten pounds 
remaineing, which was to bee payed, one third pte therof in wheat, 


and the other two thirds in either wheat, pease, barly, or Indian corne. 


— “The Fines of March Court, 1665. 1665-6. 
ul ace cae 
MOMS CTARE es mo ce ones Cc OOE 00700 Merch 

Prancis Dakersas te en or a O0T0S s 04 
WgnomOasley en ee ee ete Pee en ee 0008: 04 
Toearcow ee a ee te ete ee Oe as a 00-102 00 


Benjamine Eaton, . - - »- + © © © es ts ee 02:00:00 
Siabaminabinc Meme Ae es ee 2 et ee «OR LO +00 
Gorse Barlowy. 66s « 2 2 © 2 ee se es 002102 00 
Scene row Meek om eets oe we ee 00708: 04 
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1666. *June the 8", 1666. 
an 


8 June. HE account giuen in by the Treasurer vnto M* Paine, M* Nathaniel 
[*29.] 4: 


Bacon, and Josias Cooke. 


The Treasurer is debter to the countrey, as appeers by jis : 10 : 09 


his accounts, the sumeof... =. ... +. « - 

The Treasurer is p contra creditt to the countrey by dis- 
bursments and debts, as appeers by his accounts, the >205: 16:09 
sume of 

Soe that there aresteth due to the Treasurer, to ballence } pabeeny 
the account, the sume of , 

Debts due by rates to the countrey from these fticulars townes of the last 


yeare. 


Item, Sandwich, . 00:17:08 
Item; Scittuate,. ~. 00.0200 rinalli: 2 2. 2 ole 02 
Item, Bridgwater, . 04:14:06 


Debtes due by fines and otherwise to the countrey. 


Kanelme Winslow, Junior, . ...... +. . . 00:10:00 
Ralph>Harle, 3. Gras ons) 3) ws, Seu gy, Ue) >) se eee OLeOGEIOO 
DMN Tey yo 5 Bho o 8 a 6 & o a wo 5 o UMeMsro@e! 


cLimothy:EHallowey, -. 209% a. 5 wa Ys a we a ODS TGeOG 
Jolin Bayley, .> ala. se 2 Sse ote Ae OOS a0 
Richard “Willis,” vaga.- wos a) Sy eee Re OO Oe 


AMR MeDAiern dui 5 6 4 5 «6 5 6 5 1 oo o Use Goa 
Thomas Totman, for committing fornication, fined, . . . 05:00:00 
‘Rhomas) Little; sc 00) <0 capo mcuuneuntC mr ONES TOO 
Samuelli;Norman;= sy) one) nen rece Cu OO SELORTOO 
John-Bames, 3. s) « @ 9s Glo lou pon neon EO LELOORTOO 
Thomas Lucas; 4 3 5 5 £5 6 ou ROO CURIET Et 
Thomas Phelpes, «55: 4. so) 4 Ge let ee cE OD 
Abraham Jacksons.) se <u enneil Cone ene en OOETOO 
Francis’ Baker; » 2 < (4. ae 3 Ge ed Be OO etre 
John Barrow, . 3 oe ie) ao ee Se ee er OOFRIOEIOO 
Gorge Barlow). 3.2) i, 2 2) cpa ee ee OCT 
: 05: 00 
05:00:00 


James Cole, Senit; ...% 5. Ss 
Nathaniel Church, 
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Sarah Barstow, allies Oe Crna te , 

Sarah Church, Seu Aa ee a ee jue eget OO 

OU AGATE NS nk sy ne eM ee) NeW) Qe Se 6) Ge ae 00 TOF E04 

The countrey is debtor, vpon old account, a barrell of powder to the 
countrey. in 

The countrey is debtor to Thomas Sauory,. . . . . . 7: 1: 1 


In reference vnto the paines and charge the Treasurer hath bine att in 
the countreyes busines this last yeare, hee is alowed the suiie of twenty fiue 


pounds. 


*June the 9", 1666. 


igepee was issued forth from the Court to leuy by rate the sume 
of two hundred and thirty pounds, for the publicke charges of the 
countrey for this yeare, besides the sume of seauen pounds to pay for cer- 
taine law bookes belonging to the countrey ; the said sues to bee payed in 
specye, as followeth, viz}: To bee payed one third therof in wheat, or 
porke, or both; one third in butter, or barly, or both; and the other third in 
beife, Indian corne, peases, or rye, or any of these, or some tarr, prouided it 
exceed not one third fte of the last third. es 

The wheat att four shillings and sixpence a bushell. 

The porke att three pound and ten shillinges a barrell. 

The barly-att four shillings a bushell. 

The butter att thirty shillings a firkin, if sizable. 

The beife att forty fiue shilling a barrell. 

The Indian corne att three shillinges a bushell. 

The pease att three shillinges and sixpence a bushell. 

The rye att three shillinges and sixpence a bushell. 

The tarr att nine shillinges a barrell. 
To bee deliuered to the Treasurer, or att Boston or att Plymouth, as hee 
shall appoint, and the charge of transportation defrayed, by the first weeke in 


Nouember next. 


The proportions of the seuerall townes to the said rate are as followeth : — 
1 


P yeoueere  We  ahee  od tc 19508: 06 
Duxburrow with Bridgwater, 9. .=. > «© © » «2. Vill: 09 
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8 June. 


9 June, 
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Selttuate, - 6 48 xe es Se med Sy ee 
Sandwieh, . . -. ~' GAM Go eShse 4 oe eee eee 
Taunton, .. « a» s&s sh > Go S ee ee ee eee 
Varmouth, . |. 6 oa) hs ee © et ee ee ee 
Boretahles. <2 0 eae wy eae eee ey ee ee 
Macksild: oS LS a a eee 
Holbein a ae a te a a re ee 
Racthan |) eh Se a ae ee Oe 
Sawames) 64° ls Oe aT oe ee: See Oe 
Phartmoath.<- 4 Se %2. books Ms Ee Ba ee 


The fiticulares for which this rate is. 


Item, to the Gof, . : 5 

Ttem, to the other majestrates,, . . . . - « - - - 50:00:00 
Item, to the Treasurer in debt, &@, . . . . . . . . 42:06:00 
Item, to the majestrates table,. . . . . .- - - - . 40:00:00 


Ttem, for law bookes, . . . . - «s+ s + « « 7:00: 008] 


Stem, fr Sewery, 6s. 5 5 ee ne ee ey 


Memorandum, that the ten pounds alowed to each of the Assistants to 


bee payed in specye, according to the two last thirds aboue expressed. 


June. 


I 


The Fines of June Court, 1666. 


SACKE ROBINSON, Juni, and his wife, for comiting carnall ) ¥ 
: 5:00:00 
coppulation, before marryage, after contract, fined, 


Wiltam Sutton, of Barnstable, for takemg away a Bible } i eon 
out of the meeting house att Barnstable, fined, . 
And for telling a lye about the same, fined, . 0:10:00 
Job Judkin, for being drunke, 0:05:00 
Wiltam Willis, for being drunke, . 0:05:00 
Richard Dwelly, for being drunke,. ‘ < 0:05:00 
John Williams, Juni", for his disturbance, a causing 
great expence to the countrey, in reference to the case 
20 : 00:00 


about his wife, as is extant in the records of the Court, 
hee is fined, to the vse of the countrey, the sume of . 


TREASURY. ACCOUNTS. 119 


*July the fift, 1666. 1666. 
—_—— 
OHN SIMONS, for abusiue carriages on the Lords day i 5 July. 
Edward Laud, ¢ att the meeting house att Duxburrow, $00: 10:00 (*31.] 
and John Cooper, fined, each of them, . 
*The Fines of October Court. October. 


he 0 [*32.] 
OHNE BATES, of Bamstable, 55 so 6 es O0M03h04 
Wiltam Burden, of Barnstable, . . . . =... . . 00:03:04 
More-thessaid’ Wailtam) Burden, 5° 2). gue ees 200R0Dc 00 
John Siluester, of Marshfeild,. . . . . .... - 00:10:00 


John Palmer, Juni’, of Scittuate,. . . ... =. =. - 01:00:00 
Joni Andrew,.of Plymouth, <9... 2 2 a . 29 O0T10 200 
Morethe said John Andrew, . ° . 9. = « « = - = OO038=)04 
Joseph Bartlett;\of Plymouth. . 2. . . « »« «© » 00308204 

The Fines of March Court, 1666. ie 1666-7. 

Ne aaah 

\ ' lai AMT INTOARSOUNG ern edna oe, %.. F. 8, eo eee Oe. 00 OO = march: 

af oseph Hallett, ‘of Barnstable, Ro ae eee 0 0000 
Wiltam Lumpkin, of Yarmouth,. . . . . . . « « 00:10:00 
Peters Wordensot Yarmouth, = ss. 9. 2 so- . = 0010700 
Daperatiowiald, ae) pote es Ss ca) eee hw we = (00S 05204 


Josephopillingtoa;.; 2 9s) + 2 . 2 s,s =~ « - = »« 00703: 04 
Avther Howland, Jumi,..—. . ©. » « » » « » « 09:00:00 


*June sixt, 1667. 1667. 


YEVHE account giuen in by the Treasurer vnto Cornett Robert Studson, M* 6 June. 
T Joseph Laythorp, Mt James Walker, M* John Bourne, & Richard 


Bourne. 
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The Treasurer is debter to the country, as appeers by his |s79 3 ; a 


accounts, the sume of . ‘ 

The Treasurer p contra credditt to the countrey by aisbur’- 348 
ments, as appeers by his accounts, . ey 

Soe that there resteth due to the countrey, to ballence the -}o00 Poe. a 


account, the sume of 


Debts due by rates and fines to the countrey, as followeth. 


Kearse Weeder 6 6 oo ¢ o o o o 5 o UMgamy 
Ralph Warley. 7 ooo. d fy yo sig @ eu au) age ee ees OE OUIOU 
Jolin Bay life, ps (ko sa eee, ce A. Se Me ee ore 
UMiontmdgQanins 6 op oor Bb o 8 @ 6 o.oo UE SUM RaW 
Samuell Norman.) 2) ae) 6) <u Hace uns <r OO sc LOLs) 
Thomas Phetpes,. « 90% @ @ 5 Yelscdeelenee thes OU Oe 
Wbrahamidiackson.) 9s) sie) 2 ee culiene! We Nomen Os SOO; 
Brarncis, baker. 9. .<. « ©) © fc) skied sl cu) ict Come OULOotomEas 
Wiltam Beerstow, . . eee ee ee CU 


POV he baka Tees od oS Bao oa Ree 


Waltam: Sutton; #7. s/s ss 3. 7s, Se aa oi oe On me COs OFs 
Johme Bates; aaah Mole ee) 2 el see eee OOO Se 
Waltam) Burden, 5 2...) a .c0s le wee a OO OOn: 
Jobn Andrews. G5: By Sly es Venues © le cmeenesye ue OOR-mh ete: 
AKjdsimdnne Beem HOM Ae mason o G a 6 o oo UWStisie 
Jabeze Howland,-. ete se et oe ee, Pee ee OOS Si 
Joseph) Billington; << 24s Gls, <s 4%) 3 Goa os OO Oss 
AMET AINGGA I 6 5 ne foe oe oe ee 6 6 6 «Pie Ws 
Bhorjod seve so 66) 6 toe oe 8 og 8 6 Be le co TOP ads 
Wiltam Lumpken,9 <, .<, ¢\ a) 6, sin pause ee 00 LO 
PME ede dittiaAy SF mb o 6 uo 68s 5 6 8 os CheOOs 
M: Thomas Sumers,. . . Si Ue ks.) a aa a Seo Ocal rae 
Rest due for land att Rehoboth, See eo SAL en ee ale 


*The countrey is debtor vpon old account one barrell of powder for the 


SaocoeoonRKRRARO 


countreyes stocke, 


Vpon new account as followeth. 


To Mr Vsher, for bookes, insiluer, . . . . . . . . 07:00:00 
To M* John Winslow, of Boston, ; « \) 4) ss) aon ole Oona 
To: M? Fuallety:.s tors,’ «aaah Sate cn i need ae Ae ee Ota Oneal 
Lo Widdow Abell, «.: s/s snus hacks Caen Oat te 


NIG & 
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LogMlemes Walkerjane ga a) dacs Ad . © OL:00200 1667. 
So mValtametarvey woe. aoa. Pa FS ey 5 05208200 “IO 


‘LomAlbrahaimeSampsonseen wey heen Gale ea ee OOK 12" .00 ee 
Vonbumes Cole; Seni, ca 6 eo ks ke we we 00S 08% 00 
Memorand, Arther Harris, . . . . .. . . «+. . O110:00 
Lo JasepisLaythorp, os 0s. uP owe te) 6 Ras, xs aan a ek 022,00 0 
Wee judge meet to alow the major, . . . . . . . . 05:00:00 
ie Capt Southworth, 2 < 4 % ¢ « <ekeea. a fs..029300200 
To the Treasurer, for his goeing to Rehoboth,. . . . . 03:00:00 
To the cornett, ee Pieter Med see eh ae ee es OS OORIO0 
For John Rogers, of Marshfeild,. . . . . . . =. +. 00:10:00 
iKorgJohn Dimgleys worse; se ee ne OOPS LOR 0G 
Hor M="Aldens horses.) 2) 34.9. 6) 6 ae eon 2 ekO0/1 33106 
orjlobertustaniord, sc ies seen ete ee OO0R 10100 
Eor-dwardsSouthworth,) ea qs nee ne) eee 001 097-00 
IMoie lOnepior ime 5 5 5 6 6 o # & 5 6 Se 5 OORT OH 
orden elyweik CG Bk o o o oo 6 5 4 OORT OO 
Hore vulvany Clarke: smilie Seite ict ee anE mem OORELStc00 
Pordeseph Bartlettm 2. wks ecpce wonso ds tas ew ee we OON1O 200 
For Joseph. Wadswetthy (9 ses <i) Wo eat 2 Bes ws et ee OU T0E.00 
Gedo ae dink dome 5 584 8 6 6 o o a o o WDRUEI SO) 
Io doin eiatrol 3 5 5 5 6 56 6 os 5 2 6 6 OOOH sO) 
iuiNeelskioery cg oo 5 6 6 6 0 9 © so a oy, Cae ARO! 
Rog erpA Tina COW 11esi aman cui wnt- ml pn wee-mate tne yO 1055200 
INfigmobs IAG, S 6 o 5 SMa 6 6 5 o 5 6 o CUFIMEUL 
Gore Kebinson, 7). ahin oo geek ies 2, 002 062 00 
Goodman’ Hallowellsimare,) . & sys 2 =. = 0007206 
ID ockteH ullere ees aee ties ta eae eee 0000 00 
In reference vnto the paines and charge the Treasurer hath bin att in 
the countreyes busines, this last yeare, hee is allowed the sume of twenty 

eight pounds, being his paines hath bine extreordinary. 
*The Fines of June Court, 1667. June. 
het Mack 1 Alatehet 


OSEPH BURGE, of Sandwich,. . .-. « . « « » 01:00:00 
Samuell Jackson, of Scittuate, ... . - « - « « « -00:03:04 
16 


October. 


1667-8. 


March. 
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The Fines of July Court, 1667. 


R MYLES, 
at M: Browne, 
Mr Tanner, . 
Samuell Fuller,the son 03 ‘Sanuell Faller, of Peraaniogied! 
Richard Dwelley, . 
Sarah Smith, of Barnstable, 
Danah Siluester, . 


The Fines of October Court, 1667. 


05: 
05: 
Oilks 
Ol: 
00: 
05: 
10: 


00: 
10: 
00: 
: 00 


00 


00 
00 
00 


Ss”, Indians, vizf, Lawrance, Quequequantest, James, Moses, Wamant, 


and Monchassucke, for being Ptenors in the imbezeling away of liquors 


taken out of the boate of Simon Steuens, att Cape Codd, were centanced by 


the Court to pay ten pound, to be deliuered to Leift Freeman, att his house 


att Eastham, in Indian corne, or porke, or feathers, for the collonies vse, be- 


twixt this Court and the first day of May next insueing the date heerof. 


James Doughty, for his eregulare carryage in indeauoring to release 


Thomas Summers out of prison, is fined forty shillinges. 
Abraham Sutliffe, for being drunke, fined, . 
Aud for expressing yngodly speeches in his drunkenes, fined, 
William Nicarson, for sending scandalous writtinges to 
Generall Nicolls, is fined, Ps a Saat \ 
Robert Eldred, for consenting to one of the said writtings, 
fined, a a aes 
Neher Couell, for the same, fined, see 
Thomas Delanoy, and his now wife, for comiting ir 


coppulation before mariage, fined, . 


The Fines of March Court, 1667. 


OSEPH TURNER, for breakeing the kingess peace, fined, 
Joseph Turner, for publishing a pnisious writing, fined, 
Joseph Bartlett, for breakeing the kinges peace, fined, 


00: 
04: 


TOR 


05: 


0:00: 


00: 
05: 
00: 


05: 
00: 


00: 


00 


: 00: 


03 


03 


00 
00 


00 


: 00 


00 


00 


: 04 
00: 


00 
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Francis, the Indian sachem of Nausett, for his 
abusing of Captaine Allin, by vnhumaine and 

‘ : fined, 10:00:00 

beastly carriages towards him, when hee was 


cast on shore att Cape Codd, . 


*Alt the Court held att Plymouth the fift of June, 1667. 


\ J ARRANTS were issued out from the Court, to leuy, by rate, vpon the 

seuerall townships of this gou"ment, the sume of two hundred eighty 

six pound eighteen shillinges and eight pence, for the publicke charges of the 
countrey, to be payed, one quarter pte therof in wheat or butter, the wheat att 
4° 6 a bushell, and the butter att six pence a pound, and another quarter te 
therof in porke or barly, or both, the barly att 4°a bushell, the porke att 
three pound a barrell, or two pence halfe peny a pound, to be payed by the 
first of October next, and the remaining halfe to be payed in Indian corne att 
three shilling a bushell, or beife att forty shillings a barrell, or sixteen shil- 
lings an hundred, or rye att three shillinges and six pence a bushell, or pease 
att three shillings a bushell, or tarr att eight shillings and six pence a barrell ; 
in any or all of these; and this payment to be payed by the first of Aprill 
next; all the aboue named sumes to be payed to the Treasurer, or where hee 


~ 
4 


shall appoint, prouided it be att Plymouth or Boston. 
The proportions of the said sume, as it was leuied vpon the seuerall 


townes, is as followeth. _ 


lymioutin ees betas Mec eee 6 ses we) es ets Owes 00 
IDuxburrow semen ass whe Goes tome © 6 Mee eet be oe corel ds OF 
Cakes, G6 & woe GG diet. DO temp wire ee ERK) 
Sew iche ae Mean oMan che se es as au eos L1S04 
auton ae eer a es ts et ee see sles ooo Lie 04 
Marion eal water ee ee scot pie. tio te sel t 18204 
eC ee ee ey) es fe a es 2 182 00 
Mecids wee Me elo ae nas st we. Lt 18s 04 
Rell eat tees se ee s,s SO ROT? 00 
aan RT Ne fas ep ae ee LB IS: OO 
Bone eee wes we. ee 102 10: 00 


Dactmoctmnwee st es eee we ss 14200200 
286: 18 : 08 
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1667-8. 
—— 
March. 


1667. 
_—Y_Y— 


5 June. 
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*June the fourth, 1668. 


HE account giuen in by the Treasurer vnto Leiftenant Morton, Leif- 
tenant Hunt, Leiftenant Laythorp, James Walker, John Willis, and 


Daniel Cole. 


The Treasurer is debter to the countrey, as appeer by his fat Oer 

account, the sume of etree. wi 
The Treasurer pro contra creditt vato the countrey, by dis- }ars 0s 

burSments, as appeers by his accounts, the sume of . 
Soe that there rests due to the countrey, to ballence the 4 60:18: 

account, 

Debts due to the countrey by rates and fines, as followeth. 

Ibripe keeTMER, 5 om oe do So og MH RUNGE 
iitem.pin) aemare and meate cattle. 2m. a) en eee clio 
Ralphel arless san 6. 5 Fret tee alto chee uke (Oe 
John Bayliffe, of alia! ci se ee oe es. "see em TOO Oar 
Item, Thomas Totman, . . Pe a Gate eet, ae won AU EOOe 
Item, William Barstow, his ue ed ees eee OO 0 Oi 
iitemsJohneAndrews es. Gos ale s we Sey oe OO MTOR 
Item, William Nicarson, . . . ....... « 20:00: 
tent, Josep Hallett 4) £30. Se ee ee OR eto 
Item, Arther Howland, Junv;. 9. 5 <9. 2 2. 2 ee) OD 00: 
Mier, IMM Somes 5 5 4 glo a © ao 5 « » Noite 
Item, Samuel Jacksons.a6 ere mean cece eee OOFNO Sie 
Item, Sarah Smith, of Barnstable. . . . . . . =. . 05:00: 
UDI CG 5G 6 6 og aoe » . We 1s 
Ttem, James: Doughtey;. | 2 4 6 6) 2 i 6 9 ©) ee OSO0s 
Tté, Abraham Sutliffe, by ‘bill,, . . . . » « « « w 02205" 
Nhe Mo ING B B95 5 6 5 o 6 6 o 6 5 0 Bes 
Ité,, Thomas Dellanc, “. = . 5 % soe 24 con ee OLGOOr 
Ttem, Joseph "Pariet, <i 2. ." 5°. Gels oe cee OnCGer 
Item, Joseph Bartlett, . 2 s -< =. to (0 OO RISE 
Ttem, by Francis, the Indian sachem, . . . . . . . 10:00. 
Ttern, M* Myles. arg Nn seen er ete See Gp 
Item,.Mi Browne, “Gon 42. 4. gees Ree SO 8 
Item, M™ Tanner, . . soaks a o> o Mbs@oe 
Remaines due of the forty — from v vane a Oa Ok 
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The countrey vpon old account, one barrell of powder for the countreyes 


stocke. 
John ‘Tisdall, on a voyage to Rehoboth, . . . . . . 00:03:00 
John Richmond, on the same account, . . . . . . . 00:06:00 
Doerr likes, <4 5 3 ee S18 a ye Bl ee Ear 


In reference ynto the paines and charge the Treasurer hath bin att in the 
countreyes busines this last yeare, as also that it rather increaseth then demin- 
isheth, wee thinke it meet hee should be alowed the sume of twenty eight 
pounds. 


*Att the Court held att Plymouth in June 4", Anno 1668. 


\ ' TARRANTS were issued out from the Court for to leuy a rate of one 

hundred seauenty nine pound nine shillings and six pence, for the 
charges of the countrey, for the insueing yeare, besides the officers wages, to 
be payed, one quarter pte therof in wheat or butter, the wheat att four shil- 
lings and six pence a bushell, and the butter att six pence a pound, and an- 
other quarter pte therof in porke, att three pound a barrell, or two pence 
halfe peney a pound, to be payed by the first of October next, and the re- 
maining halfe to be payed in Indian corne, att three shillings a bushell, or 
beife att forty shillings a barrell, or rye att three shillinges and sixpence a 
bushell, or pease att three shillinges a bushell, or tarr att eight shillings and 
sixpence a barrell,.ta be -payed by the first of Aprill next; all the aboue 
named payments to be payed to the Treasurer, or where hee shall appoint, soe 
it be att Boston or Plymouth, by the times aboue mensioned. 


The Fines of June Court, 1668. 


IL 8 d 
APTAINE NATHANIEL THOMAS, fined the sume of 03:00:00 
Deomeanta een sw: se ces es 00205 2 00 
Poedeilcthewsrereen es Gece 5 ee we 0 05: 00 
MoMeiedawey ee 8 ts ee wt we oo ot 00205: 00 


Degeclumabere assets te Oe on nets ns, os es. 05200: 00 
PagasaCrayena ee ete pew ee es 2007102 00 
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Nathaniel Soule, . 

Mary Phillips, 

Jane Hallowey, 

July, 1668. Richard Deane es 


00: 
00: 
203: 
00: 


00 


Ol: 


10: 
: 04 


03 


00 


04 
00 


The proportions of the rate, as it was leuied of the seuerall townes of 


Plymouth 
Duxburrow, 
Scittuate, 
Sandwich, 
Taunton, 
‘Yarmouth, 
Barnstable, . 
Marshfeild, . 
Rehoboth, 
Eastham, 
Bridgwater, . 
Dartmouth, . 


Swansey, 


*The Fines of October Court, 


R JOSIAS WINSLOW, Seni', 
Ralph Karle, . 
John Cobb, of Taunton, . 
Abraham Sampson, Juni’, 
Thomas Perrey, 
Henery Clarke, 
Sarah Barlow, 
Marcye Bartlett, 
Edward Crowell, 
James Maker, . 
Richard Dwelley, for fines bn a oe 


1668. 


UGE 
O07: 
26: 
15: 
15: 
Pe 


16 


Lee 
22r 


11 


O07: 
08: 
06: 


00: 
00: 
Ol: 
00: 
(ile 
00: 
00: 
00: 
06: 
06: 
10: 


Ol: 
ibe 
1d: 
OL: 
Ol: 
14: 
SOs 
14: 
OR 
Ailey 
Dis 
15: 
14: 


this jurisdiction, to answare in reference vnto the sume aboue expressed, as 
followeth. 


00 
10 
00 
10 
10 
04 
00 
04 
00 
00 
10 
00 
06 
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The Fines of March Court. 


AMES COLE, and Mary, his wife, fined, . 


06: 


00: 


00 


James Glarkesees © ea cmc! neh cee a ee SOO TOc00 
Phi orterichise 59h MS aw Ce a 2. OO FTO 00 


EREVERCVUCE 0 wes su gee ee ON ORO0 
Elesterayvormall,. few ce se ee es eee ce O01 0 00 


JohneWowcsnmee ag Aso he sy OU OS ON 
John Bryant, of Poa c m@ oS ooo 8 ep o 6 MDslOsOo 
Christopher Blake; 29 2. as ss See ee OUR OD 00 
Caleb yiumbert; 2 eae ss ee es es ae ee OO 055 04: 
AM SUBer en AL Bg i ao UM eB Sy 
Sraell evi dim, s 5 4 5 6 oe o 6 6 6 « 6 UUSMR) py! 


Richards Berrey Sensei. nt i seh es ne COO Oar OO) 
Jededia lsumibert, 29 0 =) 8 os fel ee se te ee) BOO HOD 00) 
enumins Iss 6 5 6 5 4 #5 @ o o oc 6 UW0eOns Wl 
JaneseVaAkerss ss) ers: ee Gees, feos Se ee 00 00100 


+*July the 8, 1669. 


NHE accoumpt giuen in by the Treasurer vnto Daniell Cole, ‘Tsacke Chit- 
tenden, William Harvey, and John Thacher, and Thomas Huckens : — 


The Treasurer is “debetor to the countrey, as by his) " * 4 
430 : 12:03 


account, BOE ‘Gn 4S re cy, Goes are 
The Treasurer is p contra creditt to the countrey, by dis- “Lae 


bursments, . pees 
Soe thef rests due to the countrey from the Treasurer, to ) Waa coat 

ballence the account, : J 
Item, due to the countrey also in debts and corne, . . . 28:15:00 
Item, more, two hatts, . . . eee eee = OOS 00: 
Item, fines due from Ralph Earle, 5 oy te BS pete OL UO te) 
rom Jolin Bayleiffe, of Scittuate, . . . . «. . - « 00:08:04 
From Thomas Totman, of Scittuate,. . . . . . - - 05:00:00 
From Wiltam Nicarson, . . 5 oe 6 & 6 8 POSODSEWO 
From Joseph Hallott, for pte of his a eee, 02h Loe 000 


From Arther Howland, Juni,. . . . .. . . + + 08:00:00 


This Mr: Free- 
man stands en- 


gaged for. 


The last, Mr 


Hinckley 


stands engaged 
for. 


July. 
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From Samuell Jackson, of Scittuate, 
From Robert Eldred, of Mannamoiett, 
From Joseph Bartlett, 

+From Fancis, the Indian sachem, . 
From M° Myles, . ; 

From John Hathewey, of te 
From Nathaniel Soule, of Duxburrow, 
From Mary Phillips, of Taunton, . 
From Jane Hallowey, of Taunton, . 
From Mt Josias Winslow, 

From Mr Ralph Earle, . 

From John Cobb, of Taunton, 

From Henery Clarke, of Duxburrow, . 
From Abraham Sampson, of Duxburrow, . 
From James Cole and Mary, his wife, . 
From John Bryant, Seni", of Plymouth, 
From Wiltam Thomas, of Marshfeild, . 
From Benajah Lumbert, of Barnstable, 
From Richard Dwelley, of Scittuate, 
From Richard Dwelley, of Scittuate, more, . 
From Richard Berrey, . 

From Jededia Lumbert, 


00: 
20: 
00: 
06: 
05: 
00: 
00: 
00: 
00: 
00: 
00: 
Ol: 
00: 
00: 
06: 
00: 
00: 
00: 
Ol: 
10: 
00: 
00: 


03: 
00: 
03: 
03: 
00: 
05 
10: 
03 
03: 
03: 
05 : 
00: 
05: 
05 
00: 
LOR 
03 
05: 
00: 
00: 
05 
05: 


04 
00 
04 
00¢ 
00 


: 00 


00 


: O4 


04 
04 
00 
00 
00 


: 00 


00 
00 


: 04 


00 
00 
00 


: 00 


00 


In reference ynto the paines and charge the Treasurer hath bine att in 


twenty eight pounds. 


THOMAS HUCKENS. 


*July, 1669. 


RATE ordered by the Court as followeth, — 
Item, for the Gou', 
Item, for the majestrates, 
Item, for the major, . 
Item, for Mistris Bradford, 
Item, for the majestrates table, 
Item, for Sauory, . 


I 


50 


50: 
OF 
Ws 
30: 
06: 


: 00 
00 
00 
00 
00 
13 


the countreyes busines this last yeare, wee thinke meet hee should be alowed 


00 
: 00 
: 00 
: 00 
: 00 
: 04 


158 : 13:04 


TREASURY ACCOUNTS. 


The Fines of October, 1669. 


OHN EWEN,. 2G AL SORT Se ee 

Biphram Oey wo Aer NS xe ae we Ud OOS 
Cope tuissell, © clas Mirae ec x fo sw) wok on OO IO 

Robert Laurance... a. 4 ks se ww ee OUT OR 


liane: Seay 5 oe a Bee os See a eee GP 


June, 1669. 


: 00 


\ ' .ILEAM RANDALL fined fiue pounds to the vse of the collonie. 


The Fines of March Court, 1669. 


(CASE MUMBO Os: a ge ce sce ce Soe wees. LOOK 
Wohmelo6: Us al ches ho wee wa ee Se ee 00 
Nena binenerllb TG Se a & of a 6 oo 4 Yee 
(hrstopher Blake, <9. os 9! seers, <6 a, 700s 


* June, 1670. 


00 
00 


: 00 


00 


: 00 


d 
: 04 
: 00 
: 00 
: 00 


4 bees accoumpt giuen in by the Treasurer to Richard Bourne, James 


Walker, and Thomas Huckens, as followeth : — 
The Treasurer was found debtor to the collonie as by his "fio 


~ accoumpt, 
‘Whewlreasurer p contra creditt, . . 3 . « » «,<» 288 
The Treasurer is debtor to ballence the account, . . . 20: 
Item, more from John Bayley, of Scittuate, . . . . . 00: 
Item, Thomas Totman, of Scittuate,. . . . o Wee 
Item, Joseph Hollett, of Barnstable, for pte of his os 5 me ees 


17 


a1 iQ) 


:14; 


129 


1669. 
=—_eeo— 
October. 


June. 


1669-70. 
nd 
March. 
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Item, Samuell Jackson, of Scittuate, . . . . - + + 00:03:04 
Item, John Hathewey, of Yarmouth, . . . . . - + 00:05:00 
Item, Mary Phillips, of Taunton, . . . . «. . - - 00:03:04 
Item, M' Josias Winslow, of Marshfeild, . . . . . . 00:03:04 | 
Item, Ralph Earle, of Dartmouth, . . . . . - + - 00:05:00 
Ité; John Cobb, of Faunton, 29. . . + « « » « « O12 00300 
Item, Wiltam Thomas, Marshfeild,. . . . . . - -. 00:03:04 
Ité; Christopher Blake, . 6 « . 1 « » + « « « «700205:00 
Jt, Wiltam Randall, of Scittuate. . . . . . . . . 05:00:00 
Ité, Richard Berrey, of Yarmouth,. . . . . . . . 00:05:00 
Debts behind vpon excise accoumpt. 

Item, from Wiltam Swift, of Sandwich, . . . . . . 04:00:00 
Item, from John Sprague, of Duxburrow,. . . . . . 01:00:00 
Mem, trom Wiltam)Harvey,)). 985s +) ee Ol 00I00 
Item, from John Miller, of Yarmouth,. . .... . 01:00:00 
Item, from Edward Sturgis, of Yarmouth, . . . . . 01:00:00 | 
Item, from Arther Harris, of Bridgwater,. . . . . . 01:00:00 
Item, Dhomas Huckens;) 05.5.) <3) 2. sues) a2 en SOON LORZOU 
Due to James Walker for two journeys, one to Plymouth, 

and one to Mount Hope, : } MLL 
And for Leift Nash to Mount Hope, 
and to M* Treasurer for his sallary the last yeare, . . 28:00:00 

By vs, RICHARD BOURNE, 


JAMES WALKER. 


knowne expenses. 


"The charge to be raised by rate for this Psent yeare for defraying of 


Item, for the Gou" and Assistants, . . 2.9... 100 : Q : 0 
Mihir WENO BA 6 6b se 4S 6 6 o 6 o ie Oe @ 
Item, for nessesaries to accomodate the majestrates as 

Mistris Bradford did, } weet 
Item; for the-majestrates table... . . .-. 9. . =. . 80: 0: 0 
Item, for the vnder marshall, ... 2 « « » « » «» 06:15:00 
Item, for the officers wages,. . . . = » « « ¢ 6 40500880 


Warrants were issued out from this Court to leuy a rate of one hundred and 


sixty pounds twelue shillings and eight pence, for the charges of the collonie, 


TREASURY ACCOUNTS. 


for the ensueing yeare, besides the officers wages ; the aforesaid suie to be 
payed, the one halfe in wheat, barly, and butter, the wheat att four shillings 
a bushell, the barly att three shillings and sixpence a bushell, and the butter 
att flue pence a pound; the other halfe, one halfe of it to be payed in Indian 
corne, att three shillings a bushell, and the other halfe in rye and pease, the 
rye att three shillings and six pence a bushell, and the pease att three shil- 
lings a bushell ; all which payements to be good and marchantable, and to be 
deliuered to the Treasurer, or where hee shall appoint, soe it be att Boston or 
Plymouth, the first halfe by the 15" of October next, and the latter halfe by 
the first of Aprill next, and the charge of transportation defrayed. 


The proportions of the aboue written charge to be leuied by rate on each 


towne of this jurisdiction. 


IPlvimouthvenns se) 1c cme Vea. bi arcrl ei eae: oa eet aes a 16: ‘0 
IDET OMITON A | SMe Of lec! Go hh eo oo Ale OR Tege 
Brudpwatetsa gcse ac Wiel ls, Sxu ciees) VEL scene ne eet OOT) Cars 
Scistuat@smmcMsh <c) Ss ec) oclel pee) Pohesael cs) oe are rem CetO47-m 0 
A AUNGOI, Meee. pe Get ct pci, bom Wedlniee cr cranteh wer Ken perm Or OO a4: 
SHiNGh ply coum BE coro Me oS oe oe ei Nee ey UIT es 
BYP Ot seen LMR mcm? ken ec ier teen oe ate same OEE Oa: 
Barnstables ce ssw Gok se ueo ifs Gce smh fe Us) coeeee ce S49 1690, 
WER HONG Ss Baskey sc eae ot en oe ede lec kG. Seg Kieml ee! 
TrenOU0thwee sr 9 ess ek me eyes ee ee USLOD 
Astnaiseencemie ws ase ’s. Pee come eC sme Ge se “10:06:00 
Seige, so 6 & 6 do 8 o 5 ow 6 6 oo o WRU) AD 
DartMoutls ase ee oe eos) eat larch os) se 08.7 0000 


The Fines of June Court, 1670. 


ONATHAN HATCH, for selling liquor to the Indians, fined, 03:00:00 
Samuell Chanddler, for being drunke,. . . . . 00:05:00 


John Sprague, for suffering Samuell CHandler to be aie } Mine 
in his house, . eae ies Ar atrs 

Thomas Pope, for villifying the minnestry, . . . . . 00:10:00 

Thomas Hughes, for breaking the Kinges peacé,. . . . 00:03:04 

Thomas Lucas, for breaking the Kinges peace, . . . . 00:03:04 

Samuell Norman, for breaking the Kinges peace, . . . 00:03:04 


Lydia Tayler, for breaking the Kinges peace,. . . . . 00:03:04 
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1670. The Fines of July Court, 1670. 


July. LISHA HEDGE, for selling liquor to the Indians, fined, 02:10:00 
E Abisha Marchant, for being in bed with Mary Jones, . 02:00:00 


October. *The Fines of October Court, 1670. 
[*46.] sed 
' TILEAM ROGERS, .... gt fe ae cemmOor 0000 
Edward Jenkens, for his sagehee se og eg op « CRO Ol 
Jabez Snow and his wife). . A. - «= «© ae. = 203002100 
Joh Cooke, 920 eid Wiese See ae Ghee Pe OO col OG 
WaltamyKinsmany ©4002 eee cee ne ee OOF RTOTOO 
1670-1. The Fines of March Court, 1670. 
Hee OMI SWAMNONA ie Some oo Go 8 op ¢ 6 UBSOOs Co 
James)Pursevally ~~. % ~ . o «6 © 5 se =e OorO000 
Whikeimleibiy, 2 6 6 o 6 6 o 5 a 6 o o o 6 Olsil@s oo 
John: Graven is) 0s os es ie) eo “ae ees) et nO Lee LOS OO 
HdwardiStureis, Juni 0s 6. ome ee een OlnlORT00) 
John Gray, more, . . . . 00:03: 04 
An Indian called Will, hae about Tee fined, co WloOis we 
AMmbewmCrubite See 6 60 6 « 5 vo o o g 6 a UWOoMRc@# 
Jantelacmol Mie me 4 4 6 5s 4 5 0 6 o 6 o o OOS OR o Oe 
ING Mbit 5 6 Sos 6 6 o a 5 5 o «6 » O82O0e Od 
Jobn Sprague; 4) se oR ER ee ee 0005-00) 
Richard Tayler <Faylens “<0 < be. ae ee ne 00:10:00 
1671. * June, 1671. 
—, — 
Tune. * TREASURERS accoumpt giuen into to Leift Morton, Ensigne 
[*48.] Eames, Wiltam Paybody, and Thomas Huckens, as followeth : — 
The Treasurer was found debter to the collonie as by his | 330: ve on 
accoumpt, 


TREASURY ACCOUNTS. 


Thevlreasurer contra creditt,. . . ... . . . . « 308310: 
The Treasurer is debter to ballence the account,. . . . 22:03: 
Item, more by M* Bacon for Abraham Inet, 5 6 o o ORO) 
Item, more from John Bayley, of Scittuate, . . . . . 000:03 
Item, from Mary Phillipes, of Taunton, . . . . . . 000:03: 
Item, from M* Josias Winslow, Seni, . . . . . . . 000:03: 
Item, from Ralph Earle, of Dartmouth, . . . . . . 000:05: 
Item, from Jonathan Hatch, of Saconeeset, . . . 03:00: 
Item, from Edward Jenkens, of Scittuate, for his ee 03:00: 
Item, from Wiltam Hinksman, of Marshfeild, . . . . 000:10: 
Item, from John Sutton, of Scittuate,. . . . . =. . 02:00 
Item; from John Gray, of Yarmouth, . . . .. . . OL:10: 
Itempatrom= Edward Sturcis,, Junin.) 9c) <0) urn OLS10:; 
Item, from Wiltam Hedge, . . . Sugeno) Abeakiys 
Item, from John Gray, for Indian Will, be om ope oe Nba ie 
Item, from John Sprague, of Duxburrow, . . . 000:05: 
Item, from Leift Laythorp, 30%, Wiltam Swift, 10°, “be ) ee 
dow Barstow, 308, 
Item, from Gorge Vaughan for excise, 20°. 
The country debtor to M* Treasurer for his sallery mI a oaee 
yeare, . Rie to ie Es Cee ee : 

To Jonathan he ety Rae ae ee Cees Ole 0 Le: 
ito oor Ime. Gl 5 A aos 6 & no o 6 oo oo Mets 
Tho desea Weneanin, = bg el oo oo 8 2 og 63 UM Rilbys 
Moshiaward Southworth, <0 "ee ne eee 1 O00! 15 
To M' Treasurer goeing to Mount Hope,. . . . . . O01:10: 
awWaet Bradiord, 2. ~ & 3.5 zona aor. 001510 
Mouv= Vreasurer twise to Launton, | ae. 2. - O02 005 
To Ensigne Aldin, 9° shillings ora gun, . . . . . . 00:09 
Tits Umea 5 eg 6 op 6 6 op oe oo MU EKON 
The \Walkenn WWadnarall,. 5) 5. go & 0 9 0 o moe ss one UUIEIIG) 
To the Gout and Major, 40°,. . . . 02:00: 
To M' Williams, 20°, Gorge ae 123 Tho: West, dA ORS 


EPHRAIM MORTON, 
MARKE EAMES, 

WILEAM PAYBODY, 
THOMAS HUCKENS. 


O7 
10 
00 


: 04 


04 
04 
00 
00 
00 
00 


: 00 


00 
00 
00 
00 
00 


00 


00 


00 
00 
00 


: 00 


00 


: 00 


00 


: 00 
: 06 
: 00 


00 
00 
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1671. *June, 1671. 

—_—— 
June. TT this Court warrants were issué for the leuying of 296": 13 : 04 by 
[*49.] rate for the charges of the collonie, to be raised by rate for this 


following yeare. 
Item, for the GouT and Majestrates, . . . . . . . 100:00:00 
Ttém, for the: Major, <3 2 co sy eee ayes ye OU On 


Item, for nessesaries to accomodate the majestrates, . . . 12:00:00 


Item, for the majestrates table. . . . . .. =. =. . 30:00:90 
Item, for the vnder marshall,. . . . sp se epee OG 1357 OF 
Item, ior the officers sallery, 9. 9 < - 4) -) 1) es 20 0000 


Tt, for the charges of the comissioners theire sitting this ) pron +08 
yeare att Plymouth, ioe" ise oa 
It, for the printing of the booke of lawes, . . . . . 20:00:00 
Item, for monys to provide bread for the goeing forth on } 10 


: 00: 00 
the expedition against the Indians, 


3808:13: 4 


The abouesaid sume (soe much of it as concerned the treasure) is to be 
payed t6 thirds therof in wheat, and barly, and butter, or mony ; the wheat 
att fiue shillings a bushell, the barly att three shillings 64 a bushell, the butter 
att fiue pence a pound ; the other third p® in Indian corne, rye, and pease ; 
the pease and rye att three shillings six pence a bushell, the Indian att three 
shillings a bushell. The first payment to be payed att or before the first of 
October next ; the second by the first of Aprill next. 


The proportions leuied on the seuerall townes. 


To the Treasurer. To the Officers 
ls Sallerys, 
Plymouth; 3 0 24 LO eee eS E Te ROC 
Duxburrows) = VU O09 ee ac aE (IIR ORC) 
Bridgwater,;< . « « ALs098 2 & 2 eect) sueeeen ei ea 
Scittuate,, . 3 5 » 40316 3°. 4 oe pee OG ein 
Taunton, «+ «4 « :@2217 . Cat fo eae een eee 
Sandwich, « .. s « @@: 1% © ge. n cee enon Oo Lanne 
Yarmouth, ... 5... .. IS5,100. 95) 2 ae een OD eet eae 
Barnstable, . ... = 249100 ¢. 5 ee ee eens <a onan 
Marshfeild, -~. « .. 18¢1% % 5. 5 ee ee tere 
Rehoboth, . ... . 83316) . 4). un) een Sen) 


TREASURY ACCOUNTS. 


Hastiiani ee ot ee gkO 2 10 <8, a Fe Seo 8 a ORS 1A 00 
ewoseye  . ke hr 09) ee ee ee. 4. 6110700 
Dartmouths 1412 2. os kw we ss 08200200 
Middicher,= & . . O68 12° 2 2" 29... 200500500 
278: 14 
42:13 
236: 01 
*The Fines of June Court, 1671. 
OHN GRAY, for swearing prophanly, fined, . . . . . 00:05:00 
Samuell Mathewes, for sayleing from Yarmouth to Boston, 
‘ jor : 10:00 
One yew leans aver) Mey ci) sued me) won wa ume ose sed Saas 
Nathaniell Soule, being detected for telling seuerall lyes, 
00: 00 : 00 
fined, sens ee te ce a eens oe 
James Cole, Seni‘, for being drunke the second time, fined, 00:10:00 
Joseph Ramsden, for being found drunke the second time, 
00:10:00 
ECO Mme case (ae ee er ac) ah eS ret ae, Ae eee pe 
Wiltam Walker, for telling a lye, fined, . . . . . . 00:10:00 
Walter Winser, for selling liquors to the Indians, fined, . 01:10:00 
The Fines of October Court, 1671. 
YLES RICKARD, Seni‘, for selling syder to the Indians, 00:10:00 
+John Ottis, for selling syder without order from the Dem O00 00. 
~ Court, or to appeer to answare for the same att the Court, la 
John Bucke, for comiting fornication with Mary Attkin- } 10001 00 
son, fined, Scie Ved? Cai coplanar ren 
Mary Attkinson, for comitting fornication with John Buck, 10:00: 00 


[*50.] 


October. 
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1671-2. The Fines of March Court, 1671. 
—— 
March. ae ARNOLD, Juni‘, for comitting fornication with hos 00. 0m | 
Holmes, before marriage, 
, Holmes, for comitting fornication with Samuel Ar- | 05:00:00 
nold,, Junttan *) 
Josias Palmer, a eee Sseone of Me Wither. }oo iocga 
ley’s church, Be ko Pee my Te ees 
John Loe, for prophaning the onde aoe Beh oe O02 000 
Samuell Packer, Seni‘, for selling liqoor and syder to the ei oontn 
Indians, bree, ie Aare, 
James Walker, Seni‘, for braking order about a stray horse, 01:00:00 
Joseph Harding, for abusing the constable of Eastham, in }oo 10000 
the execution of his office, fined, 
Gis *June the a 1672. 
=—_— 
7 June. R TREASURERS accoumpt giuen in to Leiftenant Morton, Daniell 
[*52.] Smith, Thomas Huckens, and John Tompson, 
The Treasurer was found debter to the collonie by ec} 
485 :07:07 
accoumpt, GAC igh an = CRON em agar . 
The Treasurer p contra, creditt, . . . . . . . . 482:08:053 
The Treasurer debtor to ballence, . . . . . . =. . #£O8:19: 13 
Due to the contry. 
By pte of Swanseys rate, . . . . 03:16:04 
Item, by pte of Barnstable rate, sos Me Tee Allin 
was constable, era comer apm ne *}o1 08 :00 
Item, by 21 bushells of Indian corne, . . . . . . . 03:03:00 
Item, by M* Bacon, for Abraham Hedge, . . . . . . 00:03:00 
Item, from John Bayley, of Scittuate. . . . . . . . 00:03:04 
Item, from M* Josias Winslow, Seni, . . . . .—. . 00:03:04 
Item, from Jonathan Hatch, besides his goeing to Taunton, 01:19:00 
Item, from John Sutton, of Scittuate, . . . . . . . 02:00:00 
Item, from Nathaniel Soulee . . . . . . . . . . 08:19:00 


TREASURY ACCOUNTS. ile 
Memiaivom! Jotm Lee 8 6) 38 een ek a ws eee 01200700 16:79. 
Item, Samuell Packer, Seni", of Bridgwater,. . . . . 01:00:00 “~~ 
Item, by fte of Dartmouth rate,. . . ‘ . 00:15:00 77" 
The countrey debtor to M* Treasurer ue his ee is M 
last yeare, }s0 
June the 7", 1672. 
RDERED by the deputies that the Gou', the major, and M* Hinckley, 
shall have, for theire care, paines, and charge, about pTusing and 
revising our lawes, the sume of fifty shillings for each of them; and more to 
M* Hinckly, for transcribing the lawes, thirty fiue shillings; and to Mr 
Hinckley, for goeing to Rhode Iland, twenty shillinges ; and to M* Southworth, 
for the same journey, the same sume of twenty shillinges, to be payed out of 
the treasury. 
*The Fines of June Court, 1672. [*53.] 
Nos 4 
ARY CHURCHILL, for comitting fornication, fined, . 0G: 00: 00 
oe tDorcas Billington, for comitting fornication, fined, ) fos 00 : 00¢ 
||she was whipt, || 
Susannah Turner; for comitting fornication, caca th c 5s o UPSD SOY 
Daniel Cole, son of Job Cole, for cursing, fined, . . . 00:10:00 
July. 
*July, 1672. [*54.] 


Byes were issued out to the seuerall plantations of this 


gou'ment to leuy the charges to be raised by rate for this ptsent 


yeare as followeth: — 


ll 8 d 
Item, for the Gout and Assistants, . . . . - - + + 100:00:00 
Item, for the Major, 10", and for the Treasurer 30", . . 40:00:00 
Item, for nessesaries to accomodate to majestrates table, . 12: 00: 00 


18 


October. 
[*55.] 
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Item, to entertaine the comissioners, . . . - .- - + 80:00:00 
Item, for Thomas Sauory, . . . . ss. . ss « 06:18:04 
Item, for the officers wages, . . 2. - » 2 © « » « 40: 

‘Two thirds wherof to be payed in wheat, barly, butter, or mony ; the | 
wheat att 4* 6" a bushell, the barly att three shillings and six pence a bushell, 
and the butter att fiue pence a pound. The rest in rye att three shillings 
and six pence a bushell, and pease att three shillinges and six pence a bushell, 
the Indian corne att three shillings a bushell. 

The proportions to be payed by the seuerall Townes. 


To the Officers 
nos Tee Me St 


Plymouth, . <<. (RESTO. Los. xk 8 we ee Cees 
Dicsbervyee 4. 4 ALTOS SoU Ts ee ke 
Bridgwatersy <. « « LESOO Yio. 6s ke « Ue 
Sclttuntee vest eee LG a: ne a, es, we Se UO SO EOG 
TT auntonse Vee ee ee La xt im, as) es ec.) ke Se oe OGRE ULE 
Sandwich, «8. hey PRR SLY sax © os ven a eee OO UneOe: 
SVBEINOUGD Gen ba) eu UL Ore OP ects mre 5, Wy ce ee mn OR on tas Oe 
Barnstablesta gio ce we MENLO ew 5 a a OG ees 
Marsbfeildys . . « ISIS) 2 2. he A Rr Oeeelow es: 


Baboboth; 2... SOCIG . wos we cu nw Woh a eee 
Bastham owe ats LOR LO) Geukt om: 4. acces Beceeee ewan OSE G 
SWAMBOY) (whos oct kL ROD: fora os ote ieee Pees | due ee 
Dartmouth Wo. ce « LeU Se we cree SO ee Oe UG uu 
Middleberry, . . . 06:12 


278 : 09 


The first payment to be payed to the Treasurer att or before the first of 
October next, the latter by the first of Aprill next. 


*The Fines of October Court, 1672. 


ILEAM MAKEPEACE, for selling liqoor to the In- ) " 
dians, fined fiue pounds, . gms a 5:00: 


Jabeze Lumbard, for selling liquor to the Indians, fined 
fifty shillings, i EA ah OR Rete Ae met } a0: 


TREASURY ACCOUNTS. 


Thomas Jones, for being drunke the second time, fined ten 
Bilungeni ae 2) Wales mo joo 


Edward Coleman, for cursing, fined fiue shillings, . . . 00: 5: 


The Fines of March Court, 1672. 


LTE O NE VEO DIDO RD 8 se eh A ie oe USA 
‘Abisha Marchant and-biswite, . .. .« .». » ». » 10200 
Alexander KWanudah, ;aes) > ss saw 4» a ODDS 


Francis Curtice, 


*June the 7“, 1673. 


710% 


d 


: 00 
: 00 
: 04 
Py See ere eee Maal ile 
Gorge Russell,of Duxburrow, 3. 4 » » » » « « O08 10% 
(EhomasNacolls;) sar sh osfb ov Gen) 3 oul) el ot tee ODO 
RODCEEMOAtLONG, wuss.) cl tog sae |e) erases acl yee pee OO pe 


00 
00 
00 
00 


HE Treasurers accoumpt taken by vs whose names are vnderwritten, or- 


dered therto by the Court : — Jade 
The Treasurer was found debter to the collonie by the ac- 
476:19: 
coumpt, . a ee 
The Treasurer-p-contra creditt,. . . . . «. . « « 429:08: 


The Treasurer debter to ballence, . . . ... =. - 47:10: 


The collonie debtor to the Treasurer for his sallery, as wee | 


~ conceiue, 


Rouballencomme ane mete aan SRL cs eG is oy ae oh des 10% 


More, in debts vngathered. 


As by bill from a Richmond, of Taunton, of 
Phillips fine, 


More, in Fines due to the Collonie. 


Sy Wantell Cole, Juni ys6e Gn ar ee ee 600710: 
By Wiltam Makepeace,. . . . . « - » + +» - ~ 05:00: 


030: 00: 


389: 0; 


08 


00 


00 


00 
00 
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med 


7 June. 
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140 PLYMOUTH COLONY RECORDS. 


1673. By Jabez Goumbert, 93 03> 2 ee ORSON 
aia aes By Thomas Jones, of Taunton, . . . « - - « « « 00:04:00 
eas By Francis Curtice, . . Ao en ea et (OLEH OF00 
By Mr: Bacon for Abraham Hee S68 6 5 & 6 6 6 OMEOR Ss OL 

By ‘Thomas Packer, of Bridgwater, . . « » «= « « » O01: 00700 


By the Squa Sachem, of Saconett, . . . . . . . - 80:00:00 


The totall sume due to the collonie,. . . . -. . =. . 118:14: 4 


JOHN FREEMAN, 
EPHRAIM MORTON, 
MARKE EAMES, 
JOHN TOMPSON, 
THOMAS HOWES. 


June. The Fines of June Court, 1673. 


SACK NEGERS, for breach of peace, fined, . . . . . 00:03:04 
Wiltam Bassett, for breach of peace, in striking 2 ladds, }o 


anew 0:05:00 


October. The Fines of October Court, 1678. 


OHN KNOWLMAN, for being drunke, fined, . . . . 00:05:00 

Benjamine Chettenden, for being drunke, fined, . . . 00:05:00 
Humprey Johnson, for coming into this gou"ment, and 

erecting a house in the township of Scittuate, soi time this gg - 10: 00 


sumer, and dwelling in the said house, contrary to law, fined, | 


1673-4, March, 1678. 
——— 
March. UMPHREY JOHNSON, for cutting downe a land marke, 


and therby breakeing the law of this goutment, fined, . pos 2 00:00 
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*June the 7", 1674. 


HE Treasurers accoumpt taken by vs whose names are ynderwritten, 


being appointed heervnto by the Court : — 


The Treasurer was found debtor to the collonie,. . . . 325:12:00 
iBbcontracredittsiameien ees ee es ele Re See oOS hh 0706 
The Treasurer debtor to ballence the accoumpt, . . . . 22:04:00 


Item, more in fines not yett gathered. 


Pa Wamell ColesJunityes me aes ee esi micnee aun ae ues OO 107-00 
PeWaltam Makepeagers, g. lic, auc ca Gey wp ay foi teen. 09. 9002100 
ib=elbomas: Jones: oil eanunton, a.m) ecm ee een eee OOO 100) 
le Ihe Ours, 5 oo G 6 oo 6 6 1 of se a a « UASOORWR 
Px JohneBayley,iofsocittuatt.. 2) Welch /-Wa ssn OO Oi 3204. 


Oe Gal oO 


Due to the worshipfull Treasurer, as wee apprehend, for his 
sallery, 30", hee haueing had more labour and trouble last yeare > 30: 00 : 00 
then ordinary, 
JOHN FREEMAN, 
EDMOND HAWES, 
WILEAM CLARKE, 
DANIELL SMITH. 


*June, 1674. 


HE townes proportions to the rates leuied by order of the Court, held 
T att Plymouth the fourth of June, 1674. 
Plymouths proportion is, . - . - - + + + ees 16:10: 74 


Duxburrows proportion is, . . + + + + e+ ee 07:15: 23 
Bridgwaters proportion is, 07:15: 23 
Scittuates proportion is, gies L062 
Tauntons proportion is, 15: 08: 113 
SandwW proportion, 15:08: 113 

12: 09 : 034 


Yarmouthes proportion is, 


July. 
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Barnstables proportion is, . 
Marshfeilds proportion is, . 
Rehoboths proportion is, 
Easthams proportion is, 
Swanseys proportion is, 
Dartmouths proportion is, . 
Middleberrys proportion is, 


The totall, 


16: 
12: 
Qe: 
LL: 
O7: 
09: 
04: 


5 albter 


: O74 
: 043 
: 064 
: 093 
: 063 
: 024 
: 014 


: 103 


These proportions were ordered to be payed in barley, and wheat, and 
butter, or siluer ; the wheat att four shillings a bushell, the barlye att three 


shillings and six pence a bushell, and the butter att four pence a pound, 
viz‘, two thirds thereof; and the other third in Indian corne and rye; the 


rye att three shillings and six pence a bushell, and the Indian att three shil- 


lings a bushell, all good and marchantable, to be deliuer* to the Treasurer, or 


his order, either att Boston or Plymouth, and the charge of transportation 
defrayed ; the first payment by the first of October next, and the latter 


payment by the first of Aprill next, ensuing the date heerof. 


The Fines of June Court, 1674. 


TEM, Josias Holmes, for selling liquors to the Indians, fined, 
Wiltam Randall, Seni’, for breakeing the Kings peace, fined, 00:03: 


The Fines of July Court. 


TEM, Wiltam Maycomber, for breach of the Sabbath, fined, 02:00 
John Rickard, Juni‘, son of John Rickard, for breaking 


fo: 03: 


}o0: 08: 


the King’s peace, fined, 


Samuell Dunham, Junit, for breaking the King’s peace, 


fined, 


02:00: 


00 
04 


: 00 


04 


04 
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The Fines of October Court, 1674. 1674. 
—— 
( ; EORGE DAUSON, for Sabbath breakeing, fined,. . . 02:00: October. 
John Chase, for comiting fornication, fined, . . . . 05:00: 
Dorethy, the wife of Wiltam Tubbs, for breaking the 
Kinges peace, . oe we Lee }oo: kt 
Joseph Colston, for aubetee alee anni, sul etree an ODE OS: 
: 1208278 
tThe wife of Gyles Leich, Sen", for breakeing the Kings 
F }oo : 03 : 04 
peace, . cA Rate! sie baus as bie Sa eee 
*The Fines of March Court, 1674. 1674-5. 
=_—— 
OHN MATHEWES, for filthy speech,. . . . .. . 05:00: March. 


The wife of Gyles Leich, for breaking the Kinges peace, 00:03:04 [*60.] 


The Treasurers accoumpt taken by the subscribers hefof, appointed thervnto 
by the honored Court, &é. 


ll 8 


The Treasurer was found debtor,. . . .. . . . 283:13: 4 


PPcoutravcredittsmcn et eee ese ere eee POG eed L 
The Treasurers sallery,. . « . - s/s « . = . 080:00+00 
Remaines due to ballence the accoumpt,- . . . . . 020:01:01 


Still due to the country by fines. 


‘rom Daniell Cole, suns a eee 000510200 
From Wiltam Makepeace, . . . . . - ~~. + + 005:00:00 
From Francis Curtice, . . ee ee ee ee ee Oe: 00200 
From John Bayley, of Eee, eee 002 03 2.08 
From Josiah Holmes, of Duxburrow, . . .. - . 001:00:00 
From Gorge Dauson, of Middleberrey,. . . . . . 002:00:00 


More, due by bond, for Indian Hoken, sold, . . . . 08: 00: 00 


MARKE EAMES, 
DANIELL SMITH, 
BARNABAS LAYTHORP. 
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1675. 
Sa ae 
10 June. 


[*62.] 


[*64.] 


PLYMOUTH COLONY RECORDS. 


*June the 10", 1675. 


S| as rate proportioned to the seuerall townes as they are to be payed in 


to the worshipfull Treasurer. 
u 


Plymoutli. ge ce Bes ee ee te emo mn: 
Duxburrowse seem dele no 8 8) uae ene tence Oli 
Birdewater, so a ee oe ee ee eee ee 
Scitttiate;= ys mace Meciee vey ha ueystibr ca cem erst Uber tice amen ce fs 
Tannton, # Oe ee) Soe. ee. a. Or. er ee ceo 
Sandwichars) a" 8, SoS a ee, ee elon: 
Yarmouth» aes, ema wars Seeks. OR ea. Feo USO Rn Ss ame ORS 
‘Barnstable,4. 4 eo. al a ee ee ane Mele Pe roe LOR 
Marshitetld, jemrants Aree Goma (ce et es. Se Le 
Rehoboth, 92 Gia Gh’ sags, eh, eee ee See 
Hasthamity on. sctee: Wp omen Pac ame ee, Scouse “ae re erm a LAL 
SAU RGN Ge MPU arn SME Rte ee de A oc it ot, UES 
Dartmouth see mec 4 eens meen, Eee ae ee Or 
Nivddlleberi yrs seis rt tka eee ce oie ea ee Ons 

Stingray 895 5 6 6 wo lets 
More to be payed to the officers wages,. . . . . . « 040: 


207 
: 02 
: 02 
: 06 
Slit 
St 
203 
S00 
: 04 
: 06 
:09 
: 06 
: 00 
: 00 
: 00 
: 00 


These proportions were ordered to be payed in barly, wheat, butter, or 
siluer ; the wheat att four shings and six pence a bushell, the barly att three 
shillings and six pence a bushell, and the butter att fiue pence a pound, two 
thirds therof ; and the other third in Indian corne, rye, and peases ; the rye att 
three shillings and six pence a bushell, the pease att three shillings a bushell, 
and the Indian att three shillings a bushell, all good and marchantable, to be 
delivered to the Treasurer, or his order, and the charge of transportation de- 


frayed ; the first payment by the first of October next, and the latter pay- 


ment by the first of Aprill next. 


*The Fines of June Court, 1675. 


IL 


OBERT CROSMAN, = 5) 300) Gar, on ee or 

James Burt, of "Taunton, . 9 4) el aneene ee OOe 
Nathaniell Hall", "5 <. 5) se ae OE 
Hphram ‘Tinkham,” 3 3 2 30). (2) sean oe 
Samuell Wood, . 5. ios as cy Sue OE 
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*June the 9", 1676 1676. 
HE honored Treasurer gaue in his accoumpt to ys, the subscribers, which 9 June. 
is as followeth, viz! : — n — [*66.] 
The Treasurer was found debtor,. . . . . . . . 1082:04:07 
J @olemyGacclity o 4 6 8 6 «6 © 5» 6 5 o 6 9 MMOS aie I 
Remaines to ballence the accoumpt, . . . . . . . 059:16:03 


More in debts owing by the collonie. 


Item, to the honored Gout Winslow, as pt of his sallery, 02:17:00 
Item, to M* James Browne, his whole sallery, . . . . 07:03:00 


Debts due to the collonie. 


By Vauntons rate in June; 1675,.. 5 2; ne . 15508911 
Item, by their second rate in cea De . 13:00:00 

Item, mof, by a barrell of powder, Wiltam Harvey ~ di re 
Richmond had, from Rehoboth, ee rae *}05 ade 
Dyeraccedn Wnne, (Vat 8 ean ste fe oe) ce) ee REI S06 
By December rate, . . ae eee os eee Beko OO 00 
By M: Nathaniel Thomas, by bill, Pyne teee re 100500 
By M* Hinckley, for a muskett his son had of a Gow, . 01:00:00 
By Capt Freeman, for a gun, . . 01:00:00 

By Leift Ellice, three guns, & ten ae of Seis and 12 
03-15 : 00 

pound of bulletts, - “nilit, Sale ae ay 
By Scittuate, for 14 guns as a bal, of Saha oe) SD 00-00 
Byarivmouth eizbt pune, aaron = = 08200700 
By Duxburrow, fue guns,. . . . - - »+ + « + + 05:00:00 
By Marshfeild, 21 guns,. . «7. . « 5 «© « - » - 1:00:00 
Byer ranceDarker, <2 -.2 Sh ee. eee . OLS OL: 00 
By old fines. 

amellCole, sini ee ey eevee eo ews «es, ae 00710700 
By Wiltam Makepeace,. . . . - - - + + «+ - + 05:00:00 
i 02:00:00 


By Francis Curtice, 


By John Bayley, . 00: 03; 04 
By Josias Holmes, 01:00:00 
02:00: 00 


By Gorge Dauson, Ra) as 
The Treasurers sallery not oa ae Pas 1 oo 5 oo OES R UL) 
THOMAS HOWES, 
JOSEPH LAYTHORPE, 


19 DANIELL SMITH. 


8 June. 


[*68.] 


1677. 


13 July. 
[*70.] 
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*The 8 of June, 1676. 


HE rate for the publicke charges of the collonie proportioned to the 


seuerall townes of this jurisdiction, as they are to be payed to the 


Treasurer. 


Plymouth, . 


Duxburrow, 


Bridgwater, . 


Scittuate, 
Taunton, 
Sandwich, 


Yarmouth, . 
Barnstable, , 
Marshfeild, . 


Rehoboth, 
Eastham, 


Il 8 


19:08: 04 
08:16:06 
08:16:06 
81:19:06 
18:04:11 
18:04:11 
14:16:00 
19: 08: 04 
14:16:00 
7:03:06 
LS O00 


194: 07: 06 


These proportions were to , payed, two ftes of three therof in wheat, 


and barly, and butter, or siluer; the wheat att 4° 6° a bushell, the barly att 
three shillings and six pence a bushell ; and the butter att fiue pence a pound ; 
this first payment to be made att or before the first of October next after 
the date heerof ; and the other third pte to be payed in Indian corne and rye ; 
the Indian corne att three shillings a bushell ; the rye att three shillinges and 
six pence a bushell. 


This latter payment to be payed att or before the first 


*July 13, 1677. 


of Aprill next after the date heerof, all good and marchantable, to be deliu® to 
the Treasurer, or where hee shall appoint, prouided it be att Plymouth or 
Boston, and the charge of transportation defrayed. 


UR honored Treasurer gaue in his accompt, which is as followeth, 


vigg : — 


The Treasurer was found debtor, 


P¥ contra creditt with the Treasurer’s sallery, 


There is due to the collonie to ballefi, 


il ay eed 
815: 08:09 
792:06:01 
23 : 02:08 
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The collonies debts. 


Oy launton mony tate, (16,) 0 goals. « os « « « 20162 
By theire corne rate, . . . ~_ 018% 
By Marshall Pratts sallery, pay to hin ee ts hen 
due from Taunton, Leo eek hg cy igh: } i 
By Rehoboth mony rate, . . . eee OLE 
By Marshall Nashes rate, payed by Mie onion Seo os WE 
Due to the collonie in fines. 

Prom Makepesce,. «att ana Exiled “as 4 olan = OSs 
Byaoun Bayley, 07 nie ke) woe se se xp 00K 
by (rore Danson, Wa iice is een SS -Syesaeen gn gieetnna” ia nO 


DANIEL SMITH, 


03: 
00: 


BARNABAS LAYTHORP, 


JOHN MILLER. 


July 7". 


Nal WHITE, of Taunton, fined, . . . . . 630: 
If payed in siluer, then, . . .. 15: 


The rate leuied this -yeers for the ies nnn of tee 
country was, 


Besides the officers wages, which is, . . . . . . . 40: 


*The Fines of October Court, 1677. 


Il 


NN ANNIBLE, of Barnstable, widdow, fined, . . . O1 


Joseph Burge, fined, =. 2. « . - 2 s+ + 6 + « (00: 


182 


00: 
00: 


15 


00: 


:00: 
TOF 


ait 


: 00 


: 06 


00 


00 


7 July. 


October. 


[*72.] 
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1677-8. March, 1677. 

_—Y_,— 

ae AMUELI, JENNIEY. . co 6) ce a cee etme a0. 05 00mm 
SS Joseph Dunham, . . . i a) (ee ee OL 2 00%00 


Ruhamah, the wife of Joseph Niet On, or to be Sete . 02:00:00 
The wife of Nathaniel Cauell, fined, or to be whipt, . . 02:00:00 
Edward Cottle, and his wife, each 40%, or to be whipt,. . 04:00:00 


Samuell Nicarson, but hath libertie to appeer before the hoe Poon 
Court to make his defence, haueing not yett been heard, 
Teage donesyn os os deg een oe OULU OU 
1678. *June the 6", 1678. 
_—Y_— 
ple HE Treasurer’s accoumpt taken by vs, subscribers, which is as follow- 
(*74.] T erat 
eth, viz) :— 
The Treasurer is found debtor to the collonie, . . . 3806: 17:000 
2 contias isa c) 6). soles Ge dene ice swe OMS. LoeeerOUS MEL ORMOO 
Moithe-lreasurers:sallerys... 2) 4 + ss) s eoU O00 000 
Restsrstilliduetosballences. fs) -) uke | unica CORMmeLESEEOS 


An accoumpt of the money that was receiued for Showamett lands, together 
with a smale psell of other lands, vizS : — 


UMA dewey wed 5 5 Gg 6 9 « o o ctenkiye IKdron 
Peronee MN eo Pook o © og & o f 5 o llc ils Wit 


The towne of Taunton were found creditors 


By the comittee,. . .  « 4 s «, 4 2s) Gee ewroomlO aguas 
The towne of Taunton are debtors as followeth, viz: iem, ) 
: : 409:17:08 
theire proportion of charges to the late warr, : 
Item, to the 3 countrey rates not payed, . . . . . . 63:17 701 
Item, to seuerall fticulare psons, payed by the Treasurer, 35:15:07 
Item, to goods the souldiers tooke vp of the comissioners, 38:09:05 
Item, to Assonett Necke, . 5 . 3 & » = 5) ce alo0 0000 


MSM lye WOE 5 6 6 6 6 0 6 vb 6 59 9 « 12:13:03 
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Item, to stray cattle. . . . . oo 8 a 6 9 oo $OSeieaa 


149 
1678. 


Item, to eighty two sheep and tatiee Treen) Ye eco el. < O00 aaa 4 


739: ve #00 


DANIELL SMITH, 
BARNABAS LOTHORPE, 
JOSEPH HOWLAND. 


*June the 7", 1678. 


HE rates of the seuerall townes are according to the seuerall propor- 
tions, viz} : — 
Barnstable; es 2 “see ce es) Ge ee oe ee 290300 
Viarsbtelldi ee le er be co oa en on ee ke ee eT OctOS 
bmn b Go om & So bo 6 o oe & se a o Cee Weode 
Dox hurro wee eeu Nees Fs. ouch slo Fla cua he ae omen Ser N00) 
RGEC WALCES «2 Ge, Se eng ete cee Re Ea, SET 00 
Deittmatess ce Ea wena waueomeen ho uo lop Mee ot Boge tuner Sem mroneerO2 400) 
eauimtOns) 6 Fs) o's rt We) Mcoas) “ey win" a Ne Me, ee Mee OOD O4 
Shite lity, 8 Ge ites ie scuete ec a 4 poe og ae oem RIG 
Marmouth, re a as 4 sees Soa ts Os os BaeeQeelG 2.08 
(Eastham, espe ek ace i eueu sy eR cl Saeee ee rs. os ce LO 15 204 


BVAmrC ie ees Usaha ge uri. Pn ten #7 Ss 06:14:00 
Rehoboth, See ee ee od ta a enn. eee Oo OF 
251: 19: 06 


The seuerall kinds or specues in which the said sume is to be payed to 


the Treasurer. 
In wheat, barly, or mony. 


Plymouth, . 15:13:04 
Duxburrow, 08: 00: 00 
Bridgwater, 08 : 07: 00 
Scittuate, 24:02:00 
Taunton, eid Ta os 14:05 : 04 
ie te ee eee ree mt uc od owt a) oo) R12 00: 06 
Yarmouth, . 17: 06: 08 

22:13:00 


Barnstable, . 


6 June, 


7 June. 
[*76.] 
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1678. Mardhfeild, .- 00. a Geter ose ee cee en een LG 0 
Y Eastham, «0 «0s. <i> <a Re ee ee See hs 05 
Ure Gwansey, <5 bs ace wo le ete ba) oe ee OS Oa 


Rehoboth, a 4 “eis cs 3 Bee. a) ee) See Gay gOS 0 eae 


June. *June, 1678. 

*78, 

i O be payed to the Treasurer in Indian corne att 2* 64 a bushell, or rye att. 

IE three shillings a bushell. 

Iho, bo og SB 8 bb 5 o 6 we 6 ob ow o 6 Abbe lee Wt 
Deion: OF mf 8 Fee Ge Peo os aio na of Wee ale O0 
Bridwater: se bla lesa ie) ss fale ok ee Cela ac = Oa On 
Scittuatse ta) cate be cel gence yea Renee, 0-0 le Behe 1.6) OR ROO REO 
Paunton; «seer, eal yee ee (ce) Se on OS MLOEO 
Sandwich, isle 9.) Llc 0) sch eee 1a) Wan SOULCMIG) nO SEOOEEOU 
Weds ae ie fae os «aa 5 4 Wes Ooh) 
‘Barnstables.a 3 s) wt) sus os telus [eb ee ac) OS ERLOMOG 
Marshiteildcc. Sy Sivas vadteechs shueiclies 2 Oe) OO OOOO 
Wastham, 26 2 4s. ie ash Ges ce ee i) asl de ge) ge ee eee OL OOO 
SW ARGO tad cidrard elePe (yd Kaen Sys oe eee OGL O 2200 
Rehoboth, a. ys: Berea... (. Te aw ee fe a SEL O0) 


The officers wages to be payed in Indian corne att three shillings 
a bushell. 
Plymouth, 3. 6. S) a, 4 8 gs st a ee ee Oe 
Duxburtow; co ch reviicn ie) ast ere cann ne une (SET) HTNO OD 
Bridgwater, = ks fee ene EO Se OORLOU 
Scittuate;” 17°. 75. 3 ie ce nee es eG ERO ORTOO 
Taunton; “c's a ee ee en ee Un eet TS Tel CVT 
Sandwichs) 0%, << . ss yn 8 le leg, eck nase mm) te 
Barnstable, 0k -a) 158 ‘Scape ty ere eT Og 
Marehfeild, 4:<.. tue Be RR ee, ee ees Oto 
Hasthamy sms. ares ®t OR Reap ae ee eC 
Rehoboth, eer eS eis es 2 
Yarmouth, 1... ee es Ee a ey eee ee rey 
Memof. Ten shillings which belonged to Marshall Nash was omited 
and not payed the last yeer of Yarmouth pay — the officers sallery. 


a a a 
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*The Fines of June and July Courts, 1678. 1678. 
te Ce tn aaa 
i DWARD WANTON,. . . . . . . . . . . 10:00: 00¢ June and July. 
Nathaniel Fitsrandall, . . . . . .. . . . 20:00:00 ["79.] 
Richard Siluester, of Milton, . . . . . . . . . 05:00:00 Payed. 
If not heerafter marryed to her with whom hee comitted 
fornication, . } alll: 
more to be payd. 
{March the eight, 1643.t 1678-9. 
ul —_—-— 
ft HOMAS BURMAN, of Barnstable, fined, . . . . . 05:00:00 8 March. 
The condition of a bond giuen by Wiltam Randall, of 
Scittuate, for and on the accoumpt of Isacke Hanmor, to pay, fos: COE 


Samuell Shiffericke, of Taunton, this siluer, for abusive ) 


carriages. This was deliuered to Mt Alden, 4 ceo 
Due to the country from . ¢ 
{March the eight, 1648.5 peta 
at 8 d 
a BURMAN, of Barnstable, fined, . . . . 10: 00: 00 
The condition of a bond giuen by Wiltam Randall, of 


Scittuate, for and on the accoumpt of Isacke Hanmore, to pay 705: 00:00 

fiue pound, CE an) ate oe oe Pes. Oe Once SORES BE 
Samuell Shiffericke, for abusiue carriages,. . . . . . 00:15:00 
This to be payed in siluer, deliuered to Mt Aldin.¢ 


tJune the third, 1679. 1679. 
ll 8 da =—>—’ 


nf TT this Court Joseph Thorne, of Scittuate, for ahs ) 01:00:00 Jue. 


att cards twise, fined, 
Joseph Peirse, for playing att cards once, . . . . + + 00:10:00 
James Benitt, for playing att cards seuerall times, fined, . 01:00: 00 
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109: John Holbrooke, for playing att cards, once in the woods, hon ees 
—Y— once himself, haueing comand there, 
ihe Item, his man Patrick, att the same time, . . . . . - 00:10:00 
Item, himselfe, once in Gannetts chamber,. . . . - - 00:10: 
Item, himselfe, once inthe barne, . . . - + - + + 00:10:00 
Item, his man, once in the barne, . . . - - - - - 00:10:00 
This was abated. — 
John Holbrooks fine, . . . . - s+ + «© + + + 08:00:00 
[Robert Latham,] for being drunke twise, fined,. . . . 00:10:00 
[Thomas Jenkens,] for breaking the Sabboth, fined, . . .- 02:00: 00 
Thirty shillings of this fine remitted.¢ 
1678. *1678. Fines due to the Country. 
= Niet I as d 
[*80. ] TEM, from Edward Wanton, for marrying himselfe,. . . 10:00:00 
Item, from Thomas Burman, for marrying himselfe, . . 05:00:00 
Item, from Samuell Blaake, comitting fornication, . . . 02:00:00 
1678-9. March, 1678. 
—— 
March. HE condition of a bond from Randall in the behalfe of 
Isack Hanmore, ee tee ee ee pos SUA 
Samuell Shiffericke, in siluer,. . . . ... . =. ~~. 00:15:00 
Leas June, 1679. 
on OSEPH THORNE, for playing att cards, 2 seuerall times, 001 : 00 : 00 
Joseph Peirse, 2 « & = on « “Skea & eo eee eae OOS EL OO 
James Benitt;:) «5 “0 WU. Se SEA ee Se OO OG 
Bleak ne eG 8s a om 4 no o 8 6 o- o OetWs @ 
Ttem, his man-Patrick, <<) e ee e ) e OOF OREO 
Item, the said Holbrooke, once in Gannetts chamber, . . 00:10: 0 
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Item, himselfe, once in the barne, . . . . .. . . 00:10 : 00 
Item, his man, once in the barne, Re os 

03 : 00:00 
Of John Holbrookes fines remitted 103. a) 


Robert Latham, for being drunke, 2 seuerall times, fined, . 00:10:00 
Thomas Jenkens, for breaking the Sabbath, fined, . . . 00:10:00 


Att the Adjournment, July 1679. 


T was ordered that the proffitts of the Cape fishing, ann° 1678, shalbe 
demaunded off Cornett Studson and Mt Nathaniel Thomas, in the be- 
halfe of the country. 
Jonathan Higgens, for comitting fornication, fined, . . . 10:00:00 
Isacke Woodworth, for playing at cards, 2 seuerall times, 
fined, 


hou : 00 : 00 
Mathew Gannett, for playing att cards, &@, . . . . . 02:00:00 


The third of July, 1679. z 


é 


\ N 7 ARRANTS were issued out from the Court for a rate of 141:00:00 
besides the officers sallery. - 

Which 141 was ordered to be payed att two seuerall payments, the for- 
mer att or before the first of October, 1679, to be payed in wheate and barley, 
or siluer ; the wheat att 4° a bushell, the barly att 3° a bushell. The latter 
payment to be payed in Indian corne and rye; the Indian corne att 2° 6" a 
bushell, and the rye att three shillings a bushell ; to be payed att or before 
the first of Aprill, 1680, all good and marchantable, to be deliuered to the 
‘Treasurer, or where hee shall appoint, soe it be att Plymouth or Boston, and 


the charge of transportation defrayed. 


*1679. The officers wages to be payed in Indian, 3° a bushell, good, 
marchantable, transportation defrayed. - 


mM 
04:00: 00 
03: 00: 00 


Plymouth, . 
Duxburrow, 
20 


July. 


3 July. 


[*82.] 
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1679. Bridgwater, . 02:15:00 
—Y Scittuate, 06:00:00 
ey: Taunton, 03:10:00 
Sandwich, 04:00: 
Yarmouth, 03:10:00 
Barnstable, . 04:00:00 
Marshfeild, . 03: 00: 00 
Rehoboth, 03: 05 : 00 
Eastham, 03:00:00 
1679-80. The Fines of March Court, 1679-80. 
—— 
March. EORG SAMPSON, and Elizabeth, his wife, for comiting 
5:00:00 
fornication before marriage, fined, 
Wiltam Parker, of Scittuate, and Mary, his ane & selling 
5:00:00 
rum by retaile, fined, 
Isacke Negus, and Hannah, his wife, of i aunton, oe \ 
cae rite ' 04:00:00 
comitting fornication before marriage, fined, SF ey oe be J 
Mannoah Ellis, and Mary, his wife, of Sandwich, for for- 
05: 00 : 00 
nication before his marriage, fined, ; 
Wiltam Hunter, and Richer his wife, of Sandwich, De 
5:00: 00 
fornication before marriage, fined, 
1680. *June the 4", 1680. 
——’ 
4 June. HE accompts taken of the Treasurer is as followeth : — 
[*84.] The collonie is found debtor, . . 408 : 08 : 06 
Contrary creditt, Soe 502: 11:00 
The ballence due to the contry in the Treasurers hands, . 94:02:06 
Item, due to the country in Mt Hinckleys hand, 01:12:00 
Item, due from Rehoboth of theire last yeers rate, 01:03:00 
Item, due from Middleberry, $02 : 00 : 00 
Item, due from Manamoy, 01:00:00 
Item, from the Freemens lands, . - $01: 00: 00¢ 


00 
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eam, ier wore onl, 56 5 o 5 o » n 5 6 5  WiLerkey earn 
Item, Benjamine Leanard, ona bond due, . . . . . 03:00:00 
Item, Jeremiah Hatch and Barstow, by obligation, . . 05:00:00 
Item, Leift Nash and John Soule, for Sampson, . . . 05:00:00 
Piplerker, o: wertuate 2 Go Shas wo. ys. ae VOR E002 00 
Jigevol, isis oy! Solr 4 6 5 6 6 4 5 4 6 4 Wave 
Vheeren, WWViororehvereel, Ge MeO s 4 6 6 5 59 4 5 4 WOaUb a (0) 


Item, Josiah Smith, Cee cre mee 10:00:00 
Item, Nonoquoquitt Necke, their last yeer rate, . . . 00:10:00 


EPHRAIM MORTON, 
BARNABAS LAYTHORP, 
JOHN THACHER, 
THOMAS LEANARD, 
JONATHAN BANGES. 


The Fines of June Court, 1680. 


MOISE WSO. mee Boo 6 As o 6 6 « no UAE EO 


Josepua W lite wees) ose w ane Gece lune on ermOOeOL200 
slrumce Driggs as Welle oo © Siar Tae wee a) 4 200 102.00 
jim Comin 2 aS ob oo eo « G& oo 6 & o o oS IROL 


Mignees WEG. oo & 605 Bo WaMGo mona mg oe 8c) Ae le on 


*July the 10”, 1680. 


OR, the Gout and Majestrates sallery,. . . . - . . 100:00:00 


orthe officers wages,. - . - «+ + « «+ «+ « + 40:00:00 
For the’Treasurers sallery, . . . . «+ + » » « 20:00:00 
160: 00: 00 


The proportions of the townes. 
16:10:00 
07:15:00 


Plymouth, . 
Duxburrow, 


156 
1680. 
—~— 


4 June. 


June. 


10 July. 
[*86.] 


156 


1680. 
—Y_— 
10 July. 


[*87.] 


[*88.] 
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Bridgwater, 2) .. 2)! ame ee OTe: 00 
Sittuate,,  . .°.o is) iain eee een eee eo 00 2.00 
Taunton). . «  <ojante ot $054 eek Lae eee OOS 
Sandwich s o-..3. 5: erp ee ee eee eee ee OFLC OO 
Variioutlit: <. ey-c et Ge gre eee ec Or 00 
Barnstablestar s sis se. 2) <A oe cs 6) cone die um Sue ferent Or ml OL 00 
Martelds).) 3 2 5) 5 | ot 6) seem te ies: Wretenteteemnl care O00 
Rehoboths = os os. 8 Sy el oe ae ese ee00) 00 
Hastham;® esr 2 ot coke See ele gece eee ee 1900)200 
Swansey 0 iy ee. 3 es ep a ie ee ey OUI OU 
Dartmouthiaeey aa cunkereaenems oc eee OOnO0 
Middleberry..c% es) 0.-G 6 oq. os ce gees ont Ope DO 
MMannainOy toy wee 5 alse ve es elas Ps ie eee a) ee ec oe 


175: 10:00 


The freemens lands att Taunton Riuer,. . . . . . . 02:10:00 
‘Accord bond sharess.c <a =) c <) atime Bree LOLs LOLIO0 
NannaguaquettsNecke,; 3). 92 = 3 3 ee ee ee O01 0/100 


04:10:00 


These were to be payed in wheat and barly, viz: two ftes of three 
thefof, wheat att 4° a bushell, barly att 3 shillings a bushell; this x x x 
thirds thefof. 

The 2°" payment, which was the remaining x x x, in Indian corne 
and rye; the Indian corne att x x x, the rye att 3° a bushell; times of 
payment x x x x 


mM 
"To the country charges, . . . 4 « «© «© =o ay to eOSnee 


'Toithe-officer, <-> 5; Wifes stn 2 ee ee OS ODEO 


*1680. The officers wages proportioned on the townes. 
HN 8 a 


Plymouth, 3 6's cay cee ss a ee 
Duxburtow, 2 2: ss. ms sl, se gp ee 
Bridgwater, 5. ss. (5 © 4 tu ye eee te aman) oem 
Seittuate, 6 ou. ws die wo, tee a) Su ee nS OREO 
Taunton, .).. s dis ea Peel a, ee ee Sm OED 


Sandwich, . . <« 5 © "sn 6 5) nee enema ()ateenrrennies 
Yarmouth, 4. 6 3 ee Se Oe ee eT 


Bamstable, 0... ew we tn Oe OG 
Marshfeild, 2. 5. <<. 3 a Se er 
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ie mobocu.sa em ye-.eete atin ds Yt) athe en 26 UOS 0B200) TES Or 
ae tai ine seme e. exis) callie. at OS8008 007 SS 


10 July. 
40:00: 00 
This was to be payed in Indian corne att 3° p™ bushell. 
*The Fines of October Court, 1680. October. 
[*89.] 
ICHARD BENITT, of Rehoboth, for being drunke,) " #8 4 
00 : 05 : 00 
fined, as ain 
Teage Jones, for being drunke the second time,. . . . 00:10:00 
Samuell Packer, for disturbing the church att Bridgwater, 
01:00:00 
fined, . i, cen, ce OR Soe ee ee A eae 
Isacke Harris, for disturbing the church att Bridgwater, . 01:00:00 
Robert Ransome, for selling rum by retaile, without order, 0500" 00 
COT Ae rey Wis. aa: se OR se Gir cere i = eimewe a pate alae ts 
The Fines of March Court, 168%. ae 1680-1. 
———— 
TEM, Phillip Dexter, fined, . . . . . s+ sss 62210200 ) Mae 
Item, Cornett Studson, . . . . . . - ees « 00:05:00 
The Fines of July Session Court, 1681. 1681. 
—— 


, \ ‘ TILEAM GRIFFITH and Richard Michell for theire neglegence in 9" 
not attending the publicke worship of God on the Lords day, were 
fined each ten shillings, to the vse of the collonie. 
Robert Ransom, for revilling the minnestry, fined ten shillings. 
Hannah Linnitt, for her light behauior with Job Randall, fined fiue and 
twenty shillings, or be whipt. 
Zacheriah Allin, for selling liquors to the Indians, fined fiue and twenty 


158 PLYMOUTH COLONY RECORDS. 


1681. pounds; but in case hee pay the one halfe therof, in siluer mony, then 

—.— but the one halfe, which is twelue pounds ten shillings in siluer mony. 
it James Mayo, for vnsiuell lying on a bed with with Martha Harding, hee 
was fined twenty shillings. 

Ralph Allin, of Sandwich, for revilling the gospell minnesters, fined 
ten shillings. 

Nathaniel Warren, for prophaning the Sabbath, fined thirty shillings. 

John Randall, for revilling M* Mihell, preacher of Gods word att 
Scittuate, fined ten shillings. 7 
x Dunham, for selling strong liquors to the Indians, fined, 5: 0 


8 July. *The 8 of July, 1681. 
[*90.] 
dj bs proportion of the rates of the seuerall townes : — 


Piymouthses) Gey 5 2s 8 ee wl 2 ee ee ee OOK 
Dede co G peg © 6 oO 6 8 o © ooo ooo 
Bride watery... 6 se <. so wR ee Vee We a LO 
Scitéiates® Fa dec taco dels. fom Gees Meh eihee rc aie eee nO ete eee 
‘Taunton, 5 ae ee oo eS (© 
SO Ce CG ae ee og ees tees A ee UE Ne @ 
Varmouthy ca. 0. Ye: vee oeees ye Socrates 02 le ass as) oo ee Oe oO 
Barnstable; c. ao cep oo oN cis Sots pee ee OOO) 
Marshfelld, & 5 sa 3 4) Gk Joe > is, gee LOBES mE 
Rehoboth; . ae (a @e 4 uel eee Ope Open 


JIE CG eK ReCr Ce De ceoc m@ G 0 o 5 o Wee ilese@e! 


Swansey,, te 0 0s ea eco re no re OOOO) 
IOC foo oO 8 os o& oo a 2 ere OD OGEOS 


Middleberry; J. ~ 0 4 SR ee es eos enoeed 
We iEh ot ie Mas cog f om 6 «6 WalMe @ 
Freemens ands; (5° 2 5 9s eee ee ee ete ee OL ORZOO 
Saconett, © Sak eh ce ee er mg coerce sm mrt meee COT Gram) Po OCD 
PKA INON EI 4G o@ o G 6 6 o o o o o = UBIO Oo 
Nunnaquagett Necke, Baty Aso»  <c 
Punckateesett propriators an] inhabitants,. . . . . . 03:10:00 


Sume totall, . . . 245: 00: 04 
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The Gout and Majestrates sallery, . . . . . . . . 100: 
Domine omoersewagesyiy) ta) ah tn os arts os er ee MON 
frovthe: Preasuters.eallery; © 4 4 «0 «) & « . af & woe 
To the majestrates table, in siluer mony, . . . . . . 52: 


Mostheicomissionerss |). ee 2 6 «os «@ « » « wen 10): 


222 : 


The p*ticulars of the officers sallery, 1681. 


TAR NGS oy BAe eE a ooo a> Bu inten om ici atten aw OEE 
Dex DUrco Weae eres: tr ee koe as ch ne ree Cus Co eee Oo 
Bide water, cen eens enc sulsy wow oan Mom ee es OO 
Scitiiatem, mre mes Oe Neem aie eee tad bo mee OOF 
pater GOL wer eye) eo ucwn ty cre eu cet ies PP mde oe atm Oe 
San wich, cm. +) stew 9G. Pes eae ee en Use ave voli OAS 
SVATINOUtH a) Meneses) sien os, Je Cm Ses een ben a meee Os 
Barnstable. :mesy) wove rao. co eiSeemtace) acct henge Mel cw eta OER 


IMarshteit@ syuece. soles Us) eer) esc tth Sr 8) ade mh roel ses 
Rehoboth cs: @: vo 6 Us rrarse “ey el oe mee vel det octane eC 
LO GISIGy (ry Dignan cha Pil Mae Aye te aA OEMS Cece 


*July the 13”, 1682. 


(=) ea) hap ap Boe 


HE proportion of the rates of the seuerall townes are as followeth, 


viz: — 


Pigmomiy se te ee wee ee OO 
IDEN IRN, 0 coe 60 a 2 6 6 © ow eee a @ oo NOBUO. 
Bridgwater, <0 5) af 2 8 es cp op » o Je mos 
SCLULLIALC Mme emcee tsTiL cue sue Ye ume ge Wow Sw wende i14: 
Taunton, oS) ee GB WS Gees 5 oo eR 
SRE GH at ee tee PEN stk Petraes wn eter 222005 
WiswomtGin ee 2. LEG, ie cae eee om ce 
RAEN og oo bono o 6 -cl coeeceekce io uae 00) 


Marshfeild, . 


Cn mente oe Sey pa Lteny Ge BO kw re 418: 
Pe er es oer eters Sie las 


16:13; 
eye 
13: 


BS eey eres Ge ime fate 1a themes 210: 00: 


160 


1682. 
ad 
13 July. 


[*93.] 


1681. 
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Dartmouth; os J 66 20 3 SO Bee 09.06. 0 
Middtbefyyo5 Fos a.) PEEP eee Soe eee nenrere 03: 00: 00 
Mantiamoyetty:s 4% Ss: Ul “Gl fae a eee Oc C8 
Freemetis Lauds, Jy 4. 45 ee OR I cy 
Little Compton, Vo (so ® Gl Se ae 2. Be Oeen e090 
Accord Ponds shares, . 2 « « « «© « « » « « « O1205:00 
Nannaquaquat Necke, . . . . . - + + + + + + 00:15:00 
Punckateesett inhabitants or propriators, . . . . . - 03:00:00 
The inhabitants att Foards Farme, . . .. . . . . 00:15:00 
244:11:04 
1682. The officers sallery taken out of that aboue. 
Plymouth 2 4 a ue gw ei oe wo ieee ce US au 
lieing, 6 6 pet Sow S a ows e a a io os VE SUOROL 
IOC, oe G5 Hg go oe 6 0 ao © c o Wella 
Scituate 9.) ss ee es ee ee OGIO OO 
AUS Os ee ee ee Seunemcr ec ko dy tae UR Moy 
SanGwiChs us eeu ce a weed wt fap) «bce 4) te eee ne OAeen OO TO0) 
Yarmouthse isc. os so) eos) | wl ua ere) Ge ee eee ee OS ee LOLIOU, 
Barnstablesis 6! 91s cul ss) 8) tin ol in) bel, hee ee Oe 0000) 
Marshfenld s,s. saeco oe une, ee ge) see ee OS OOETOO 
Rehoboth ge. a) te Geni te ce ete oc) eee eer OSORIO ORO 
Basthamines 0.4 nes worn sounes ao uae! “ab ey ve ss Ha eee or OOROG 
40:00:00 
*July the 13, 1682. 
HE accoumpt taken of the Treasurer is as followeth, viz: — , wen) 
The Treasurer is found debter, . . . . . . . . 139:02:00 
P®icontra.creadit,. = as . = ts Wecnl ey pecan a me OL Shem 
Rests still due to the country, . . + s » = « « «) p2o07302 
1681. In debts still due to the collonie, as followeth : — 

From Accord Pond for the yeer 1681, . . . . . . . 01:10:00 
IYI oROe one = 6 4 6 6 5 «6 5 « gp o OileMOoe@ 
From Woodward, of Taunton, . . . .... . . 00:10:00 
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From Nannquaquat Necke, . . . ..... =. . 01:00:00 
Prom Manamoy;, due; Gos . .« « . «“5 + « » »  Ole<04:00 
Fron Yarmouth, fer oyle, . 6 ow « 1 6 » 4 « » «9 01608200 
Brom Wiltam ‘Gray; of Yarmouth, . 9". . . « . :s 01:00:00 
Prom: Simmons, due:by bill; . . . %. . % . « «* ¢905200700 
iExoms Bhezer Crockery). 3) 3) se) 6 202 21000 
From Callender, of Swansey,. . . . . . . . . . 00:10:00 
Prom young. White, of Brstoll,< «9. « % =. « « «00810200 
From Zacheriah Allin, of Sandwich, . . . .. . . 20:00:00 
From the Freemens Land,.. .-.". ... . . . . 00:10:00 
lino Senta G Soo 8 So 5 goon pe a o =o 5 Ubls Woy 
Idea Jal Roh Me nee & 6 o 6 4 yy 6 o 4 UR UNeIN 
From Nunnaquagett Necke, . 2 . . 2 . . £3 « 00815; 00 
IBromaPocassett; <9. 2) = ape sueeer col cee OG8100/2000 


Suma tota, . «a. 6 43 c0L7 300 


rome Wiltam Nelson, eee een een OZ L O00 
iain Ween Ieee 5 6 5 § 8 6 6 o a o ¢ o WSU sD 
LG Seven Noch oS 6 5 eo a o an a 5 USO Ray) 


M™, the two Courts in this month of July, 1682, allredye accoumpted 


for with the Treasurer. 
DANIELL SMITH, 


BARNABAS LAYYHORP, 
EPHRAIM MORTON, 
WILEAM PAYBODY, 

Ai: jet paling JOHN CUSHEN. 


*The sunie of thirty shillings receiued of Captaine Freeman for a fine of 


Robert Nicarson, of Mannamoiett. 


*June the 8, 1683. 


HE propositions of the rates of the seuerall townes for the yeer 

1683. 
Pay moter oe fe saad lye is hes 18: 14:00 
Duxburrow, 08:15:00 
08: 15:00 


Bridwater, . 
Q1 


161 


1682. 
— ya 
13 July. 


[*94.] 


162 


1683. 
ate ao 


8 June. 


[*96.] 
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Scitéautess Go dw up cs = a 9S Set Ge eee Bis 
Sandwich: go. os & os | eae Spe ieee 18: 
Maumtonsieerce a ce Je f 2 eee cs eto are SNC RR ae LS: 
Warmorithy ete tics jo 6 su el ple encnmncn Mts aa ReO NEC: atte 14: 
Barnatabijice ea! xe 4 ep OS A Ge ee ilfet ¢ 
IMiarehifetldste. eygepate eo 0) tees cee et lpm me oon eee 14: 
RMehobothiawea. aire: fcc. fo cet sents) er mtu mee 14: 


Miastlidtns ad) ade adelyientne <p Sees Fe eee 


Sivaneeyy er see 1 ogi ore i 1 et ee ee 08: 
Martinouth ee cet tee) he ces ete tol gtiewin oo feei-" T 08: 
Riiddleherry;, wash st oh st Ue Say Bap ee 02: 
Mannamoyst 4,2 “2, +4) Been Bs gp ee ee 02: 
Breoviens land, . «« © « =< 5° =).-ee ee ee es 
Little Compton, © 2%. & 9 A & & 4°45 & eee Ue. 
Acard Pond shares: so. 2h SS) GS, 3: Oe Be Sree SOR: 
Nunnaquaqutt Necke, . 2 2 2 ss + © « = + = 00: 
Punckateest inhabytants or propriators,. . . . . . + OL: 
The inhabitants of Foard Farm, . . . . . - + - + 00: 


*1683. The Treasurers accoumpt is as followeth, viz : — 


The Treasurer was found debter to the collonie, . . . . 278: 


Pe Gant eee! owas ic Sm oe Ge ee Oe 
Gtillsduestostheycolloniow a murs neon oi tmeonne er OLLU 


In debts due to the collonie. 


From Elisha Hedge, of Yarmouth, . . . . . . . . 08 
From Accord Pond shares, for acrees, the totallis, . . . 05 
Ihgowisioniin OMENS 8 6 oc 6 o a o on o Wl 


From Woodworth, of Taunton, . . .... =... OL: 


From Nanquaquatt, due by rates, for foure yeer last past, poe 


besides what was due in the late ware, . 


From-Simons, due by bill. . =. 5 © sles =) eee 


From Pocassett and Punchateest,. . . . . . .. ~~. O85: 


Suma totall, . . . . 26 


02: 
14: 
14: 
03: 
14: 
03: 
03: 
Gs 
10: 
00: 
Ville 
04: 
04: 
04: 
02: 
13: 
18: 
13; 


701%: 


19% 
: 03: 
: 08: 


: 00: 
SLO 
300% 
its 
5 UO) s 
20073 
00: 


LO: 
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A record of the seuerall utinsels payed for by the Treasurer, which are 1683. 


as followeth. SPA reas 
8 June. 


A table, a cubbert, and a bedsteed, and a small table, all of 
ee 8 pone £0 
More, 8 chairs, and two stooles, 10 cushens, and a carpet, 08:06: 6 
Item, 1 fier shouell, a great paire of tonges, and two paire ) 
01:03:00 
of tramells, ; i 


DANIELL SMITH, 
JOHN THACHER, 
EPHRAIM MORTON. 
NATHANIEL THOMAS, 
JONATHAN SPARROW. 


*June the sixt, 1684. 1684. 
—— 
HE Treasurers accoumpt was then taken and is as followeth, viz: — 6 June. 
The Treasurer was found debtor to the collonie, . . . 206:06:10 {[*99.] 
IB Quien oo 6 8 OS oo 6 5 5 6 6 6 os eebewye 
Rests to ballence, and is due to the Treasurer, . . . . 25:05:06 


Which said 25:05:06 was the same sixt of June payed to the said 


Treasurer, by the collonie. ‘ 
Debts still due to the collonie are-as followeth : — 


Imprimis, from“Accord Pond shares not yet payed, . . 06:12:00 


HiomeiNunnaguaqiatheNeckmucmucmr on.) .) en omen 0 OOnn31/00 
From Pocassett and Punkateest, . . . . ». »«—=« . « 05:00:00 
Rone Hoong harm germ se alee wl i ate) se O00 7'00 
From Nunnaquaqutt, for former rates not yett payed, . . 02:10:00 
BromeWiooaworth, ot launtony .) 0.) so 4 2. «2 OOF T0200 
From Simmons, 04:00:00 
iHrommbacassett tm sha is eee sts : 01:10:00 
From Isacke Allin, of Rehoboth, . .. . . ...-. 02:10:00 
Hrommsauncersotwsanawichy. 6m 4.) - os © 02:10:00 

07: 00: 00 


From Sutton, of Scittuate, . 
DANIELL SMITH, 
BARNABAS LAYTHORP, 
EPHRAIM MORTON, Seni‘, 
JOHN MILLER. 
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1684. *June the sixt, 1684. 


4 bee proportions of the rates of the seuerall townes 
6 June. 


[*100.1 eth : — 

Imp’, Plymouth, 
Duxburrow, 
Bridgwater, . 

Scittuat, . 

Sandwich, 

Taunton, 

Yarmouth, . 

Barnstable, . 

Marshfeild, . 

Rehoboth, 

Eastham, 

Swansey, 

Dartmouth, . 

Middleberry, 

Mannamoy, bet 

The Freemens Land, . 

Little Compton, 

Accord Pond sharrers, 
Nunnaquaquat Necke, 
Punckateest propriators, . - 
The inhabytants of Foards Farm, . 


1685. *Jun: 12%, 1685. 
Lonrnne! HE Treasurer is Dt to the colony : — 
[*103.] To the rates from the seuerall towns, . 


To Accord Pond, . 

(Do) Hordsiarmie nga eanearennee 

To Zachariah Allen, of Rehoboth, ‘ 
To Henry Sanders, 2:10: y° Gouer™ had 2: 2, 
To Sutton, of Scituate, . 

To Capt Thatcher, for a fine, . 


are as 


au 


18: 
08: 
08: 
30: 
18: 
18: 
14: 
18: 
14: 


16 


12: 
08: 
08: 
02: 
02: 
02: 
02: 
ON: 
00: 
Ol: 
00: 


209: 


nN 


LOO: 
. 004: 
- 000: 
02: 
00: 
O07: 
00: 


follow- 


14 


15 


OR: 


d 
: 00 
15: 


00 


: 00 
02: 
14: 
04: 
03: 
14: 
03: 
sbi 
09: 
10: 
00: 
Gi 2 
04: 
04: 
14: 
02: 
13: 
Si 
13: 


04 
00 
00 
04 
00 
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To the Gouer™ for a fine, . . . oo. 6 s 6 OL200:00 1685, 
To Caleb Hopkins, of Eastham, rae a ae. oe eee a OLevO0.: 00) Siam Yo 
To Ambross Fish, of Sandwich, forafine, . . . . . 00:08:09 222% 
Wa waoe receued at Tanton,.. . » « 4 2. « 6 « 000203 -00 

Of John Briggs, of Scituate, . . . . . . . . . . 00:05:00 

ie, Gale Cooke, fora dingy, « "a . kv adie  O1L S10: 00 


AC UMADUry, feria He) 4) 5 «eee eh ekan, Salen 00103 «00 
To William Pallmer, fora fine, . . .. . - » . 05:00:00 
Ter SGiniGyoeiniins, 5 5 5 6 a 5 8 & 6 6 4 6 OReOMaTII 
owohn Washbourn,foradine, <2 5. . . . « 4 O04: 15-00 
William Gray, of Yarmouth, forafine, . . . . . . 00:03:00 
To M* Barnabas Lothropp, fora fine, . . . . . . . 00:05:00 
To the Priuatteers, forafine,. . . ..... . . 05:19:00 
To receued from Barnstable, pt acct of a whale,. . . . 00:12:00 
By a mistake in the account, the last June, 1684, . . . 05:00:00 


To short of Mount Hope mony, . . .... .. . 19:00:00 
To mony srom. the Cape, fo © ews ss 1 =e 06610700 


otal es een e On OAs O02 


*June, 1685. Pr contra, Cr*. [*104.] 


ilo tone E owes MER 6 4 6 5 6 6 o o » o JUROR OL 
To M* William Clarke, for their table... . . . . .« 45:00:00 
ilosther Lreasuner,s) (eileen et) sven st sent an serene) een 20.0000':.00 
Moutheryndermarshallgy sawn + een rei OG clos O04 
To witneses & entertainm* about the Indian squaw,. . . 01:10:00 
To the Gouer™ goeing to Swansey, . ... « +» + » « 01:10:00 
To drinke for the soldiers at the proclamation of Kinge 

James the Second, at, PeaPeMatsy cS Gora MS Wee jon 
To the jayler for imprisoning the Indian squaw,. . . . 00:15:00 
(Rovamwolles 7 ses 2 oo 6 ow OOOH SO0 
To keeping the Gouer™ em at pape Cte 5.6 6 5 WOU EOL 
To charges to a man & horses to send upon one of the hoo ' 

comisioners to Conetticut, . 5 Rp? Pa Coen ere eek , 
To the vnder marshall for whipping & imprisoning,. . . 00:07:00 


To the smith for irons for the prisoner,. . . . . + - 00:05:00 
Toehe indian marshall, .. . + ~ -<@ « - + » 00:05:00 
nice ee eee te fe er se 005 02: 00 


To Mt Michell for election sermon, . . . . - + + + 01:00:00 


June. 


[*106.] 


& wax for the comisions, & for writting 10 or 12 dayes for the 
Courte, 


the lawes, . 
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To charges for the Indian squaw, . - + + + + + > 01: 05 : 00 
To. Capt Jacobbs, .. « “Ga a ae re OS: 00 : 00 
To the Freemens Lands, not receued, . . . . - + - 02:04:00 
To A@ord Pond, not receued,. . . . - - + « - + 01:02:00 
To Nonaquackett Neck, not receued, . . . . - - - 00:13: 00 
To Pankatest, not paid, . . 2 « =. “wa “2 S0e 00L: 18200 
To charges about the priuateers,. . . . - + + + + 00:05:00 

194: 03: 04 


BARNABAS LOTHROPP, 
JONATHAN SPARROW, 


ISAAC LITLE. 


*Jun 1685. 


ONY to be raised to defray the charge of this colony for this year, so 
far as at present apears, & for what was expended extraordinary in 


the yeare past. 


i 


For the Gouer™ & Magistrats salery,. . . . . . . . 100 
Morithemlreasurersssalery.e.) selinel ious) in-line -UnneneNO.ZO 
Oil GS 6-6 & G3 6 © 6 6 5 6 SS 
JECT NOE UINE SG 6 a 6 6 6 o & o o SS 


li 
For Nathaniell Hall, in siluer 30; ; In prouission 6, 


For William Clarke, for seuerall disbursm** as p™ note of 


perticulars apears, siluer, . 


For the Gouer™ man & horse, to comission, 


Towards printing the lawes, 


For the comittee that spent a months time about reuiueing 


20 


For the secretary for writting ouer the new 1a for paper =| 
For a barell of ee spent when King Tae the Ee: 


was proclaimed, . 


03: 


: 00: 
: 00 
=100): 
TOOK 
6:00: 
8:00: 


4:00: 


10 


0:00 


0:00 


: 00: 


d 


00 


: 00 


00 
00 


00 


00 
00 


: 00 


: 00 


: 00 


00 


Totall, <<. ap. n846 2 10Y00. 
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*June 6", 1685. 1685. 
ae 

| Baa proportions of the rats of the seuerall towns are as follow- 6 June. 
ae [*108.] 


elim outh a Meu et ernest aw sess 6.) oe. ee Se 00-00 
PURDUE ee RMR no ek kb ie ww we ae eee 4 LO=O0 
Bids water amerencem 6 sess iia a “es, a ee 4 1Oe00 
SciGhuatese min Peek soley tal Mel aes ce) Sewn ah ae ek 4 OCF S06 
Sanu wich eet arena ie Btn sia aceeen! 6 aes on se ee eo ONEn00 
PUAUCOM, wesmen ames] oye) iG) era? ext st TG) bat we ac! “oy ee eee O03 800 
EY arma GUthine eM cee is) nance ale ne tole) oye fee ce eon 2S HOUR 06 
iBarnstabletws) esses se fh de aitess bs oe eee mee eS OOOO 
Marshteildi s or iebegoa. ee soe we ee et ee ee eae eo ALO OG 
Rehowotheweeeseeey te) ect oc el 1h sme eS ee COTO4En06 
Masta, meee etl ach ony we Cee we ora, dct soumese eee emer ol ml Ors 0G 
SSWAMBEY Gi Tic cou lfnu ren Sone to m.nl della ecap! coh, a) ames cH) 
Dartmouth, SW le. Go, Gan Pes ee ot aren we as a Pao Bl OO oROG 
IRMA Say o 9 00 6 Ne ob oe Ao Se to ORRIN 
MENON 2 oo 5 o o 6 oo 6 o 8 6 @ o o 5 OSB Meee 
INGO. Roo, 5 Gea SEE Guna wre 5 ago tie TRAE (he 
ibe Comings 6 6 & 6 a 6 6 o 6 © 6 a g co Ubeieite 
GCSE AON gee 0 Eee Sw en et es ee OL Oc 06 
PNaracaa ett, o26 2) 6.) ee eee 9s) dies gp ae ss 2 OR SOT S08 
Pamkntest proprietors; ~ = . «ess fs + os sue .- 025060208 
(ordsubarmerate ot cr septs. ee he noe es ato OL) 012/08 


ANS 5 56 5 a 4 RA eUe 


*June y° 5", 1686. 1686. 
, —— 
4 hae Generall Court made choyce of Barnabas Lothrop, Esq", Cap‘ 65 June. 


Joseph Lothrop, Capt Jonathan [Sparrow], and Leiv' Isaac Little, to [*109.] 


take the ‘Treasurers [accompt]. 


*June y* 5, 1686. Pr contra. (*110.] 


ll 8 d 
To the Govern™ & Magistrates, . . . . - - + + + 100:00:00 
To M' Clarke for their table... . . . . =. ~~. - 045:00:00 
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To the Treasurers salliry, . . - - - + + + + + + 020:00: 00 
To the under marshall, . . .- PRES oo aise ee O06 WLS 104: 
To Nathaniel Hall, . . . . Se pee eo a URE SOU SOL 
For the comittee,. . . .- - Se wees es co 020) 2008200 
To the Govern’, man & horse, . - - - + + + = + 004 : 00:00 
For a barrel of powder eae at the proclamation of } 00s ee 
King James, . ocicliies Aouple eine ike ie 
For printing y°® a Hake 36%, Soc. wm. 6 1 wah oie Uae sigan 
For bringing home the law books, . . - + + + + ~ 000: 07: 00 
To William Voabes, pt order of the Court, . . . . - 001:05:00 
To Sam! Sprague,. . . i Catt aN Stet aloe he DUO OST On 
To the under marshall for as Se Bolo. Ss SEE Oe 
For repairing irons for the prisoners, . . . + + + + 000: 03:06 
‘To Me Resell, 2 ees Se SO ee Ss ONL OO IG 
For the officers salliry, . . . .- - + + + + + + ~ 035:00: 00 
To M? Wilham Clarke, . « . © « s = < = « of = WSR 00IO 
To the secretary for writing paper & wax,. . . . . ~ 003:10:00 
For the rates of Accord Pond, remitted, . . . . . . 001:16:06 
For the rates of Anaquakett Neck, not paid, . . . . . 001:01:08 
For the rates of Puncateast, not paid, . . . . . . . 002:06:08 
For y® rates of Foords Farme, not paid,. . . . = 7 OOL 013 08 
For Simeon Stoddard, warr accompt, due to Mt Smith, . . 006: 06: 03 
Suffi,, k- -< 4-0 « i eeonOoeslon Og 
The ballance due from the Treasurer,. . . . . . 037:03:05 
412:17:00 


This accompt taken by us. 
BARNABAS LOTHROP, 
JOSEPH LOTHROP, 
JONATHAN SPARROW, 
ISAAC LITTLE. 
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*June y* 5", 1686. 


HE proportions of the rates of the severall towns are as 


eth : — 
aay 


Diipunig; F nouth< aie. a6) ai 5) AP en ee ee 119% 


Duxborughsc lacy) "sc a ee 09 


Bridgewater, (a ems (6) bees cts Cee See OR 


SCIbUALC Me ame par olenay Aiud oo cae ee ee a eee St 


Sand wich: s)-ue aene ie aeet oc ee ee oly 


Pantone pt eta vee lean comer Peel de) ae coe SO 


Marshtield;).<°. eu, coh est asl Sogam Sn eee eee LD 


Rehoboth;;); 2 <1 louse ace ee cee eee Oe 
Hastham; ect By Sp a) s, Wes oe oe or 
DCM Ay cA Ok oe Met aioe: ah aren ae ns AUS 
Dartmouthsa eee k Vea) oe ee OS 
Ibid 5 4 Goo 9g 6 o 5946 oF 6 WHE 
WBMES 5 6 bo & 6 5 0 o 4 8 6 UE 
Little Comptou, <0 5.3  <. tate an «Or ees 
Freetownes wi -s0) smh a gictevcunis) ers el eee eee Oe 
Nanaquaket Neck, . . - . »- ~- «© « «© + 00: 
fPunkateasty el eies oes. Moye eee ees ee OR 
oordswtarmey aren saree cee OU: 


Bit so = 


215: 


Inspexi, anno 1716. 
22 


follow- 


lites 
:08: 
Ve 
wii 
ee 
: 06 
Verano ee oS ee ae ee a OS Ve ae bBo Tiliss 
Barnstable jumes, bo eer ten ie Sie eee Ole 
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5 June. 


[*112.] 
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PLYMOUTH RECORDS. 


LISTS OF THE NAMES OF FREEMEN AND OTHERS TAKEN 
AT VARIOUS TIMES. 


[The following lists contain the names of those who were admitted to the freedom of the colony of 
New Plymouth, together with those who took the oath of fidelity, and those who were able to bear arms, 
in the year 1643. Nothing is given to denote what the list on page *44 is intended to represent; but there 
is internal evidence that it is a list of freemen taken about the year 1658. This portion of the records is 
contained in the same manuscript volume in which the Conveyances of Lands by the Indians are recorded, 
and the Treasurer’s accounts preserved. Originally they were written in a separate volume of very small 
dimensions, and by various persons. As persons died or removed from the colony, their names were can- 
celled in the lists.] 


The Names of the Freemen of eich Towne. Plymouth. wry 


\ | R WILLIAM BRADFORD, Goin’, 


+M* Thomas Prence,t 

$Mr John Browne,t 

_¥M* John Alden,+ 

¢Capt Miles Standish,t tAssistants, 1633.4 
$Mt Wiltm Collyer,t 

$M* Tymothy Hatherley,t 

+Mr John Jenney,{ ||dead,]|| | 


$M" Edward Winslowe,t +Mr John Done,t 
+M* Wiltm Brewster, ||dead,|| tRotte Heeks,$ ||dead,]|| 
$M? John Atwood,f ||dead,|| Manasseth Kempton, 
Mr Steephen Hopkins,f ||dead,|| tM John Combe,t in "6 
$M Raph Smyth,t John Winslow, 
Mr Isaack Alerton,t $¢Kenelme Winslow,t 
$M: Wilim Thomas,f fJosias Winslow,t 
M John Reynor, Francis Cooke, 
Mr John Howland, $Nathaniell Sowther,f 


(173) 


174 


PLYMOUTH. 


[*2.] 


DuxBury. 


[*3.] 
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John Shaw, 

James Hurst, 

John Dunhame, 
Wiltm Pontus, 

Josuah Pratt, 
$Phineas Pratt,} ||goi,|] 
tGeorg Soule, 

Edward Dotey, 
Thomas Clarke, 
Thomas Cushman, 
Wiltm Paddy, 
*Richard Sparrow, 
{Edward Banges,t 
tNicholas Snow,t 

John Cooke, Jui, 
Thomas Willett, 
George Watson, 

John Faunce, 

John Barnes, 

John Holmes, 
fAnthony Savory, |/dead,|| 

Robte Bartlett, 

Richard Church, 
tAbrahame Pearse, t 
{Raph Wallen,t ||dead,]|| 

Samuell Eedy, 


James Cole, 

Wiltm Hodgkine, 
tRichard Higgens,t 
tRichard Clough,t 
¢Thomas Atkinson,} 
fJohn Jenkine,t 
$Josias Cooke,t 

Robdte Lee, 

Nathaniell Morton, 
tGeorg Bower,t 
{Thomas Hill,t 
{M* Thom: Burne,t 
$M° Charles Chauncey,} 

Gabriell Fallowell, 

Gyles Rickett, 
+Samuell Hicks, 
John Smaley,t 

Edmond Tilson, 

John Dunham, Jun’, 
Mt Wiltm Hanbury,t 

Thomas Southwood, 
fRobert Waterman,t 

Mr John Combe, 

John Finney, 

Richard Wright, 

Andrew Ring. 


*Freemen of Duxborrow. 


M' Wiltm Collyer, 

Mr John Alden, 

Capt Miles Standish, 

Mr? Raph Partrich, 

Jonathan Brewster, 
$Steephen Tracye,t 

Wiltm Bassett, 
tLeiftenn' W™ Holmes,t 


Edmond Chaundlor, 
Christopher Waddesworth, 
Henry Howland, 
Loue Brewster, 
Experience Michelle, 
Roger Chaundlor, 

fJoseph Rogers, 
Samuell Nash, 
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Phillip Delanoy, 
Abraham Pearse, 
Moyses Symonson, 
Henry Sampson, 
Constant Southwood, 
John Paybody, 
Wiltm Tubbs, 
Francis Sprague, 

M' Comfort Starr, 


tM Wiltm Kempe,{ Duxpury. 
tJob Cole,f 
{M* Thomas Besbeech,t 
Georg Sowle, 
fJohn Tisdall,+ 
Georg Partrich, 
Wiltm Brett, 
John Washbourne, 
Tho: Heyward. 


*Freemen of Scituate. SorrvarE. 


Mt Tymothy Hatherley, 
Mr John Lathrope, 
¢Wiltm Gilson,f ||dead,]|| 
Mt Charles Chauncey, 
fAnthony Annable,t 
Humfrey Turner, 
Wiltm Hatch, 
Georg Kennerick, 
James Cudworth,t 
Samuell Fuller, 
fIsaack Robinson,f° ~ 
tHenry Rowley,} 
John Cooper,} 
tHenry Cobb,f 
Samuell House, 
Edward Foster,} ||dead,|| 
$Georg Lewes,} 


[*4.] 
{Barnard Lumbert,{¢ 
f$Henry Bourne,t 
$M* Thoffi Besbeech,t 
Samuell Hinckley, 
John Lewes, 
Richard Sillis, 
fEdward Fitzrandle,t 
John Williams, Paes 
fJohn Twisden,} |\dep ye goument.| 
Thomas Chambers, 
John Hewes, 
Walter Woodward, 
Edmond Eddenden, 
Thomas Clapp, 
Edward Jenkin, 
John Allen, 


*Freemen of Sandweech. SaANDwrcu. 


Mr Edmond Freeman, 
M: Wiltm Leuerich, 


[*5.] 
Mr John Vincent, 


Richard Burne, 


176 


SANDWICH. 


CoHANNET 


[*6.] 


YARMOUTH. 


[*"7.] 


BARNSTABLE. 


[*8.] 
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Thomas Armitage,t Thofi Burges, 
M: Wiltm Wood, Wiltm Newland, 
Gorg Allen, Mr: Henry Feake, 
Thom Tupper, James Skiffe. 


*Freemen of Cohannett, |now called Taunton.| 


Captaine Wiltm Poole, f{John Parker,t 
M: John Gilbert, Sen., tM? John Bushop,t 
Mr Henry Andrewes, Wilim Halloway, 
{John Stronge,t fWiltm Hailstone,f 
John Deane, Richard Williams, 
Walter Deane, George Hall, 
7 Edward Case, Oliuer Purchase. 


Wiltm Parker, 


*Freemen of Yarmouth. 


Thomas Payne, Richard Hore, 
Phillip Tabor,} Emanuell White, 

Mr Anthony Thacher, James Mathewes, 

Mr: John Crowe, Richard Prichard, 

W™ Palmer, Edmond Hawes, 
$Wiltm Nicholson,f Daniell Cole, 

Mt Marmaduke Mathews, Job Cole, 

Thom Falland, Thomas Howes. 


*Freemen of Barnestable. 


$M° Joseph Hull, Wiltm Caseley, 
Mr: Lathrope, M* Robte Linnett, 
M: Thomas Dimmack, M' John Mayo, 


Anthony Annable, 
$James Cudworth,t 
Isaack Robinson, 

Henry Rowley, 
John Cooper, 
Henry Cobb, 
Barnard Lumbert, 


Henry Bourne, 


M: Edward Winslow, 
Mt W™ Thomas, 
Josias Winslow, 
Kanelme Winslow, 
M: Thomas Burne, 
M* Edw: Buckley, 


Steven Paine,.-..< - 
Wiltm Carpenter, 


M: Thomas Prence, 
Mr: John Done, 
Edward Bangs, 
Nicolas Snow, 
John Jenkine, 

23 


LISTS OF NAMES. 


Samuell Hinckley, 
Edward Fitzrandle, 
Georg Lewes, 
Samuell Jackson, 
James Hamlene, 
Thomas Hinckley, 
Nathaniell Bacon, 
Dolor Davis. 


* Marshfeild. 


Rob® Waterman, 
John Dingley, 


Thofi Shillingsworth, 


John Russell, 


M Nathaniell Thomas. 


* Rehoboth. 


Walter Palmer, 


M Sam: Newman. 


* Nawsett. 


Josias Cooke, 
Sam: Hickes, 
John Smaleley, 
Joseph Rogers, 
Rich: Higgenson. 


177 


BARNSTABLE, 


MARSHFIELD. 


[*9.] 


REHOBOTH, 


[*10.] 


NAwsETT. 


[*11.] 


178 PLYMOUTH COLONY RECORDS. 


Mansurrer. *The Names of such as haue taken the Oath of Fidelitie of the 


[*13.] Towne of Marshfeild in the Yeare 1657. 
‘Thomas Doghed, John Booth, 
John Adames, John Thomas, 
Samuell Baker, Abraham Jackson, 
Robert Latham, John Thomas, 
Josepth Rose, John Rogers, Juni’, 
Edward Bumpas, Juni’, John Walker, 
John Branch, Gorge Vaughan, 
James Doughtey, Wiltam Foard, Juni’, 
Robert Parker, Grigory Flecnam, 
John Howland, Junr, Wiltam Maycomber, 
Mt Edmond Hincksman, Richard French, 
Richard Siluester, Ralph Chapman, 
Thomas Tilden, John Bumpas. 


Francis Crocker, 


Renonomn, *The Names of such as haue taken the Oath of Fidelitie in the 
[*14.] Towne of Rehoboth in the Yeare 1657. 
Robert Abell, 


1658. 
Abraham Martin, Obadiah Bowin, 
John Mathewes, John Butterworth, 
John Miller, Seni‘, Jonathan Bosworth, 
Tho: Cooper, Seni’, Tho: Wilmott, 
Phillip Walker, Rob: Joanes, 
Wiltam Buckland, Josepth Pecke, 
Edward Hall, John Pecke, 
Rob: Wheaton, Stephen Paine, Juni’, 
John Miller, John Miller, Juni’, 
John Woodcocke, James Riddawey, 
Anthony Perry, Gorg Kenericke, 
Rob: Fuller, Gorg Robinson, 
Roger Annadowne, Wiltam Carpenter, Juni’, 
Jonas Palmer, John Reed, 


Richard Bullocke, John Perren, 
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John Phitte, Josepth Peck, Juni", REwoRoru. 
Rise Leanard, Rob: Morton, 
Jonathan Blisse, Richard Bowin, Juni‘, 
Henery Smith, Francis Steuens, 
John Doghead, Josepth Carpenter. 
1662. 


Samuell Newmi, Juni‘, 


*The Names of such as haue taken the Oath of Fidelitie of the Barnstante. 


Towne of Barnstable in the Yeare 1657. [*15.] 
Barnabas Laythorpe, Ralph Joanes, 
Peter Blossome, Josepth Lumbert, 
Moses Rowley, John Hathawey, 
Nicolas Dauis, M: Thomas Dexter, Seni‘, 
Jonathan Hatch, Dauid Linnitt, 
Elisha Parker, Richard C , 
Mr John Bursley, John Dauis, 
Thomas Shawe, Henery Tayler, 
Thomas Lewis, Josias Hallott, 
James Cleghorne, Samuell Bacon, ee 
James Lewis, Wiltam Dexter, 
Gorg Haward, _ _ . Richard Foxwell, 
Thomas Lumbert, Seni’, Caleb Lumbert. 


Thomas Lumbert, Juni‘, 


*The Names of such as haue taken the Oath of Fidelitie att Sanpwicu. 


Sandwich in the Yeare 1657. [*16.] 
Henery Sanders, John Burgis, 
Wiltam Swift, Jeremiah Whitney, 
Myles Blacke, Henery Vincent, 
Thomas Gibbs, Nathaniell Fish, 
Thomas Burgis, John Fish, 


Ezra Perrey, Benjamin Nye, 


180 


SANDWICH. 


ScrTUATE. 


(*17.] 


PLYMOUTH 


Gorge Bewitt, 
John Green, 

Steuen Winge, 
Thomas Tobey, 
Henery Dillingham, 


M: Edmond Freeman, Juni’, 


COLONY RECORDS, 


Richard Smith, 
Gorg Barlow, 
Lodowick Hawkes, 
Thomas Tupper, 
Jacob Burgis, 


Steuen Skiffe. 


*The Names of such of the Towne of Scittuate as haue 


the Oath of Fidelitie in the Yeare 1657. 


John Palmer, Seni‘, 
John Palmer, Juni’, 
John Turner, Seni‘, 
John Turner, Juni’, 
Thomas Turner, 
Daniell Turner, 
Thomas Oldum, 
Nathaniell Rawlins, 
Steuen Vinall, 
Gorge Pitcoke, 
Daniell Hickes, 
Wiltam Randall, 
Wiltam Brookes, 
Walter Hatch, 
Wiltam Curtis, 
Thomas Ingham, 


John Otis. 


Charles Stockbridg, 
Experience Leichfeild, 
Samuell Clapp, 
Thomas Kinge, Juni’, 


Richard Standlocke, 
Steuen Tilden, 
Jonas Pickle, 
Samuell Vtley, 
John Durand, 
Robert Whetcombe, 
Abraham Sutliffe, 
Jeremiah Hatch, 
Mathew Gannett, 
John Whiston, 
John Sutton, 
Obadiah Winter, 
Thomas Hatch, 
Thomas Hiland, 
Steuen Tilden, 
John Cowin. 


In the yeare 1662. 


1668. 


John Allin, 
Nathaniell Turner, 
Israell Cudworth, 
Henery Chettenden. 


taken 


*The Names of such as haue taken the Oath of Fidellyty. 
Plymouth. 


Thomas Whitney, 


fAllexander Higgens,t 
tHumphry Hewett,t 


$Wiltm Dennis,t 
Steephen Wood, 
Gabriell Fallowell, 

$Wiltm Fallowell,t 
Thom Pope, 
Thom Williams, 


LISTS 


OF NAMES. 
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[*18.] 


Edmond Tilson, 


fJohn Allen, 


John Wood, 


Raph Hill,+ 


Francis Billington, 
Francis Goulder, 
John Finney, 

M John Groome. 


Such of the Towne of Plymouth as haue taken the Oath of Fidelitie 
im the Yeare 1657. 


Arther Hathewey, 
Ephraim Tinkham, 
Hugh Cole, 

John Jourdaine, 
Edward Gray, 
John Smith, Seni‘, 
James Cole, Juni’, 
Wiltam Browne, 
Gorge Bonum, _ _ 
Josepth Dunham, 
John Haward, 
Nicolas Hodgis, 


Samuell Cutbert, 
John Holmes, 
Samuell Rider, Juni‘, 
Josepth Warren, 
John Moses, 
Benjamine Eaton, 
Josepth Billington, 
Robert Ransom, 
John Smith, Juni‘, 
Wiltam Nelson, 
Josepth Ramsden. 


ee Names of those that haue taken the Oath of Fidelitie at Dux-  Duxsvnx. 


borrow, in the Yeare 1657. 


Josepth Andrewes, 
Thomas Bonney, 
Zoeth Howland, 
John Robins, 
Nathaniell Bassett, 


[*19.] 


Thomas Butler, 
Samuell Chandeler, 
Roger Glasse, 
John Harmon. 


182 


Duxsury. 


[*20.] 


SorrvaTR. 


[*21.] 
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*Of Ducborrow that haue taken the Oath of Fidelitie. 


Mt Wiltm Wetherrell,t 
Thomas Heyward, 
{Thomas Weyburne,t 
Edward Hall, 
John Washburne, Senior, 
{Edmond Hawes,} 
Robte Mendame, 
Wilim Sherman, 
John Mynor, 
John Rowe, 
Thomas Bonney, 
$M Wiltm Kemp, 
tRobte Waterman,t 
tDolord Davis, 
tAbraham Blush,f 
John Willis, 
Edmond Hunt, 
fJohn Barker,t 
tRobte Barker,t 
tJoseph Biddle,t 


Josepth Wadsworth. 


*Of Scituate that haue taken the Oath of Fidelitie. 


Mr William Vassell, 
Henry Ewell, 
Wiltm Crocker, 
Robert Shelly, 

John Crocker, 
Joseph Coleman, 
Nicholas Wade, 
Wiltm Parker, 
Georg Willerd, 


John Rogers, 
Georg Partrich, 
Edward Bumpasse, 
John Tisdall, 
{Rowland Leyhorne,f 
John Carew, 
John Vobes, 
W™ Merick, 
Maurice Trevant, 
Abraham Sampson, 
Richard Beare, 
John Browne, 
tRobdte Carver, 
W™ Renolds, 
John Phillips, 
James Lindell, 
Edmond Weston, 
Samuell Tompkins, 
Arthur Harrison, 


fRaph Chapman.f 


1668. 


Thofi Hyland, 
Thom Pinson, 

Thom Pryor, 

Isaack Wells, 
Wiltm Holmes, Sefi, 
Edmond Eddenden, 
Henry Merick, 
Thom Chittenden, 
Wiltm Perry, 


LISTS OF 


Robte Linnell, 
Josias Checkett, 
21 John Stockbridg, 
Richard Foxwell, 
Isaack Stedman, 
Thomas Kinge, 
Thomas Byrd, 
John Winter, 
Samuell Jackson, 
Abraham Preble, 
John Hollet, 


James Cochman, 


NAMES 


Richard Bankes, 
Wiltm Willes, 
Thomas Tart, 
Robert Steedson, 
Thom Hinckley, 
Henry Coggen, 
John Woodfeild, 
John Emerson, 
John Dammen, 
Radulphus Elmes, 
Joseph Tilden. 


*At Scittuate, Januar. 15", 1644. 


Resolued White, 
Edward Jenkine, 
John Hoare, 

John Whetstone, 
Richard Mann, 
Ephraim Kempton, Jun’, 
Hercules Hills, 

John Bryan, 

John Whitcombe, 
Thomas Ensine, 
Peter Collymer, ~~ ~ 
Wiltm Hatch, Ju’, 
Robte Hamond, 

John Rogers, 

Isaack Chittenden, 
John Hewes, 


Henry Aduerd, 

John Weatherden, 
Thomas Hick, 

Isaack Buck, 

Elisha Besbye, 

Georg Russell, 

Wiltm Randle, 

Thomas Clapp, Pes 
Christopher Winter, 
Wiltm Peakes, 
Jeremiah Burrowes, 
Walter Briggs, 
Ephraim Kempton, Sef, 
George Sutton, 

Symon Sutton, 


Thomas Robinson. 


*Of Sandwich that haue taken the Oath of Fidelitie. 


Edward Dillinghame, 
Richard Chadwell, 


John Carman, 


Thomas Burges, 


pon of Barnestable. 
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SANDWICH. John Briggs, John Ruckman, 
James Skiffe, Andrew Hellott, 
Mr John Stukeley, Wiltm Hurst, 
John Dingley, John Joyce, 
Richard Kerby, Anthony Wright, 
Michaell Turner, 28 John Didcutt, 
George Blisse, Mr Vincent Potter, 
Georg Knott, Mt Wiltm Edge, 
Joseph Winsor, M* Henry Feake, 
Thom Shillingworth, W= Almy, 

M: John Blakemore, Thom Tupper, 
Nathaniell Willis, Peter Gaunt, 
Peter Wright, Rodte Badfish, 
Thom Launder, Anthony Bessy, 
Wiltm Harlow, Georg Slawson, 
Thom Boardman, Wiltm Newland, 
John Fish, Joseph Hollye, 
Jonathan Fish, John Blackwell. 


John Gibbs took this oath 14 of August, 1671. 


EasTuam. *The Names of such of the Towne of Eastham as haue taken 


[*24.] the Oath of Fidelitie in the Yeare 1657. 
Ralph Smith, Thomas Paine, 
Josepth Harding, Gorg Crispe, 
John Done, John Younge, 
Jonathan Sparrow, John Mantah, 
John Banges, Jonathan Higgens. 
John Mayo, 


This 29" of the tweluth, 1670. 


John Rogers, John Cole. 
James Rogers tooke the oath of fidelitie before M* Freeman ; likewise 
Ephraim Done. 


Nathaniell Mayo, 1678. Daniell Smith. 
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The Names of those that haue taken the Oath of Fidelitie of the Brivcewarer. 
Towne of Bridgwater in the Yeare 1657. 


Samuell Edson, Marke Laythorpe, 
Lawrance Willis, Thomas Haward, 
Francis Godfrey, Wiltam Snow, 
John Ames, John Haward. 


Guido Bayley, 


*Of Yarmouth that haue taken the Oath of Fidellytye. YARMOUTH. 
*25, 
M® Nicholas Symkins, Wiltm Twineing, ral 
M* William Lumpkin, Robte Dennis, 
M" Marmaduk Mathewes, Emanuell White, 
M: John Crowe, Richard Sares, 
Mr Anthony Thacher, William Clarke, 
Mt Thom Howes, James Mathewe, 
W™ Chase, Richard Prichard, 
Wiltm Palmer, Thomas Falland, 
Yeluerton Crowe, Edward Sturges, Em 
Hugh Tillie, al* Hillier, Richard Templer, 
Peter Worden, Wiltm Nickerson, 
John Voli “a 2 = James Cade, 
Samuell Rider, Wiltm Northcoate, 
Thomas Hatch, Thom Flawne, 
Giles Hopkins, Thom Bray, 
Gabriell Wheldon, Richard Hore, 
James Brussells, Thom Starr, 
John Clary, Francis Baker, 
Josuah Barnes, M: Andrew Hellott. 


The Names of such of Yarmouth as tooke the Oath of Fidelitie in 
the Yeare 1657. 


Samuell Rider, Seni’, Robert Eldred, 
Richard Tayler, *John Winge, [*26.] 
24 
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VnMOunE: Wiltam Chase, Richard Berrey, 
Robert Nicarson, Thomas Phillipes, 
Dauid Okillia, Irishman, John Dillingham, 
Nicolas Nicarson, Thomas Gage, 
John Whilden, Paule Seares, 
John Miller, Wiltam Eldred, 
Richard Lake, Thomas Howes, 
Thomas Crow, Rich: Tayler, 
Samuell Hall, John Bell. 


1669. Shuball Dimake tooke the oath of fidelitie. 


Conannert. *Of Cohannett that haue taken the Oath of Fidellytie. 
* 
Cee M: Richard Smyth, Richard Paalt 
Mr Nicholas Street, Wiltm Harvey, 
Thomas Gilbert, Hughe Rocester, 
‘Thom Corke, Frané Streete, 
John Richmond, Wiltm Scadding, 
Hezekiah Hore, 12 John Gungill, 


Tauxton. The Names of such of Taunton as haue taken the Oath of Fidelitie 
in the Yeare 1657. 


Francis Street, Edw: Bobbitt, 
Phillip Leanard, Jonas Austine, 
John Cobb, Tho: Casswell, 
Henery Andrewes, Daniel Mokene, 
Christopher Thrasher, Edw: Cobb, 
Gorg Macye, John Bryant, 
James Bell, John Briggs, 
Thomas Lincon, Josepth Wilbore, 
James Phillips, Sadrach Wilbore, 
Peter Pitts, John Cloy, 


Aron Knapp, Jonas Burt, 


LISTS’ OF NAMES. 


Thomas Cilton, 
Richard Burt, 
Will: Shepherd, 
John Hathewey, 
Richard Stacye, 
Thomas Joanes, 
John Cobb, 

John Maycomber, 
Peter Stakenbery, 
*Jeremiah Newland, 

John Hall, 
Thomas Brayman 
John Turner, 
James Lennett, 


Thomas Willington, 
James Bell, 

Jabesh Hackett, 
Edward Rew, 
Wiltam Eavance, 
Gyles Gilbert, 
Josepth Gilbert, 
Francis Smith, 
Nicolas White, 
Wiltam Wetherell, 
Jonas Austine, 
Robert Crossman, 
Timothy Hallowey, 
Jonathan Briggs. 


* August, 1643. The Names of all the Males that are able to beare 
Armes from xvj. Yeares old to 60 Yeares, win the seu’all Towne- 


shipps. 


+ Mr Wiltm Hanbury, 
+ Raph Joanes, 
+ John Jenkine,t 
+ Charles Thurstone, 
Robdte Eldred, 1, 
Robte Wickson, 2, 
+ George Crips, 
John Howland, Sef, 3, 
John Howland, Jui, 4, 
$Francis Cooke,f 
Jacob Cooke, 5, 
+ John Cooke, Ju', his boy, 6, 
+ Samuell Eaton, 
Wiltm Spooner, 7, 
+ Phineas Pratt, 
+ {George Clarke,f 
Francis Billington, 8, 


Plymouth. 


Benjamin Eaton, 9, + ~ 
Abraham Pearse, the blackamore,t 
+ Mathew Fuller, 
+ John Bundy, 
Thurston Clarke, Jun", 10, 
tGregory Armestrong,t 
+ Robte Lee, 
Nicholas Hodges, 11, 
Thomas Gray, 12, 
+ fJohn Shawe, Sefi,f 
James Shawe, 13, 
John Shawe, Ju', 
Stephen Bryan,t 
John Harman, 14, 
John Winslow, 15, 
Samuell Kinge, 16, 
+ Edward Dotey, 
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PuyMourH. Wiltm Snowe, 17, 
John Holmes, 18, 
Wiltm Hoskine, 19, 

tJames Hurst, 
\|George Lewes, || 
Mt John Atwood,f 
Wiltm Crowe, 
[*30.] *Thomas Southwood, 
+ Mr? John Done, 
James Cole, Sefi, 
James Cole, Jui, 
Heugh Cole, 
Thomas Lettis, 
John Grome, 
€ Brick, 
Thomas Willet, 
tJohn Cooke, Seii,$ 
+ Samuell Hicks, 
Ephraim Hicks, 
+ Richard Knowles, 
+James Renell, 
tJames Adams,} 
John Yeonge, 
Edward Holman, 
tCaleb Hopkins,t 
John Heyward, 
Wiltm Baker, 
Richard Bashop, 
+ John Gorame, 
Mt W™ Paddy, 
Henry Atkins, 
M: Bradford, 
John Bradford, 
Samuell Stertevant, 
Samuell Cutbert, 
+M? Thomas Prence, 
Thom Roberts, 
Wiltm Nelson, 
John Smyth, 


+ Nath! Sowther, 
Mr John Reynor, 
Samuell Fuller, 
Samuel Eddy, 
Richard Sparrow, 
+ John Kerby, 
fJohn Jenney, Sen.,$ 
tSamuell Jenney,} 
+John Jenney, Ju’, 
Richard Smyth, 
+ Josias Cooke, 
John Wood, 
Henry Wood, 
Steephen Wood, 
Rotte Paddock, 
Josuah Pratt, 
Richard Wright, 
Andrew Ringe, 
Gabriell Fallowell, 
Thomas Cushman, 
Thofi Sauory, 
John Finney, 
{Webb Addey,t 
Thomas Pope, 
Giles Rickett, Sefi, 
John Rickett, 
Giles Rickett, Jun’, 
Georg Watson, 
John Barnes, 
fEdward Edwards,t 
+John Jordaine, 
John Dunhame, 
Thom Dunhame, 
Samuell Dunhame, 
Edmond Tilson, 
+ John Smaley, 
{Francis Goulder,t 
Thomas Whitney, 
+ Ezra Couell, 


+ Anthony Snow, 

+ Richard Higgens, 

+ John Jenkine, 
Nathaniell Morton, 
Manasseth Kempton, 
John Morton, 
Ephraim Morton, 
James Glasse, 

+ Edward Banges, 
Joseph Ramsden, 

+ Jeremiah Whitney, 

+ Nicholas Snow, 

+ Marke Snow, 

tWiltm Fallowell,t 
Robte Finney, 
John Smith, Sen’, 
Thom Clarke, 


Georg Bonum, 


Moyses Symons, 
Samuell Tompkins, 


James Lyndall,*~ ~ 


Thofi Ouldame, 
Edmond Weston, 
Wiltm Hillier, 
W™ Foard, 
Francis West, 
Francis Godfrey, 
Solomon Lenner, 
John Irish, 
Phillip Delanoy, 
M John Alden, Sefi, 
John Alden, Juii, 
||Jos: Alden,]|| 
Morris Truant, 


LISTS -OF NAMES. 
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fWiltm Shercliffe,t PLyMoutH. 
John Churchell, 
Joseph Greene, 
Thomas Morton, 


+ Thomas Williams, 


John Faunce, 
Richard Church, 
fGabriell Royle,t 
Nathaniell Warren, 
Joseph Warren, 
Robte Bartlett, 
Thom Shreeue, 
+ Thom Little, 
John Tompson, 
Ephraim Tinkham, 
{Wiltm Browne,t 
+ Thomas Tiley, 
+W™ Hartopp.t 
147 


* Duxborrow, 1643. Duxsury. 


ce i [*31.] 
John Vobes, 

+ Wiltm Sherman, 
Samuell Nash, 
Abraham Sampson, 
Georg Soule, 
Zachary Soule, 

W™ Maycumber, 
W™ Tubbs, 

W™ Paybody, 
Experience Michell, 
Henry Howland, 
Henry Sampson, 
John Browne, 
Edmond Hunt, 
Wiltm Brett, 

John Phillips, 
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Thomas Gannett, 
W Mullens, 
John Tisdale, 
Nathanell Chaundor, 
+John Harding, 
John Aymes, 
+Francis Goole, 
John Wsborne, Sei, 
John Washbofe, Jui, 
Phillip Washborne, 
W™ Bassett, Seii, 
W” Bassett, Jui, 
Francis Sprague, 
Wiltm Laurance, 
John Willis, 
Jonathan Brewster, 
+ Wiltn Brewster, 
Loue Brewster, 
Constant Southworth 
Capt Standish, 
Alexander Standish, 
John Heyward, 
John Farneseed, 


Yong Jo: Brewster, 
Haden 


“a 


Mr Charles Chauncey, 
Thomas Hanford, 
Robert Haward, 

Raph Clemes, 
Nathaniell Mote, 
Henry Advard, 
Wiltm Parker, 

John Hollett, 


Thofi Bonney, 
Robdte Hussey, 
Richard Wilson, 
Thom Heyward, Sei, 
Thom Heyward, Jufi, 
Th: Robins, 

Arthur Harris, 
Edward Hall, 


Christopher Waddesworth, 


+ Wiltm Clarke, 

+ Mt Comfort Starr, 
John Starr, 
Daniell Turner, 
Georg Partrich, 

+ John Maynard, 

+ Steephen Bryan, 
John Roger, 

+ Joseph Rogers, 
Joseph Pryor, 

+ Benjamin Reade, 
Abraham Pearse, 
W™ Merick, 
Will: Hartub. 76. 


Sam: Chanler. 


*1643.  Scittuate. 


Gowen White, 
Wiltm Perrie, 
Wiltm Holmes, 
Thomas Ensigne, 
Georg Willerd, 
Richard , 
Walter Briggs, 
John Hore, 


John Wadfeild, 
Thomas Allen, 
John Hewes, 
James Cudworth, 
John Whistons, 
Nicholas Wade, 
John Tilton, 
Thomas Symons, 

$Edward Foster, 
Thomas Rawlins, Sefi, 
Thomas Rawlins, Jui, 
Robdte Brelles, 
John Witherden, 
John Beamont, 
Richard Toute, 
Georg, 
Thomas Tarte, 
John Dammon, 
John Hammon, 
Christopher Winter, 
Henry Merrite, 
John Merrite, 
Isaack Chittenden, 
Joseph Collman, 
John Whitcombe, 
Thomas Lapham, — 
Edmond Eddenden, 
Thomas Hyland, 
John Rogers, 
Thomas Chambers, 
Richard Curtis, 
Wiltm Curtis, 
Joseph Tilden, 
Thom Tilden, 
Edward Tarte, 
Georg Sutton, 

52 Symon Sutton, 

*Thomas Pynson, 

Richard Gannett, 
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Wiltm Randle, SorruATE. 
Wiltm Hatch, 
John Lewes, 
Thomas Wyborne, 
John Winter, 
Humfrey Turner, 
John Turner, 
John Turner, 
John Hewes, 
John Williams, Seii, 
John Williams, Jui, 
Edward Williams, 
James Cushman, 
fJames Till,t 
Jeremie , 
Peter Collemore, 
Wiltm Wills, 
Samuell Fuller, 
Isaack Buck, 
Wiltm Hatch, 
Walter Hatch, 
Harke Luse, 
Thomas Clay, Ft 
Goodman Read, 
Thomas Robinson, 
Edward X 
tEphraim Kempton, Sefi,t 
Ephraim Kempton, Ju’, 
Walter Woodworth, 
Isaack Stedman, 
Georg Russell, 
Georg Moore, 
Mr: Wiltm Vassell, 
John Vassell, 
Resolued White, 
Wiltm Pakes, 
Jacob 
Thomas King, [*33.] 
Mr Weatherell, 
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Thomas Byrd, 
Edward Jenkins, 
Georg Kennerick, 
Mr Garrat, 

Henry Mason, 
Elisha Besbeach, 


Henry Feake, 
Daniell Wing, 
Peter Gaunt, 
Thomas Johnson, 
Miles Black, 
Nicholas Wright, 
Edward Dillinghame, 
John Fish, 
Richard Kerby, 
Thomas Launder, 
Henry Saunderson, 
John Winge, 
Wiltm Wood, 
John Ellis, 
Thomas Nichols, 
Anthony Bessy, 
Joseph Winsor, 
Nathaniell Willis, 
Anthony Wright, 
fRichard Chadwell,t 
Jonathan Fish, 
Samuell Arnold, 
Georg Allen, 
Richard Burges, 
Henry Cole, 
Joseph Holly, 


(Sherjashubb Bourne, — John Nye, —tooke this oath, anno 1673.]} 


*John Bell, 
Peter Hanbury, 


John Bryant, 
John Hatch, 
John Stockbridg, 


48 Robte Stutson, 


Glasse. 100. 


*1643. Sandwitch. 


Thom Burges, Sen’, 
Thomas Burges, Jun", 
Thomas Tuper, 
Héry Dillingham, 
Henry Sephen, 
Thomas Butler, 
James Skiffe, 
Laurance Willis, 
John Presbury, 
John Freeman, 
Edmond Clarke, 
Wiltm Swyft, 
Michaell Turner, 
Peter Wright, 
Stephen Winge, 
Thomas Bordman, 
Raph Allen, 
Francis Allen, 
Thomas Gibbs, 
Edmond Freeman, Jur, 
Nathaniell Fish, 
Rodte Botefish, 
Thomas Greenfeild, 
Mathew Allen, 
John Johnson. 651. 


John Greene, 
Richard Burne, 
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Thomas Shillingsworth,t John Newland, SANDWICH. 
fJohn Dingley,t Benjamin Noy, 

John Vincent, Georg Knott, 
fJohn Joyce,f tJohn Blakemore, 

Wiltm Newland, M? Wiltm Leuerich, 

Edmond Berry, M' Edmond Freeman, Sei. 

Georg Buitt, 68 

*Barnistable. 1643. BARNSTABLE. 
[*36.] 

Mr John Lathrope, James Cudworth,t 

M: John Mayo, M® Nicholas Symkins, 

Thomas Dimmock, James Hamblin, 

Richard Foxwell, Henry Coggen, 

Nathaniell Bacon, Henry Borne, 

Samuell Mayo, Wiltm Crocker, 

John Scudder, Austine Bearse, 

Roger Goodspeed, Thomas Shawe, 

Henry Cobb, John Cooper, 

Barnard Lumbard, Thomas Hatch, 

Thomas Huckings, Robert Shelly, rhs 

Edward Fitzrandle, fWiltm Pearse,t 

Georg Lewes, Wiltm Beetes, 

Isaack Wells, ~ John Crocker, 

Henry Rowley, Abraham Blush, 

Thomas Lothrope, Henry Ewell, 

John Hall, Dolor Davis, & his sonns, 

Thomas Lumbard, Laurance Lichfeild, 

Robdte Linnett, Thomas Boreman, 

Wiltm Casley, Anthony Annable, 

John Bursley, John Casley, 

Thomas Allen, 46 John Russell, 

Samuell Jackson, *John Foxwell, [*37.] 


Wiltm Tilly, 
Samuell Hinckley, 
Thomas Hinckley, 
John Smyth, 

25 


Thomas Blossome, 
Samuell Lothrope, 
Joseph Lothrope, 
David Linnett, 
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Nathaniell Mayo, 
Richard Berry, 
John Blower, 


Francis Crocker, 


Robert Dennis, 
Thomas Flaune, 
Nicholas Sympkins,} 
Wiltm Chase, Sen’, 
Wiltm Chase, Jun’, 
Anthony Thacher, 
Andrew Hellot, Jui, 
Samuell Williams, 
John Derbey, 
Thomas Payne, 
Wilim Twyneing, 
James Mathews, 
Yelverton Crowe, 
John Crowe, 
Tristrame Hull, 
Edward Sturges, 
Anthony Berry, 
Thomas Howe, 
Thomas Falland, 
Nicholas Wadiloue, 
Samuell Hellott, 
Wiltm Palmer, 
Richard Taylor, 
Wiltm Lumpkine, 
Wiltm Grause, 
Henry Wheildon, 


* Yarmouth. 
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Benjamin Lothrope, 
John Davis, 
Nicholas Davis, 60. 


1643. 


Samuell Rider, 
Richard Prichett, 
Richard Temple, 
Thomas Starre, 
Benjamin Hamond, 
James Bursell, 
Wiltm Edge, 
Robert Davis, 
Richard Seeres, 
Heugh Norman, 
Peter Worden, 
Wiltm Nicholsone, 
John Burstall, 
Emanuell White, 
Wiltm Norcutt, 


Mt Marmaduke Mathews, 


Richard Hore, 

Roger Else, 

John Gray, 

Andrew Hellott, Sei, 
Job Cole, 

Daniell Cole, 


Heugh Tilly, al* Hillier, 49, 


John Joyce, 
W™ Pearse, 


, Boreman. 


M: John Browne, 
M* Wiltm Poole, 
John Browne, 
James Browne, 
James Walker, 
Olid Purchase, 

+ Thomas Gilbert, 
Richard Stacye, 
Wiltm Hollway, 
Tymothy Hollway, 
Wiltm Parker, 
Peter Pitts, 

John Parker, 
Wiltm Hailstone, 
W™ Hodges, 
Wiltm Phillips, 
John Maycumber, 
Thomas Coggin, 
James Wyatt, 
Edward Rew, 
Thom Harvey, 
James Chichester, 
Wiltm Seward, 
Aron Knapp, 


John Barratt, Richard Williams, 


Nichlolas Hart, 
Wiltm Powell, 


OF NAMES. 


1643. 


Edward Bobbett, 
Richard Paule, 
Anthony Slocome, 
Edward Case, 
Thomas Farewell, 
Tobias Saunders, 
Henry Andrewes, 
John Gallop, 

John Gilbert, Jun’, 
John Stronge, 
Thom Cassell, 
John Deane, 
Edward Abbott, 
Walter Deane, 
W™ Wetherrell, 
Hezekiah Hore, 
George Macie, 
Georg Hall, 

John Perry, 
Benjamin Wilson, 
M' Street, , 
Richard Williams, 
Wiltm Evans, 
Christopher Thrasher, 
Thomas Cooke, 
Thom Cooke, J*, 
John Gingell. 54. 


*Freemen of Marshfeild. 


M: Edward Winslow, 
M Wiltm Thomas, 
Josias Winslowe, 
Kenelme Winslowe, 
M: Thom Burne, 

M’ Edward Buckley, 


Robte Waterman, 
John Dingley, 

Thofi Shillingsworth, 
John Russell, 

Mr’ Nath" Thomas. 
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*1643. Marshfeild. 


Mt Edward Winslow, 
John Thomas, 

Robte Chambers, 
Arthur Hadaway, 
Twyford West, 
Edward Bumpas, 
John Rowse, 

Robte Carver, 
Leiftennant Nathaniell Thomas, 
Anthony Watters, 
Thomas Roberts, 
Henry Draton, 

Raph Trumle, 
Allexander Williams, 
James Pittney, 

John Dingley, 
Thomas Chillingsworth, 
Mr Edward Buckley, 
Wiltm Hayle, 
Tymothy Williams, 
John Bourne, 

Wiltm Launder, 
Roger Cooke, 

Robte Waterman, 
Josias Winslow, 


x Lillye, 


x Russell, 
Kenelme Winslowe, 
James Adams, 
Arthur Howland, 
Wiltm Halloway, 
Edward Brough, 
John Barker, 
Thomas Howell, 
Raph Chapman, 
Rodte Barker, 
Wiltm Barden, 
Wiltm Brookes, 
Gilbert Brookes, 
Nathaniell Biell, 
Richard Beare, 41, 
Jos: Winslow, 
Anthony Snow, 
John Goarum, 
Josp* Bidle, 
Putle, 
Sherman, 
John Walker, 

M Win: man 
W™ Lathame, 


Laurence. 


Aa 


a 


*Freemen of Seacunck, als Rehoboth. 


Steven Payne, 
Wilim Carpenter, 
Walter Palmer, 


M® Sam! Newman, 


Tho: Read, 1673. 


LISTS 


NAMES. 19 


[The following appears to be a list of Freemen, and to have been taken about the year 1658.] 


*First, Plymouth. 


Capt Thomas Willett, 
M: John Howland, 
Leift Tho: Southworth, 
Mannasses Kemton, 
Mt W™ Bradford, 
Francis Cooke, 
John Shaw, 
James Hurst,t 
John Dunham, Seni‘, 
tEdward Doty.t 
Tho: Clarke, 
The Elder Cushman, 
John Cooke, Juni‘, 
Gorge Watson, 
fJohn Barnes,t 
Robert Bartlett, 
Samuell Eedy, 
James Cole, Seni‘, 
Wiltam Hoskins, 
Robert Lee, 
Nathaniell Morton, 
Gabriell Fallowell, — 
Gyles Rickard, Seni‘, 
Edward Tilson, 
fLeiftenant Southworth, 
Richard Wright, 
John Dunham, Juni’, 
Andrew Ringe, 
Robert Finney, 
John Morton, 
Serjeant Ephraim Morton, 


[*44.] 
John Wood, 


Henery Wood, 

Jacob Cooke, 

Samuell Dunham, 

Samuell Hickes, 

Francis Goulder, 

John Churchill, 

Samuell Fuller, 

Wiltam Harlow, 

Wiltam Spooner, 

Serjeant James Shaw, 

Tho: Lettice, 

Gyles Rickard, Jun’, 
*Benajah Pratt, [*45.] 
$M* Wiltam Bradford, 

John Rickard, 44, 

Nathaniell Warren, 

Thomas Morton, 
tSerjeant x Fie ts 
fJonathan Dunhame,t 
tJonathan Shaw,t 

Steuen Bryant, 

Wiltam Nelson, 

Wiltam Clarke, 

James Clarke, 

Arther Hathaway, 

Gorg Bonum, 

Joseph Dunham, 

Samuell Rider, 

Abraham Jackson, 

Jonathan Pratt. 


PiymovuTH. 


/ 
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*Qendy Dusxburrow. 


Mr Wiltam Collyare, 
Mr John Alden, 
$Mr Ralph Partrich,} 
Edmond Chandeler, 
Christopher Wadsworth, 
tHenery Howland,t 
Experience Michell, 
Roger Chandeler, 
Leif t Samuell Nash, 
Phillip Delano, 
Moses Simonson, 
Henery Sampson, 
Constant Southworth, 
Wiltam Tubbs, 
Francis Sprague, 
||John Rogers, || 
Gorge Soule, 
Gorge Partrich, 
Abraham Peirse, 
John Washburne, Seni‘, 


Mr Timoth Hatherley, 
Capt James Cudworth, 
Humphrey Turner, 
Samuell House, 

John Williams, Seni‘, 
Tho: Chambers, 

John Hewes, 

Walter Woodworth, 
Edward Jenckens, 
John Allen, 

Samuell Jackson, 


Tho: Bird, 


Mr Allexander Standish, 
Mr John Alden, Juni’, 
Wiltam Paybody, 
Edmond Weston, 
Wiltam Clarke, 

Zacarya Soule, 

Robert Barker, 


$Stephen Bryant,f 


John Washburne, Juni‘, 
Abraham Sampson, 


$Mr Josias Standish,f 


Francis West, 
Benjamin Bartlett, 32, 
Josepth Aldin, 
Jonathan Aldin, 

John Tracye, 

Josepth Wadsworth, 
Jonathan Shaw, 


tJonathan Pratt. 


Scitteatte. 


Tho: Clapp, 

Wiltam Wills, 
Robert Studson, 

John Williams, Juni‘, 
Isacke Chettenden, 


$Sarjé John Bryant,t 
fWiltam Randall,f 


Leift James Torrey, 20, 
Henery Ewill, 

Josepth Wormall, 

Mr Wiltam Witherell, 
Mt Thomas Kinge, 
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John Turner, Seni", Humphrey Johnson, Sorrvarz. 
John Turner, Juni", Wiltam Barstow, 
Resolued Whicte, John Hollett, 
Thomas Pinchen, Wiltam Brookes, 
Stephen Vinall, Gilbert Brookes, 
John Vinall, Rich: Curtis, 
Jeremiah Hatch, Wiltam Curtis, 
Rodulphus Elmes, Walter Hatch, 
Isacke Bucke, John Sutton, 
Josepth Colman, Seni’, John Hanmore, 
Walter Briggs, Mathew Ganett. 
*4), Sandwich. SANDWICH. 
[*48.] 

M: Edmond Freeman, Seni’, Tho: Burgis, 
M= John Vincent, fWiltam Newland,{ 
Richard Burne, James Skiffe, 
Tho: Tupper, Wiltam Bassett, Juni", 9. 

ee OL UNLON. TAUNTON. 

[*49.] 
Capt Wiltam Poole, Leift James Wyate, 
John Deane, James Walker, 
Walter Dean, tGeorge Macye,t 
{Edward Case,t Wiltam Harvey, 12, 

Wiltam Parker, Anthony Slocom, 
¢Wiltam Hailstone,t Wiltam Witherell, 
Richard Williams, Peter Pitts, 
Gorge Hall, Tho: Linkolne. 


John Tisdall, 
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Mr Anthoney Thacher, 


Mr John Crow, 
M: Tho: Howes, 
[Mt John Miller,] 
Tho: Falland, 
Richard Hoar, 
Emanuell White, 


$Mr Tho: Dimacke,f 

¢Wiltam Casley,t 
Mt Robert Linnitt, 
Mr: Tho: Allin, 
Anthony Anable, 
Wiltam Casley, 
Isacke Robinson, 
Henery Rowley, 
John Cooper, 
Henery Cobb, 
Barnard Lumbert, 
Henery Bourne, 
Samuell Hinckley, 
Edw: Fitsrandall, 
Gorg Lewis, Seni’, 
James Hamblen, 

$M? Tho: Hinckley, 
Nathaniell Bacon, 
Samuell Fuller, 
John Finney, 
John Crocker, 


*6%, Yarmouth. 


James Mathews, 
Mr Edmond Hawes, 
Edward Sturgis, 


$Samuell Arnold,t 


Richard Sares, 11, 
Mr Yelverton Crow, 
Josepth Howes. 


*7", Barnstable. 


John Chipman, 

John Smith, 

Roger Goodspeed, 
John Gorum, 
Trustrum Hull, 
Abraham Blush, 
Tho: Huckens, 

Leif~ Mathew Fuller, 
Austine Bearce, 

John Jenckens, 
Robert Shelley, 

John Scudder, 

Tho: Laythorp, 
Josepth Laythorp, 33, 
Gorge Lewis, Juni’, 
Mr’ Wiltam Sarjeant, 
M: Tho: Dexter, Seni’, 
Tho: Lewis, 

James Lewis, 

John Howland, 

Will: Dexter. 


LISTS- OF NAMES, 


|| Major {Captainet Josias Winslowe, || 


$M" Josias Winslow, Seni',¢ 


Mr Kanelme Winslow, 


||M* Josias Winslow, Seni*,|| 


M Tho: Burne, 

|| Mt Samuell Arnold, ]|| 
John Dingley, 

John Russell, 


Capt Nathaniell Thomas, 


Robert Caruer, 

M Tho: Besbech, 
Capt Josias Winslow,t 
Anthony Snow, 

John Bourne, 


M: John Brown, 

Mr Samuell Newman, 

M Stephen Payne, 
$Wiltam_Carpenter,t 

Walter Palmer, 

Nicolas lyde, 

M Tho: Cooper, 

Richard Bowine, 


M: Thomas Prence, 
M: John Done, 
Edward Banges, 
Nicalas Snow, 


26 


* 9", 


*8", Marshfeild. 


Mt John Bradford, 
Leift Peregrine White, 
Elisha Besbey, 

Mr Anthoney Eames, 
Ensigne Marke Eames, 
fRichard Beare, 


Wiltam Foard, Seni‘, 18, 


Gorg Russell, 
Timothy Williamson, 
John Rouse, 

John Addams, 
Wiltam Foard, Juni‘, 
Mofis Truant, 


Wiltam Holmes. 


Rehoboth. 


Leifé Peter Hunt, 9, 
John Allin, 

Mr: Nicolas Pecke, 
Wiltam Sabin, 
Daniell Smith, 

M: John Browne, Juni‘, 
M: James Browne, 
Phillip Walker. 


4 


*10", Eastham. 


Josias Cooke, 

John Smalley, 

Leifté Josepth Rogers, 
Richard Higgens, 
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[*53.] 
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[*54.] 
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[*55.] 


Prymourn. *List of the Names of the Freemen of the Colonie of New Plymouth, 
taken by Nathaniel Morton, Secretary, the first x Anno 1683. 


[*56.] 
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Job Cole, 

Daniell Cole, 
Robert Vixon, 
Stephen Wood, 
Richard Sparrow, 
M: John Freeman, 
Nathaniell Mayo, 


Henery Attkins, 
Wiltam Walker, 17, 
Marke Snow, 
Wiltam Merricke, 
Samuell Freeman, 


Thomas Paine. 


*11", Bridgwater. 


Wiltam Britt, 

Wiltam Bassett, Seni‘, 
Tho: Haward, Seni‘, 
John Willis, 

Samuell Tompkins, 5, 


Major William Bradford, 
M: John Cotton, 


The Elder Mt Thomas Cushman, 


M: Thomas Clarke, 
Gorge Watson, 

Leift Ephraim Morton, 
Gyles Rickard, Seni’, 
Richard Wright, 
Nathaniel Morton, 
John Dunham, 

Samuell Dunham, 

Mr’ Joseph Bradford, 
Mr Samuell Fuller, 
Serjeant William Harlow, 
Thomas Morton, 

Gyles Rickard, Juni’, 


Ensigne Josias Standish, 
John Carre, 

Lawrance Willis, 

Tho: Haward, Juni", 
Arther Harris. 


Andrew Ringe, 
Stephen Bryant, 
William Clarke, 
James Clarke, 

Gorge Bonum, 

Leift Joseph Howland, 
Joseph Dunham, 
Jonathan Shaw, 
Samuell Ryder, 
Abraham Jackson, 
Jonathan Pratt, 

James Cole, 
Nathaniell Southworth, 
George Morton, 
Ephraim Tilson, 


Thomas Cushman, Junier, 


John Doten, 
John Jordane, 
Joseph Bartlett, 
Thomas Faunce, 
Eliezer Churchill, 
Baruch Jourdaine, 
Elkanan Cushman, 
Nathaniell Holmes, 
Jonathan Morey, 
Joseph Warren, 
Jonathan Barnes, 48, 
Wik nx xe en’, 
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Jo x x PLYMouTH. 
Jo x x, Sen’, 
John Rickard, son of Gyles Rickard, 


Eph x x , Juni’, 
Joseph x 
Isack x 


John Morton, 
John Binson, 
Nathaniell Atwood, 
Samuell Gardiner, 
Gyles Rickard, Juni‘. 
[*57.] 


Received & admitted as Freemen at y* Generall Court held at Plimouth 
the first Tuesday of June, 1689, these underwritten. 


John Churchell, 
Wiltm Churchell, 
James Warren, 
Eleazer Ring, 

Wiltm Ring, 

Joshua Pratt, 

Giles Rickard, Jun’, 
Nam? reas, ==> = © 
Richard Cooper, 


Benony Lucas, 


Mr John Alden, 

Mr Ichabod Wiswall, 
Experience Michell, 
Moses Simonson, 
Henery Sampson, 
John Rogers, Seni", 


Caleb Cooke, 

Francis Cooke, 

Jacob Cooke, 

Sam! Harlow, 

Jonathan Shaw. jm 
William Harlow, Jun’, 
Eleazer Dunham, 

Isaac Samson, 

Eleazer Cushman, 


Edward Dotey, Sen". 


Duzxbor TOW. Duxsury. 


Gorge Partrich, 

Mr Allexander Standish, 
Capt Josias Standish, 
William Paybody, 
Edmond Weston, 
William Clarke, 
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Benjamine Bartlett, 
Francis West, 
Robert Barker, 
John Tracye, 
Leift Jonathan Alden, 
Rodulphus Thacher, 
Samuell Hunt, 
Abraham Sampson, 
Samuell Weston, 
Joseph Wadsworth, 
William Tubbs, 
John Delano, 
*Francis Barker, 


John Wadsworth, 


M: William Witherell, 
M Thomas Kinge, 
Leif t Isacke Bucke, 
Cornett Robert Studson, 
Edward Jenkens, 
Walter Woodworth, 
Thomas Clapp, 
William Wills, 

Capt John Williams, 
Gorge Russell, 

John Bryant, 
Henery Ewell, 

John Turner, Seni‘, 
John Turner, Juni’, 
Thomas Pencen, 
Stephen Vinall, 
Jeremiah Hatch, 
Rodulphus Elmes, 
Walter Briggs, 
Richard Curtice, 
Walter Hatch, 21, 


Edward Southworth, 
David Aldin, 

John Simmonson, 
Josias Holmes, 
William Brewster, 
Wrestling Brewster, 
Peter West, 

Roger Glass, 
Joseph Chandler, 
Thomas Dillano, 
Elnathan Weston, 
Stephen Samson, 
Sam! Dillano, 


Abram Pierce. 


Scittuate. 


*Matthew Gannett, 
Samuell Wetherell, 
John Cushen, 
Petter Collymore, 
John Bryant, Juni’, 
Joseph Barstow, 
Joseph Siluester, 
Thomas Roes, 
Joseph Woodworth, 
Theophilous Witherell, 
John Studson, 
Thomas Kinge, Juni’, 
Thomas Wade, 
Ensigne John Allin, 
William Hatch, 
Samuell Clapp, 
Thomas Jenkens, 
James Torrey, 
William Torrey, 

M: Thomas Palmer, 
Israell Chettenden, 


Nathaniel Church, 
John Whiston, 
Israell Hubburt, 
Joseph Turner, 
Wiltm Barstow, 
Joseph Willis, 
William Barrell, 
James Briggs, 
Benjamine Studson, 
Samuell Wood, 


M: Edmond Freeman, 


James Skiffe, Seni", 


Thomas Burge, Seni‘, 


James Skiffe, Juni’, 
Thomas Tupper, 
Stephen Skiffe, 
Joseph Burge, 
William Swift, 


Mr Gorge Shoue, 
Walter Deane, 
Richard Williams, 
Leif Gorge Macey, 
James Walker, 
William Harvey, 
William Witherell, 
John Hathwey, 
Thomas Linkolne, 
Peter Pitts, 
Francis Smith, 


LISTS OF NAMES. 


William Perrey, 
Nathaniel Brookes, 
Samuell Studson, 
John Reed, 
Thomas Jenkins, 
Nathaniel Turner, 
Benjamin Pierce, 
Abraham Sutliff, 
Stephen Otis, 
Joseph Otis. 


* Sandwich. 


John Blackwell, 

Wiltam Rollox, 
Jonathan Nye, 

Henery Dillingham, 
Sherjashub Burne, 
Shuball Smith, 

William Bassett, 15. a 


Taunton. 


Samuell Smith, 

Ensigne Thomas Leonard, 
Samuell Williams, 

John Bryant, 

John Cobb, 

Nathaniell Williams, 
Joseph Williams, 

John Richmond, 

William Hall, 

James Tisdall, 


Thomas Dean, 
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TAUNTON. 
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James Lenard, Juni‘, 
Richard Steuens, 
*John Deane, 

Joseph Deane, 

Thomas Harvey, Seni’, 
Thomas Harvey, Juni’, 
Esra Dean, 

Thomas Gilbert, 
Richard Burt, 

Joseph Wilbor, 
Shadrach Wilbore, 


Mr John Thacher, 
James Mathewes, 

M: Edmond Hawes, 
M: John Vincent, 
Jeremiah Howes, 
Edward Sturgis, Seni", 
John Miller, 

Joseph Howes, 
Henery Vencent, 
John Hawes, 


Kanelme Winslow, 


Mr Thomas Hinckley, 
Mr Barnabas Laythorp, 
Elder John Chipman, 
Capt Joseph Laythorpe, 


Ensigne Barnard Lumbert, 


James Hamblen, Seni‘, 


Henery Hodgis, 
John Deane, 

Mr Gyles Gilbert, 
John Hathwey, Junier, 
Joseph Thresher, 
Samuell Hall, Seni‘, 
John Crosman, 

Mt Sam! Danforth, 
M: Nath! Shove, 
Israel Thrasher, 
Phillip King. 


Yarmouth. 


Sacheriah Ryder, 
Paule Saeres, 
Samuell Hall, 
Joseph Ryder, 

John Burge, 
Samuell Hall, Seni‘, 


Ensigne Silas Sares, 


Thomas Sturges, 
John Rider, 
Joseph Hall, 


Jeremiah Howes, Juni‘. 


* Barnstable. 


Will: Crocker, 
Roger Goodspeed, 
Abraham Blush, 
Austine Bearse, 
John Jenkens, 
Robertt Shelley, 


LISTS OF 


John Scudder, 

Thomas Laythorp, 
Gorge Lewis, 

Leiftei' John Howland, 
William Dexter, 
James Cobb, 

James Hamblin, Juni‘, 
James Hamblin, 
Thomas Lewis, 

Job Crocker, 

John Finney, Juni‘, 
Jabez Lumbert, 
Nathaniell Bacon, 
Joshua Lumbert, 
Edward Lewis, 
Leiftenant Samuell Allen, 
Mellatiah Laythorpe, 
Samuell Hinckley, 
John Hinckley, 

John Barker, 


John Dunham, Junier, 


NAMES. 


James Gorum, 

William Trope, 

John Hamblen, 

Samuell Hinckley, 
Joseph Blush, 

M* Thomas Hinckley, Juni‘, 
Joseph Crocker, 

Eliezer Hamblin, 

John Smith, 

John Robinson, 

Dauid Linitt, 

Sam! Lewes, 

Cornelius Briggs, 

James Whippoo, 
Benjamin Lumbert, 
John Otis, 

John Hinkley, 
Barnabas Lothrop, Jun", 
Thomas Allin, 

James Paine. 


* Marshfeild. 


M: Samuell Arnold, 
Capt Nathaniell Thomas, 
Leiftenant Peregrine White, 
Elisha Besbe, 

John Dingley, 

Anthony Snow, 

John Bourne, 

John Rouse, 

Morrise Truant, 

William Foard, Juni‘, 
John Rogers, 

Samuell Sprague, 

Arther Howland, Juni‘, 


John Foster, 
Nathaniel Winslow, 
Jacob Dingley, 
Michell Foard, 
Francis Croker, 
Ephraim Litle, 
Hopestill Bestbey, 
Josiah Crooker, 
Leift Isacke Litle, 
John Doged, 

John Branch, 
John Hewett, 


Samuell Arnold, Juni‘, 
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Seth Arnold, 
John Sherman, 
Israell Holmes, 
Justus Ames, 
John Barker, 
Josiah Holmes, 
Thomas Wood, 
Jonathan Ames, 
Samuell Little, 
John Read, 
Samuell Thomas, 
Isacke Holmes, 
Josias Snow, 
Daniell White, 
Clement Kinge, 
Abraham Holmes, 
Robert Stanford, 
Richard Childs, 
John Thomas, 


M: John Freeman, 
M: John Done, 
M Samuell Treat, 
Job Cole, 

Daniel Cole, 
Robert Vixon, 
Steuen Wood, 


Ensigne William Merrick, 


Henery Atkines, 
Marke Snow, 
William Walker, 
Samuell Freeman, 
Thomas Paine, 


John Done, Juni’, 


Capt Jonathan Sparrow, 


ME Isaac Winslow, 


M: Nath! Thomas, Jun’, 


Kenelm Baker, 


Nath” Winslow, Jun’, 


Sam! Doggett, 
Sam: Sherman, 
John Rouse, 
David Eames, 
Benjamin Phillips, 
Ebenezer White, 
Robert Stanford, 
John Foster, Jun’, 
John Silvester, 
John Walker, 
James Macall, 
John Sayer, Jun’, 
Joseph Taylor, 
William Stevens. 


* Hastham. 


John Banges, 
Thomas Rogers, 
Joseph Harding, 
Jonathan Higens, 
Stephen Snow, 
John Freeman, 
John Mayo, 
Joshua Banges, 
Stephen Hopkens, 
Josiah Cooke, 
Daniell Done, 
John Rogers, 
Thomas Williams, 
Joseph Stanton, 


Josiah Snow, 


LISTS “OF NAMES. 


Mt Edmond Freeman, 
Ephraim Done, 
John Snow, 


M? Daniell Smith, 

Mr Samuell Anger, 
Thomas Cooper, 

John Read, Seni‘, 
Capt Peter Hunt, 
Leift Nicholas Pecke, 
William Sabin, 
Anthonie Perry, 
Jonah Palmer, 

John Titus, Seni‘, 
Wiltam Carpenter, Seni’, 
John Perram, 

Samuell Newman, 
Nicholas Iyd, Senr, 
Thomas Read, 

Gilbert Brookes, 
Jonathan Fuller, 

John Pecke, cen. 
Samuell Pecke, 
Thomas Cooper, Juni’, 
Enocke Hunt, 
Jonathan Bosworth, Seni’, 
Preserued Abel, 

John Ormsbey, 


Jonathan Blesse, 


Gorge Kinricke, 


Q7 


Samuell Paine, 


Thomas Paine, Juni. 


* Rehoboth. 


Serj: Thomas Wilmouth, 


Richard Whittacare, 
Samuell Sabin, 
Joseph Pecke, 
Abraham Perram, 
John Willmouth, 
John Titus, Juni‘, 
Stephen Paine, 
Noah Mason, 
Daniel Read, 


Thomas Kenricke, 


John Hunt, 


Joseph Bosworth, 
Samuell Robinson, 
Nathaniel Chaffey, « 
Samuell Walker, 
Samuell Bullocke, 
Jonathan Wilmouth, 
Nicholas Iyde, 

Joshua Smith, 

Gorge Robinson, 
Joseph Sabin, 


John Perram, 


Christopher Sanders, 


John Woodcock, Sen’, 
Phillip Walker. 
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[The following list comprises some of the names of the purchasers. The leaf containing the thirty- 
nine first names is lost. The full list is on the 177" page of the fourth volume of Court Orders.] 


*Samuell Fuller, Phillip Delanoy, 

Francis Eaton, Moyses Simonson, 

William Bassett, George Soule, 

Frané Sprague, Edward Holman, 53, 

The heirs of John Crackstone, Mr James Sherley, 

Edward Bumpus, Mr: Beachampe, 

William Palmer, M: Andrews, 

Peter Browne, Mr Hatherly, 

Henry Sampson, M’ William Thomas. 
Experience Mitchell, In all 58. 


Copied from the Booke of Acts and Passages of Court, from an° 1640 to 
anno 1651. 


p SAMUEL SPRAGUE, Secretary to the Gen™ Court 
of New Plimouth Colony, 1686. 


INDEX. 
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INDEX 


BIRTHS, MARRIAGES, DEATHS, AND BURIALS. 


This Index is generally in chronological order, and frequently the names of parents are repeated; but this course 
has been adopted to save time in examination, which was deemed of more consequence than a strictly alphabetical 


arrangement. 


DB. Pp. 


BIRTHS. 


BELL, DOROTHY, daughter of Preserved, 
Rehoboth, 16 November, 1677, 
Joanna, daughter of Preserved, Rehoboth, 
11 January, 1681, . < ee 
Preserved, children of, . : am6G, 
Adams, amaon William, son of James, locas 
16 May, 1647, 
Anna, ae of ii ames, Bree ‘18 Agel 
1649, A 
Richard, son of Hee Beitunte 19 oa 
1651, 
Mary, Be ghten of oe Seinate, 27 Jarre: 
ary, 1653, : 5a 6 
James, cerues OLE ae, eae Le 19, 
Albey, Hannah, aes oe J oa Rehoboth, 
10 Oaher 1673, . 58 6 
John, childoff . . . 

Allen, Alen, Caleb, Sandwich, 27 ea 1648, . 
Esther, Saisie: 8 Deceatien 1648, . 
Ebenezer, Sandwich, 10 February, 1649, . 
Judah, son of George, § Sandwich, 30 sia 

1650, omc 
George, child of, . 
Esther, eouph ter of Jonah, Fins ihe 
3 January, 1662, 
Jonah, Jun., child of, 
Mary, Bearer of Tones tS, 12 May, 


1663, : 

Sarah, daughter of J cae Tinos. 4 Noyes 
ber, 1665, . . . 

Jonah, son of Jonah, Taunton, 1 August, 
1667, ‘ 4 


Jonah, cutldren of, 


66 


76 


Allen, Isaac, son of Isaac, Rehoboth, 3 tae 


1674, 53 
Gaitame, duck tee of ian, Rehoboth, 18 
January, . : » «4 88 
Isaac, children of, . . 53, 88 
Elizabeth, daughter of Dartol and Mary, 
Sannceys 28 September, 1673, 48 
Christian, daughter of Daniel, Swansy, 26 
January, 1674, . 38a os Th 
Daniel, children of, oP . 48, 61 
John, son of Gedurr and Sarah, Swansey, 
20 October, 1673, .« . 48 
Gedian, child of, . 48 
Angeir, Anger, Ames, son of mk Rehoboth, 
29 June, 1681, . 76 
Hannah, dooce of Barcucl, Rehoboth, 
10 Aree 1682, eS 
Samuel, children of, . : - 76, 78 
Annible, Samuel, son of Anthony and Anne, 
(Alcocke,) 2 January, 1646, . 41 
Ezekiel, son of Anthony and Anne, (Alcocke,) 
Barnstable, . é 41 
Desire, daughter of Anthony and fore. (AL 
cocke,) Barnstable, October, 1653, 41 
Anthony, children of, . 41 
Armsbey, Armesbey, Armsbee, ratbey, Themed 
son of Thomas, Taunton, 23 February, 
1668, . 54 
Mary, Sone wae of mimes, Teenion, 3 Ost: 
ber, 1671, 54 
Rebekah, daughter of Thomas Taunton, 26 
May, 1672, 60 
Judith, daughter of Thomas, Taunton, 8 J an- 
uary, 1673, : . 59 
Thomas, dsliren of "64, 59, 60 


(213) 
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Armsbey, see Ormsbey. 
Arnoll, Samuel, son of Samuel, Yarmouth, 9 a 
1649, . a8 
Samuel, child Oo ¢ 
Atkins, Mary, daughter of Heay Pious 13 
March, 1647, : 
Samuel, son of Honey Plymouth 24 Meira: 
ary, 1651, a o< 
Henry, ohildren of; : 
Tsaac, son of Henry, Eastham, 4 e une, "1651, 
Henry, child of, G 
Austine, John, son of Jonah, Teunton 1 July 1671, 
Jonah, son of, . : 


MARRIAGES. 


Adams, James, and Frances Varssell, Scituate, 
1GiJuly,;, 1646500 ee 
Alcocke, Anne, and her Asai te Barnstable, 
1 March, 1645, . 
Allen, Allin, William efi Priscilla Howes. Sand- 
wich, 21 March, 1649, . . . 
Tsaac, and Mary Bonin: Rehoboth, 30 ey 
1673, aes 
Joseph, id Hannah ‘Sunn. Rehoboth, 10 na 
vember, 1673, : 
Jonah, Sen., and Frances Hill, (of Unketey,) 
Tain 14 December, 1667, . 
Andrewes, Hannah, and Isaac Neos Taunton, 
7 April, 1679, 
Sarah, and Garett Talbutt, Pevcta, 1 babar 
1664, 
Annible, Agtoun and ine Aloecees Bameabli 
1 March, 1645, . 
Hannah, a Thomas Boe Bameeble 
1 March, 1645, . 
Susanna, and William Hatch, ‘Seituate, 13 
May, 1652, 2 
Ansell, Mary, and teu Taytheep, Barns 
11 December, 1660, : 
Atwood, Mary, and John Holmes, Plymouth; ul 
December, 1661, 5 
Auger, Thomas, and Elizabeth Packer (of Bades 


19 


water,) Taunton, 14 November, 1665, 30, 38 


Austin, Esther, and Anthony Newland, Mannkont 
16 December, 1682, 


DEATHS AND BURIALS. 


Adams, Adames, Richard, son of James, Scituate, 

died 25 July, 1651, 

James, child of, : 

Allen, George, Sen., Sandwich, butied 2 May, 1648, 

Allin, Constant, ae of Jonah, Sen., Geri 
died 22 April, 1667, 


86 


. 20, 21 
. 20, 21 


6 


38 
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Allin, Jonah, Sen., wife of, 58 
Nehemiah, eau, boned 24 pe 1675, . 
Annadowne, Roger, Rehoboth, buried 13 Novem- 
ber, 1673, 
Annible, Jane, wife of Anthony, Barnstable nee 
December, 1643, ume : 
Anthony, wife of, - 
Armstrong, Gregory, Plymouth, Ged 5 Neveu 
ber, 1650, ae 
Atkins, Mary, daughter of ee Plymouth died 
15 June, 1649, . 
Henry, child off . . . . 
Atwood, Ann, Pymens died 1 h ae, 


Austin, spr Jonah, oar died 10 My, 
NGG sp . 


Jonah, Bebe , Taunton, died 30 fly; 1683, 


BIRTHS. 


ACON, SAMUEL, son of Samuel and Mar- 
tha, (Foxwell,) Barnstable, 9 March, 
1659—1660, 5 

Martha, daughter of Samael sad Martial 
(Foxwell,) Barnstable, 6 January, 1661, 

Samuel, children of, . : 

Hannah, daughter of Nathaniel atid Hitch 
(Mayo,) Bametable 4 September, 1643, 

Nathaniel, son of Nathaniel and Hania; 
(Mayo,) Barnstable, 5 February, 1645, . 

Mary, daughter of Nathaniel and Hannah, 
(Mayo,) Barnstable, 12 August, 1648, 

Samuel, son of Nathaniel and Hannah, 
(Mayo,) Barnstable, 25 February, 1650, 

Elizabeth, daughter of Nathaniel and Han- 
nah, Saas Barnstable, 28 January, 
1653, 

Jeremiah, son of Naviantel ae Bahia 
(Mayo,) Barnstable, 8 May, 1657, 

Mercy, daughter of Nathaniel and Hannah, 
(Mayo,) Barnstable, 8 February, 1659, . 

Nathaniel, children of, . 

Baker, Samuel, son of Fyenci Sammon first of 
May, 1648, . 
Francis, child of, . 
Daniel, Yarmouth, 2 Septemben 1650, 
Banges, Bethiah, daughter of Edward, Eastham, 
28 May, 1650, 

Mercy, daughter of HAwaed Tiatant 15 oe 
tober, 1651, . ; 

Apphiah, daughter of Edward, Pastham, 5 
October, 1651, 0 : 

Edward, children on 

Edward, son of Jonathan, Hhstliamn! 30 Sey 
tember, 1665, . 

Rebekah, daughter of Toms Fasthacn) 
1 February, 1667, . 


38 
61 


65 
83 
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41 
41 
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42 


42 
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Banges, Jonathan, son of Jonathan, Eastham, 11 


May, 1670, . 
Jonathan, children of, 
Barnes, Lydia, daughter of John, Plymouth, 24 
April, 1647, . ‘ ‘ ca We 
John, child of, 
Elizabeth, daughter of homes, Svante, 4 
February, 1674, : é 
Thomas, child of, E 
Barrow, Eliezer, son of Robert, Plymouth 15 5 Sop 
tember, 1669, 
Robert, son of, 
Bartlet, Lydia, daughter of et PIymout, 8 
June, 1647, . 
Mercy, daughter of Scheu Plymouth, 10 
March, 1650, : ae 
Robert, children ee 
Beer, Benjamin, son of sede Rehoboth, 6 Ti une, 
1674, : 
Robert, child of, : 
Beirse, Mary, ce of etn Hameeble 
1640, 4 : 
Martha, ae of heetne Haretatle, 1642, 
Priscilla, daughter of Austine, ery 10 
March, 1643, 
Sarah, daughter of Austine, Pacasebles 28 
Mich, 1646, 
Abigail, daughter of ne Beebe 18 
December, 1647, ; 
Hannah, daughter of ieee Bamsabl 16 
Reoreinher; 1649, 
Joseph, son of aie e Batnstable,, 25 ta anu- 
ary, 1651, 
Esther, daughter of ees Hearse 2 Do: 
tober, 1653, . ; 
Lydia, daughter of Austin, Bamstable, Sep- 
tember, 1655,” ‘ 
Rebekah, Gaugiter of “Austine, Barnstable, 
er anber 26, 1657, 
James, son of Austine, Hamsstable, tals, 1660, 
Austine, children of, eer als 
Bell, Jane, daughter of James, Tact: 4 April, 
1658, 
John, son of James, Twishtory, 1s pase 1660, 
James, son of James, Taunton, 10 July, 1663, 
Nathaniel, son of oie ae 7 January, 
1664, 
Sarah, Baagiter of J: bee Tania 1b Sep 
tember, 1666, 
Elizabeth, daughter of ations asic, 15 
Noveiaber, 1668, ‘ 
Mary, daughter of mcs Teunton n J ne 
1669, : 
Joseph, son of James, Ti 27 fa une, . 1670, 
Esther, daughter of James, Taunton, 15 Au- 


gust, 1672, 


42 
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Bell, James, children of, . . 40, 55 
enamine Joseph, = % 41 
Berstow, Deborah, daughter of William, Seitunte, 
August, 1650, ; 18 
William, son of William, Seiteate, Septem: 
ber, 1652, Daas 18 
William, Sen of, 18 
Besbey, Martha, douglter of J one Marshfield, 13 
October, 1688, ‘ 89 
John, son of John, Marshfield, ‘15 eee 
ber, 1690, 89 
Elijah, son of John, Marshfield, "29 Jamary, 
1691-2, 89 
Mary, Gaupluee of Jehu, Marshfield, 98 
March, 1693, 89 
Moses, son of J eis Marshfield, 20 October, 
1695, . 89 
Elisha, son of John, Marshfield, 3 Mey, 1698, 89 
John, children of, a th!) 
Bessey, David, Sandwich, 23 May, 1649, 9 
Billington, Rebecca, daughter of Francis, S 
outh, 8 June, 1647, 4 
es, deughiee of Fence Elmo "95 
February, 1651, > gh cg oe ols) 
Francis, children of, 4, 13 
Blackwell, Michael, Sandwich, first of es 1648, 6 
Nichadl, son of John, Sandwich, 16 Moco 
ber, 1676, 5 he oh, 64 
John, child of, 64 
Blanding, Blandinge, Samuel, son of Wiliam, ne 
hoboth, 11 April, 1680, 73 
Obadiah, son of William, Rehoboth, 14 rea 87 
William, children of, .~. . oo a Uh seyl 
Blush, Sarah, daughter of Abraham and Anne, 
Barnstable, 2 December, 1641, 41 
Joseph, son of Abraham and Anne, Barnsta- 
ble, 5 April, 1648, 41 
Abraham, son of orahacs and Hornby) Car 
ker,) Barnstable, 16 October, 1654, 41 
Abraham, children of, 41 
Boatfish, Botfish, , Sandwich, 27 March, 1648, 5 
Joseph, son of Robert ees 3 Apel 
1651, A 3 6 os} 
Robert, child Ope 4 13 
Bobbit, Bobbitt, Edward, son of Bitar’) ee 
15 July, 1655, 40 
Sarah, daughter of Edward, Taunton, 20 
Atarch 1657, c : 40 
Hannah, iMiehier of Edward, ‘Taunton, 9 
March, 1660, : 40 
Damaris, ieee of Edward, oncom 15 
September, 1663, 40 
Elkana, daughter of Edward, ‘Taunton; 15 
December, 1665, ; 40 
Dorcas, daughter of Edward, niet 20 
be won) 


January, 1666, . 
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Bobbit, Esther, daughter of Edward, Taunton, 15 
April, 1669, 
Ruth, daughter of Bedwrards Tanta, 4 nes 
gust, 1671, : 
Deliverance, daughter of Bavieds ‘Taunton 
15 December, 1673, 
Edward, children of, é 8 ‘40, 54, 
Bonham, Hannah, duaghler of Nicholas and 
Hannah, (Fuller,) Barnstable, 8 Octo- 
ber, 1659, . . 
Mary, daughter of Nicholas and Hamel) (Ful 
ler,) Barnstable, 4 October, 1661,. 
Nicholas, children of, 
Bonum, Sarah, daughter of Geone Plymouth 
4 December, 1649, 
Sarah, daughter of George, Elynouths 12 Sane 
uary, 1650,. . . 
Sarah, daughter vol Conga Plymouth, 10 
December, 1653, ‘ 
George, children of, . 8, 10, 
Bosworth, Hannah, daughter of Benjamin, Plym- 
outh, 21 December, 1669, : 
Benjamin, child of, 
Nathaniel, son of Nathaniel, Fan, ma tia 
beth, Nantasket, 22 March, 1672, 
Nathaniel Jun., child of, : 
Hannah, aaechier of Jonathan, Siendeor No- 
vember 5, 1673, Bryan 
Jonathan, child of, 2 
Elizabeth, daughter of Feceph Rehoboth) VW" 
November, 1681, 
Joseph, son of Joseph Rehoboth, 21 Septem: 
ber, a ar 
Joseph, children ob Sith 
Bourne, Ezra, Sandwich, 12 May, 1648, 
Bowin, Bowine, Isaac, son of Obadiah, Rehoboth, 
30 September, 1674, . : 
Obadiah, child of, 
Hoskin son of Obadiah, sw , Swansey, 19 
orouben 1682, 
Obadiah, Jun., child of 
Bradford, John, son of William Plymouth 20 Feb- 
ruary, 1652, . tie 
William, child of, 
William, son of William, Jun., Plymouth ul 
March, 1654, se baptized 25 March, 
1655,) . Be Lae 
William, Jun., child of. . 
Joseph, son of pee Rhave 18 Api 
1665, . g 
Joseph, child of, . 
Brayman, Experience, daughter of Soteplh Rako- 
both, 10 November, 1682, 
Joseph, child of, . 
Briggs, Brigges, William, son of Willeeas tone 
ton, 25 January, 1667, vere 
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Briggs, Thomas, son of William, Taunton, 9 Sep- 
tember, 1669, 
Sarah, daughter of William, Taraton, 10 Sep 
tember, 1669, 
Elizabeth, daughter of William, Manntén, 4 
November, 1672, 
Mary, daughter of William, Taunton 4 ree 
gust, 1674, : 
Matthew, son of William, Taunton, 5 5 Feb- 
ruary, 1676, 3 + 
William, children of, 
John, Taunton, 19 March, 1680, 
William, son of Richard, Taunton, 21 No: 
vember, 1663, 
Rebekah, daughter of Richard, Tamnton, 15 
August, 1665, 
Richard, son of Richard, Puantos 7 foal 
1668, 2 
John, son of Richard, Puahton, 13 February, 
1672, é 
Joseph, son re Pickard, Tamton, 15 Jakes 
1674, : 
Benjamin, son of idiard, Taanéon, 15 Sep- 
tember, 1677, 
Richard, children of, 
Jonathan, son of Jonathan, Taunton, 15 March, 
1668, 5 
Dayid, son of Jonathan, Taunton, 6 December 
1669, 
Jonathan, atildien of, 
Brown, Browne, Mary, daugties of Wiliam, 
Plymouth, 14 May, 1650, 
George, son of William, Piymoutll 16 Ja anu- 
ary, 1651, . . 
William, son of William, Piymenth, 1 Apel 
1654, 
Samuel, son of William, Plymouth iene 
ning of March, 1655-6, 
William, children of, 
Anne, daughter of John and Anne, Pe 
19 September, 1673, : 
John, son of John, Sieaasest 28 Gul 1675, 
John, children of, 
Joseph, son of Joseph, Rehoboth, 21 ere 
ber, 1681, : 
Hannah, Sanghtes of J sept Rehoboth, 21 
November, 1682... 1681, , 
Jabez, son of Joseph, Rehoboth, 30 Decemes 
Joseph, children of, a, title 
Margaret, daughter of James, Jun., Seater 
28 June, 1682, . 
James, Jun., child of, oo 
Bryant, John, son of John, Scania! V7 Angus 
1644, ‘ 
Hannah, dlaugtAse of J es Scituate: 25 j an- 
uary, 1646, wee 


‘31, 39, 58, 


"36, 31, 


“10, 13, 


. 48, 


87 


18 


18 


INDEX TO -BIRTHS, MARRIAGES, ETO. 


Bryant, Sarah, daughter of John, Scituate, 29 
Cupetaber 1648, : 
Mary, daughter of John, Scituate, 24 Babies 
ary, 1649, 
Martha, achat of J chal Saintes 26 Feb- 
ruary, 1651, 
Samuel, son of Tobe Sevan 6 ae 
1653, : 
John, bhildeen of, ees 18, 
Tika, son of Stephen, Piymonl, 7 April, 1650, 
Mary, daughter of Stephen, Plymouth, 29 
May, 1654, : 
Stephen, son of Stephen, Plymouth; 2 Feb- 
ruary, 1657, . : 
Sarah, daughter of Bigshens Pinon "98 
November, 1659, ; 
Lydia, daughter of Btephedt see 23 
October, 1662, 
Elizabeth, banputer of Stephen, Plymouth, v7 
October, 1665, 
Stephen, children of, 10, 29, 23, 
Buckland, Matthew, son of Joseph, Rehoboth, 16 
September, 1674, : 
Nehemiah, son of Tosh Rebbe 31 
March, 461855. 
Lydia, daughter of Joseph, Rehoboth, 5 Sen: 
tember, 1680, 
Joseph, children oe : 53, 70, 
David, son of Benjamin, Rehoboth, 22 Marc, 
1675, eeteete sate 
Re son of, : 
Bullocke, Mary, daughter of Game Rehoboth, 5 
October, 1674, . me 
Thankful, daughter of Samet Rakoboib, 
1681, 5 eet Ray aoa 
Samuel, eilizen of. ee ae 53, 
Bumpas, Lydia, daughter of Serce Plymouth, 
2 August, 1669, . 33, 
Wybra, daughter of oe Piymonth, 15 
May, 1672, 
Joseph, eniidten ol : ea at | 33, 
Bundy, Bundey, James, son of J ohn, Taunton, 29 
December, 1664, a 00 
Sarah, daughter of John, Nanton 4 March, 
1668, 
John, son of John, easton! 6 Betober 1677, 
Joseph, son of John, Taunton, 1 January, 
1679, 
Edward, son of John, fons 13 heat 
1681,. . noose 
John, shildren of, 35, 36, 70, 82, 
Samuel, son of Samuel, Taunton, 4 October, 
1Gi0;9 
Samuel, child Of ee nk: 
Burman, Hannah, dauter of Thowias and Ha 
nah, (Annible,) Barnstable, May, 1646, 
28 


18 
18 
18 
18 
19 
10 
22 
22 


22 


23 
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Burman, Thomas, son of Thomas and Hannah, 
(Annible,) Barnstable, 1648, 41 
Samuel, son of Thomas and Hannah, (Anni- 
ble,) Barnstable, July, 1651, 41 
Desire, daughter of Thomas and iaancts as 
nible,) Barnstable, May, 1654, . 41 
Mary, daughter of Thomas and Hannah, (An- 
nible,) Barnstable, March, 1656, 41 
Mehitabel, daughter of Thomas and Hannah, 
(Annible,) Barnstable, September, 1658, 41 
Trustrum, son of Thomas and Hannah, oes 
nible,) Barnstable, August, 1661, 41 
Thomas, children of, 41 
Butler, Patience, born at Sandwioit! 4 tA euat 
1648, . 6 
Dorothy, anh of Tories Sandwiehy 23 
January, 1650, . ack pps, Hel 
Thomas, child of, 11 
Butterworth, Many, daughter of I olin, Rehoboth, 
20 March, 1677, 5 66 
John, son of John, Rehoboth, 7 May, 1679, . 86 
Elizabeth, daughter of J an Rehoboth, 15 
Santa 1682, . Sater ob bite sau iis) 
John, children of, . 66, 78, 86 
MARRIAGES. 
Bacon, Samuel, and Martha Foxwell, Barnstable, 
9 May, 1659, 41 
Nathaniel, and Hannah Mayo. Barictabiles 
4 Decoder 1642, 42 
Banges, Rebecca, and otuatnas Spatenn That: 
ham, 26 October, 1654, 15 
Joshua, and Hannah Scudder, ‘Tasthata, 1 De 
cember, 1669, en 58 
John, and Hannah Smalley, Hosthani 93 fae 
uary, 1660, “ 28 
Jonathan, and Mary Mayo, Enstham, 16 J G 
1664, 7 56 
Mercy, ane Stephen Meroke, Paschom, 28 
December, 1670, 57 
Apphiah, and John Knowles, Hekthon 28 
December, 1670, 57 
Baker, Mary, and Stephen Vinall 2 Scituate 26 Feb- 
ruary, 1661, . 29 
Mercy, and Veuteeh Bodey, Jun, A Sieceey: 
13 February, 1683, : 84 
Barker, Hannah, and Abraham Blush, Banestable, 41 
Isaac, and Judith Prence, Plymouth, 28 De- 
cember, 1665, : 31 
Barnes, Hester, and ohh Rickard, Piouih, 31 
October, 1651, ey lg} 
Mary, and Robert Marshall, piymonth, 22 
Jonsthan; and Elizabeth Hedge, ee’ 
4 January, 1665, : us Space 
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Barrow, Robert, and Ruth Bonum, Plymouth, 28 
November, 1666, . - 
Bartlet, Bartlett, Elizabeth, ae ‘Anthony, eae 
Plymouth, 26 December, 1661, 
Mary, and Richard Foster, Plymouth, 10 
September, 1651,. . . 
Marcye, of Plymouth, al John ae of Bos: 
ton, 25 December, 1668, 
Rebecca, and William Harlow, Piyaoutty 20 
December, 1649, 
Sarah, and Samuel Rider, Eiymonts 23 De: 
cember, 1656, 
Basset, Bassett, Elizabeth, and tieses page 
Sandwich, 8 November, 1648, . 
Mary, and John Redding, Sandwich, 22 Oc- 
tober, 1676,. . . - 
Bayley, Elizabeth, and John Phinney, Parassable 
26 June, 1654,.-. . 
Beere, Robert, and Elizabeth Bulluck, Rehoboth, 
25 June, 1673,. 5 = - 
Bell, Esther, and Richard Marshall, eeeatow ul 
February, 1676, wae 
Besbey, John, and Joanna Brookes, Marshfield, 13 
September, 1687, 
Billington, Martha, and Samuel inom: Plymouth 
10 January, 1660, . 5 
Mercy, and John Martin, Rehoboth, on Ju une, 
1681, 
Birch, ee ao Bathsheba ‘Santora, sae 
24 January, 1683, . 5 
Black, Anna, (of Milton,) and hen Gilbert, 
Boston, 18 December, 1676, é 
Blanding, William and Bethya, Rehoboth, 4 Sep- 
tember, 1674, 
Blisse, Rachel, and Thomas Manuing, cae Re. 
bobom 28 October, 1674, g HIG 
Blush, Abraham, and Hannah Basher Barn- 
stable, . 5 
Abraham, and Alice Dee Bamstabe, 4 
January, 1658, . 
Bobitt, Sarah, and Samuel Pitts, Taunton. 25 
March 1680, : 
Bonham, Nicholas and Hannah Fuller, Bamstable, 
1 January, 1658, 
Bonum, Patience, and Richard Willis, Plymouth: 
28 December, 1670, ; 
Ruth, and Robert Bano Plymouth, 28 ne 
mice 1666, 
Bosworth, Benjamin, ie Hannah ‘Gren, Piya 
outh, 27 November, 1666, : 
Nathaniel, Jun., of Hull, and Elizabeth Mor- 
ton, of Fipmouts 7 December, 1670, 
Botfish, Bottfish, Bridget, and Samuel Hinckley, 
Barnstable, December 15, 1657, 
Mary, and John Crocker, Barnstable, Novem- 
ber, 1659, he ae 


31 
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Bourne, Elisha, and Patience Skiffe, Sandwich, 26 
October, 1675, . 
Bowin, Bowine, Esther, eed Beil Miller, ‘Red 
both, 20 July, 1682, : 
Mary, and Isaac Allin, "Rehoboth, 30 May. 
1673, : 
Richard, and Midey Titus, Rehoboth, 9 iat 
ary, 
Bradford, Mercy, a Deas Vordtye: Pim 
outh, 21 December, 1648, 
Brayman, Jane, and Samuel Hallowey, teotion 
26 March, 1666, 
Brenton, Elizabeth, and John Poole, Loe, 28 
March, 1672, . . 
Brigg, Hugh, of Taunton, and Martha Eero of 
Plymouth, 1 March, 1683, . . - 
Briggs, Richard, and Rebecca Hodines (of Taker 
ham,) Taunton, 15 August, 1662, 
William, and Sarah Macomber, (of Marsh- 
field,) Taunton, 6 November, 1666, 
Brooks, Brookes, Bethia, and Samuel Tharsher, 
Rehoboth, 4 December, . 
Hannah, and Robert Crosman, Jun. _Taaaton 
21 July, 1679,. . . 
Joanna, and John Roche Marshfield, 13 Sep: 
tember, 1687, ; 
Brooman, Joseph, a Sarah jee Rehoboth, 
29 September, 1681, : 
Browne, Andia, and eet Ww illett, Seance 
7 January, 1675, 3 
Joseph, and Hannah Fitch, Rehoboth, 10 No, 
vember, 1680, : 
Priscilla, and William Allen, Sandwiok, 21 
March, 1649, 
William, and Mary reser Piymouth, 16 
July, 1649, : 
Bryant, John, and Mary Lewis, Geren 4 Ne 
vember, 1643, 
John, and Elizabeth Witherell, Scitoates 22 
December, 1651, 
John, and Abigail Bryant Plymouth, 23 Ne: 
vember, 1665, x 
Abigail, and John Beant Phymantlh 23 Ne 
soubor 1665, 
Bucke, Ruth, and et Garett Rae 7 
Tay, 1676, . : 
Bullocke, Bulluck, Elizabeth, and Roker Becre 
Rehoboth, 25 June, 1673, 
Samuel, and Mary Thirber, Semuney, 12 Nes 
vember, 1673, 
Samuel, and Thankful Yeause, Rehoboth, 26 
May, 1675, : 
Bundey, Mary, and Andrew Smith, Taunton 5 
January, 1673, . : 
John, (Taunton,) ad Ruth Sumey ler 
dum,) 9 January, 1676, . . : 
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Burgis, Thomas, and Elizabeth Basset, Sandwich, 
8 November, 1648, 

Burman, Thomas, and aook Annible, Beeats 
1 March, 1645, . 

Burph, Stephen, and Elizabeth Pay Rehoboth, 
29 May, 1674, 

Butterworth, John, ae Fito Wheaten, ies 
both, 4 September, 1674, : 


DEATHS AND BURIALS. 


Banges, Jonathan, son of Ji coin died 11 sage 
1670, 8 
Jonathan, child of, 
Barnes, John, son of John, Plysnouth, died 25 De. 
cember, 1648, 5 
Mary, wife of John, aces died 2 Fane 
1651, : 9 
John, child of. 
John, wife of, . 
Barrow, Eliezer, son of Robert, Piymonth Bled 13 
Docaies, 1669, . . 
Robert, child of, . : 
Beares, Robert, Rehoboth, 29 Mache 1676, 
Blackmore, William, Scituate, died 21 April, 1676, 
Blackston, Sarah, wife of William, Rehoboth, 
buried June, 1673, : ere te 
William, wife of, . “ 
Blush, Anne, wife of Abraham, Ropes Peed 
16 May, 1651, 
Hannah, wife of Avecham, Barnstable, feet 
Mich, 1658, $0 dG & Bc 
Abraham, wives of, 4 6 
Bobbitt, Dorcas, Seventies of eanaeL amon, 
died 6 April, AOE on 7 Pere 
Edward, child of, 4 8E 
Bonum, oe daughter of George Pigacath, 
died 1649, ele ee i 
George, child of, 1649, . 
Bosworth, Elizabeth, wife ‘of Nathaniel, Tes of 
Nantasket, died 6 April, 1673, 
Nathaniel, Jun., wife of, : 
Bowine, Richard, i. Retiobech, bictied 4 Feb- 
ruary, 1674, Se a oo 
Richard, widow of, buried 1675, . 
Bradford, poe Sen., Plymouth died 26 March: 
1670, a0 
Alice, Jun., a riynouth: died 12 Teeraer 
1671, 
Briggs, Sarah, ete of Willan. axiton: died. 20 
March, 1680, oS. ao 
4 William, = of, . 
Browne, Dorothy, wife of J ohn, Sas Some, 27 
January, 1673, SR seer 
John, Sen., wife of, . 
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Bryant, Mary, daughter of John, died, Scituate, 8 
April, 1652, . 19 
Mary, wife of Ee Site dia 2 Tuly, 
1655, wo a 49 
John, ahd of 19 
iol wife of, . : 49 
Buckland, Buckice Nehemish, : son on Fosepy Re: 
evens) buried May, 1677, . 64 
Joseph, son of, 64 
John, Rehoboth, tonal 20 dace 1677, 67 
Nehemiah, Rehoboth, buried 19 May, 1677,. 67 
William, Rehoboth, buried 1 September, 88 
Bullocke, Mare wife of Samuel, tern died 4 
October, 1674, 61 
Samuel, wife of, . : oo, til 
Bundy, Bundeys Patience, daughter of J oy died, 
Taunton, 27 Marehy 1665, . 80, 36 
Martha, wife of John, Taunton died 1 May, 
1674, . i San be 
John, child of, . 380, 36 
John, wife of, . . 55 
Burt, Anna, wife of James, Taunton died 7 ee 
gust, 1665, ; j 39 
James, wife of, 39 
BIRTHS. 
ARPENTER, MIRIAM, daughter of Wil- 
liam, Rehoboth, 16 October, 1674, 53 
Obadiah, son of William, Rehoboth, 12 March, 
1678, 70 
Ephraim, son oF Wilfiarn, Rehoboth, 25 ie 
1681, oe s a am Ki 
William, elildren of, 540 . 53, 70, 76 
Dayid, son of Samuel, Rehoboth, 17 April, 
1675, ee . 62 
Solomon, son of Grouel Rehoboth, 23 De. 
cember, 1677, 66 
Zechariah, son of coneel Rehoboth, 1 daly, 
1680, . 73 
Abelien, «6 son of Gcieel Rehoboth, 20 ch 
tember, 1682, D0 Sa The 
Samuel, children of, . 62, 66, 73, 78 
Amos, son of John, Rehoboth, 19 Noreniber 
UGH t.s oo 0 67 
Eliphalet, son of Tone Rehoboth ‘Wn Avni 
1679, 2 86 
Priscilla, atelier of Ji an Rehoboth 20 J an- 
uary, 1680, ae 73 
Dorothy, daughter of J a Rehoboth, 9 Peb- 
ruary, ho oo dem sth! 
John, children of, 67, 73, 86, 88 
Margaret, daughter of Joseph, Swansey, 4 
May, 1675, . SO 61 
Joseph, child of, . 61 
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Carpenter, Jotham, son of Benjamin, Swansey, 
1 June, 1682, : 
Benjamin, child of, 
Caswell, Casewell, Stephon son of neces ATean= 
ton, 15 February, 1648, . 
Thomas, son of Thomas, Taunton, 22 Faw 
ary, 1650, ' 
Peter, son of aoe Tito; Oetabert 
1652, 
Mary, ameter of orietian aiintoet me 
gust, 1654, : 
John, son of Thowas Tauntons I a 1656, 
Sarah, daughter of Thomas, Tauntory, Nerve: 
ber, 1658, . . 
William, son of Thomas, “Tenaton 15 Sep 
tember, 1660, 
Samuel, son of Tihontas Taetoe, 26 J ry 
1662, : 4 
Elizabeth, dug hier of homes tamer 10 
January, 1664, : 
Abigail, daughter of Thomas! Raacden! 27 Oe 
tober, 1666, . 
Esther, easter of Thomas, Tianton, 4 te une, 
1669, é 
Thomas, elie of, 35-—37, 
Stephen, son of Stephen, Taunton, 11 Decem- 
ber, 1673, 
Joseph, son of Reames Tannton ‘18 May, 
1678, 


Stephen, childven of, Si-AE 2 59, 
Cettle, Cetill, Mary, cbhter of Bawacd, Core 

ton, 5 April, 1683, 2 Gh a ee 
Edward, child of, . 


Chaffey, Chaffee, Chafey, Thor, & son of Nathaniel, 


Swansey, 19 October, 1672, : 

Rachel, daughter of Nathaniel, Swansey, 7 
September, 1673, 5 

Nathaniel, son of Nathaniel, Rehoboth, 8 Feb- 
ruary, 1675, . 

Jonathan, son of Nathaniel Hetobotks 7 
April, 1678, . 

David, son of Nathaniel, Rehoboth, 92 nee 
gust, 1680, 3 

Experience, daoghter of Nathaniel, Rehoboth, 
24 March, : 

Nathaniel, bilge of, 49, 51, 62, 11, 73, 

John, son of Joseph, ratecy, 16 Gerees 
ber, 1673, : 

Dorothy, aktighiter of J ose Swany, 4 ae 
tember, 1682, : 

Joseph, childrentof. 7 3) sy sis 51, 


Chandeler, Samuel, son of Benjamin, Scituate, 30 


November, 1674, 

Benjamin, son of, . : 

Yhettenden, Sarah, daughter of’ fae Scituate, 25 
Behruary, 1646, es 


87 


80 
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Chettenden, Rebecca, daughter of Isaac, Scituate, 


25 February, 1646, 

Mary, daughter of eee Scituate, VI Avgusl 
1648, 5 

Israel, son of Isaac, Scituate, 10 October, 1651, 

Stephen, son of Isaac, Scituate, 5 Novelaber 
1654, : 

Elizabeth, Gighhee of fase Setuats 9 58 
tember, 1658, 

Isaac, son of Isaac, Scituate, 30 Sevtember 
1663, ee ie? ee 

Isaac, Guildres nme Ae Soo 28, 


Child, Jeremiah, son of Heceadall and Pree: 


Sqantey 2 September, 1683, 
Jeremiah, child of, 


Chipman, Elizabeth, dete: of : ae Plymouth 


24 June, 1647, . 

John, child of, 

Hope, daughter of John, Barctable 13 fore 
gust, 1652, 

Lydia, Giaaehier of John, Barnstable, 25 De 
cember, 1654, 

John, son of Suen Barnstable, 2 March, 
1656—7, . 

Hannah, dacter of Taka, Bamtabl, 14 
January, 1658, . 2 

Samuel, son of Toke, Damsiabl, 15 Api 
1662, 7 6 : 

John, Gilden Of ass Seon WS 42, 


Church, Abigail, daughter of fee soe 


22 June, 1647, . 
Richard, child of, . 


Churchill, Hannah; daughter of ae Plymouth 


12 November, 1649, : 
Eliezer, son of John, Piymoath 20 et 
1652, 
Mary, datehtee of Jala, Piymout 1 ree 
gust, 1654, ¢ O 
John, children of Fiat Ls 1, 14, 
Hannah, Canoe of Wier Plymouth, 23 
August, 1676, : 

Joanna, dagger of Eliezer, Plymouth, 25 
November, 1678, ; Precoibc 

Eliezer, children of, . 

John, son of or Piymouth, 22 aly, 
1678, : 

Joseph, oda Oi 


Clapp, Abigail, daughter of Soa Seinate, 29 


January, 1659, 
Thomas, child of, . 


Cleaguehorne, James, son of James and Abigail, 


(Lumbert,) Barnstable, 29 January, 1654, 
Mary, daughter of James and Abigail, (lum 

bert,) Barnstable, 28 October, 1655, 
Elizabeth, daughter of James and Abigail, 

(Lumbert,) Barnstable, April, 1658, . 


29 


16 
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Cleaguehorne, Sarah, daughter of James and Abi- 
gail, (Lumbert,) Barnstable, 3 January, 
1659, A 
Robert, son of James and Abigel Camber) 
Barnstable, 27 October, 1661, 
James, children of, 


Cobb, John, son of Henry, Plymouth, 7 June 


1632, 

James, son of Henry, Pipmanth, ei a anuary, 
1634, 

Mary, aughter of Your Scituate: 24 March, 
1637, 5 Me 

Patience, ceagites of Heury, Borcetie. 19 
March, 1644, 

Gershom, son of oe Barnstable, 10 Jane 
uary, 1644, f 

Eliezer, son of Honey, Barnstable, 30 Macc, 
1648, 


Mehitabel, daughter of Heat ae Sareh, 
(inekley.| Barnstable, September, 1651, 

Samuel, son of Henry and Sarah, (Hinckley,) 
Barnstable, 12 October, 1654, . 

Sarah, daughter of Henry and Sarak, fixe: 
er) Barnstable, 15 January, 1658, 
Jonathan, son of Henry and Sarah, (Hinck- 
ley,) Barnstable, 10 April, 1660, . 

Henry, children of, . é 

Elizabeth, eeu of ne oan 
10 February, 1670, , 

Morgan, son of Augustine, Taunton, 29 De- 
cember, 1673, 

Samuel, son of Augustine, trannies, 9 Mo. 
vember, 1675, . 2 

Bethiah, daughter of Cpe. Taunton, 5 
April, 1678, . 

Mercy, daughter of “Augustine, Tages 12 
August, 1680, . p 

Augustine, children of, . 

John, son of John, Taunton, 31 March, 1678, 

John, child of, . 

John, son of John, Pipucuth, “94 Rapist, 
1662, : 

Elisha, son of John, Piyconth, 3 Apel 1678, 

James, son of John, Plymouth, 20 July, 1682, 

John, children of, ; ane . 23, 68, 

Cobleich, John, son of John a Mary, Swansey, 

5 January, 1672, : 

John, child of, : 

Cole, Israel, son of Daniel, Hesham, 8 Jeutary, 

165355 - 

Mary, tee of Daniel Eastham, 10 Motch, 
1658, & Bante deed son 
Daniel, padres of, . b 5 i) 
Rebecca, aaooiier of Toh Bethan, 26 Au- 

gust, 1654, eae nn ae 
Mobcuildofee meu ttss es 


59, 66, 22, 


42 


15 


27 
27 


15 
15 
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Cole, Ruth, daughter of John, Eastham, 11 March, 

1667-8, - 57 
John, son of John, Pasta, 6 March, 

1669-70, . eet iM 
John, Gilleren of, 2 6 bi 
Tanex son of Hugh, Plymouth, 3 (8) No- 

vember, 1655, ee a CARAS 
Hugh, Jun., son of Hugh, Plymouth, 8 (15) 

March, 1658, 72, 74 
John, son of Hugh, Plymouth, 15 (16) May, 

1660, 6 3 5 6 oo PE! 
Martha, dauphiee of Ragh, Plymouth, 14 

(16) April, 1662, 5 no (OTe 
Anna, daughter of Tas Plymouth, 14 oe 

tober, 1664, . : . 72, 74 
Ruth, daughter of Hugh, Sen, Plymouth 8 

(17) January, 1666, a (Os ES 
Joseph, son of Hugh, Sen., nee 15 

May, 1668, Pee ar Se 
Hugh, Sen., children of, 2 (POE 
Mary, daughter of James, Jun. , Plymouth 3 

December, 1653, ° 15 
James, Jun., child of, a ale 

Cook, Cooke, Elizabeth, daughter of Loe 18 

January, 1647, : 5 
Caleb, son of Taco, Plymouth, 29 March, 

1651, 12 
Jacob, son of Tach; Plymouth, 26 March, 

1653, 3 | ska 
Mary, daughter of Jaca Piymout 12 Tan 

uary, 1657, 17 
Martha, daughter of Jacob, “Plymouth, 16 

March, 1659, . %. . 22 
Francis, son of 5, Plysiouth, 5 danahe 

1662, . 23 
Ruth, daughter of Jaton, Blyrabuths 17 rte 

uary, 1665, A 32 
Jacob, children 5 i; 12, 15, ‘V7, 29, 93, 32 
Hester, daughter of John, scitne 16 Au- 

gust, 1650, 10 
Mercy, Aeigkte of Ji fhm, a Bante “25 

July, . ; é 16 
John, children of, : Ose kG 
Josiah, son of Ji FEN Eostham, 12 November, 

1670, aes 58 
Josiah, child of, 58 

Cooper, Toaith, daughter of Thorac, Rehoboth, 

11 Se peouben 1673, . tes 52 
Thomas, child of, . : 52 
Thomas, son of Nathaniel, " Rehoboth, “42 

July, 1674, : 53 
Abijah, daughter of Ronin Rehobot 

1 May, 1677, 5 6 - 67 
Nathaniel, children of, . 53, 67 

Cotton, Rowland, son of Ji ae Peek, 27 De- 
cember, 1667, 5 a 5 Gut 
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Cotton, Sarah, daughter of John, Plymouth, 5 
Apel 1670, . 
Maria, daughter of John, Plymouth, 14 a 
vary, 1671, . . . 
Josiah, son of q fe Plymouth 8 Tamar, 
1679, 
John, ebildres of, : "31, 33, 
Hannah, fang of J oS and Hennall 
(Sturtevant,) 3 April, 1709, C 
Mary, daughter of Josiah, and Hannah, (Stur- 
tevant,) August 14, ‘1710, 5 
John, son of Josiah, at Fauna (Sturte- 
yant,) 5 April, 1712, 
Bethiah, daughter of J ie and Hartash, 
(Sturtevant,) 8 June, 1714,. 
Theophilus, son of Josiah, and Hannah, (Stur- 
tevant,) 31 March, 1716, 
Lucy, daughter of Josiah, ane Hannah, (Stur- 
tevant,) 19 February, 1747-18, 
Josiah, son of Josiah, 19 vl 1719-20, . 
Josiah, children of, 
Crabtree, Cale Benjamin, son of JI che ond 
Mary, Swansey, 12 October, 1673, 
Mary, daughter of John and eat Swans, 
25 May, 1683, 
John, children of, : 6 48, 
Crocker, John, son of ees Tameabee May, 
IGE a Se 
Elizabeth, danchice ‘of William, Baaktecle, 
22 September, 1639, 
Samuel, son of William, Baratable: 3 J aly. 
1642, hes 
Job, son of William, Biemiable 9 March, 
1644, omitty 60 
Josiah, son of ‘William, Beeastable, 19 Sep: 
eae 1647, 
Eliezer, son of William, Bemaeake 21 J de 
1650, =e E 
Joseph, son “s William, Barcebie) 1654, 
William, children of, 
Elizabeth, daughter of John, anit Mary, (Bot- 
fish,) Barnstable, October, 1660, 
John, daughter of, 
Crosbey, Bion! son of Thomas, Pastham, 5 July 
1665, . : 
Sarah, daughter of Thome Bastham, 24 
March, 1667, 
Joseph, son of T ea Fasthans 21 J atte 
1668, é 
John, son of Thomas, Eastham, 4 eeates 
1665, . 
Thomas, children of, . 
Crosman, J ie son of Robert, Taunton 16 March, 
1654, bs 


33 


33 


72 
72 


89 
89 
89 
89 
89 
89 
89 
89 


48 


85 
85 


43 
43 
43 
43 
43 
43 
43 


43 


43 
43 


56 


56 


56 


56 
56 


37 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Crosman, Mary, daughter of Robert, Taunton, 16 


July, 1655, . 

Robert, son of Robert, Panton 3 Angus 
1657, 

Joseph, son out Robert Tannen 25 yal 
1659, : 

Nathaniel, son of oaeee eon 7 heoee 
1660, . 

Eleazer, son of Raber fackton 16 March, 
1663, : ; 

Elizabeth, Ephiee of Robet Tannton 2 
Mew 1665, 

Samuel, son of Robert, Tanaten! 25 July 
1667, 

Mercy, aeagiter of Robert ‘Paione 20 
March, 1669, 

Thomas, son of Robert, Tuition 6 eaben 
1671, 


Susanna, cane of Robert, Taunton! 14 
February, 1672, 

Robert, children of, . 
Crow, Thomas, son of Elyerton, Yarmouth, 9 May, 


1649, : 
Elizabeth, aug iter of ‘Piverton, Varma 
9 Mey 1649, : 


Elverton, or Verena children ay 
Cudworth, Hannah, daughter of ey Saae 
ate, 8 May, 1674, C 
Jonathan, child of, 
Curtice, John, son of Francis, Pipaouch, 26 Taly, 
1673, 
Beniawings son of He ‘Piymoutle il ci 
gust, 1675, 
Francis, son of Francis, Piya eooed 15 
April, 1679, 
Elizabeth, daughter of Panes Piymondl 15 
fac 1681, 6 
Elisha, son of Fence Plymoutiy Maret 1688, 
Francis, children of, . 
Cushman, Isaac, son of Elder Guhmia! Ply routs 
8 February, 1647, . 
Elkanan, son of Elder Cushman, Plymouth, 
1 June, 1651, 
Fear, daughter of Elder Castaaae, Ply moet 
20 June, 1653, . : 
Eliezer, son of Elder Cutan Piymout 
20 February, 1656, . 
Elder, children of, a & 12, 15, 
Cushen, John, son of John, Settee 28 Aye 
1662, . 
Thomas, son 1 of John, Seltnate, 26 September, 
1663, : 
John, son of John, Sats 4 Sept, 1674, 
J oh, children of, . 29, 


31, 38, 39, 


38 
38 
38 
38. 
38 
38 
38 
39 
58 


58 
58 


12 


15 


29 
50 
50 
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MARRIAGES. 


Calipher, Lydia, (Milton,) and James Leonard, Jun., 
(Taunton,) 29 October, 1675, . 
Carpenter, Samuel, and Patience Iyde, Rehoboth, 
8 January, 
Sarah, and Nathaniel er Rehoboth; “WI 
May, . 
Caswell, Casewell, Stephen, anal Hannah Theicher, 
Taunton, 29 December, 1672, . 
Sarah, and William Hoskins, 3 J ‘ay, 1677, 
Mary, and Israel Thrasher, Taunton, 15 Au- 
gust, 1676, : 
Cetill, Cettle, Bawaed, and eet Godfree, ee 
ton, 10 aly, 1682, 

Chadwell, Richard, and Cathenins Prebersy Gand: 
wich, 22 July, 1649, A 
Chettenden, des and Mary: Vinall, Buiunte 

April, 1646, . : 
Churchill, Joseph, and Sarah Hickés Plymoutly 3 
June, 1672, . : 

Hannah, Sen., and Gyles Rickard, ve Pym 
outh, 25 June, 1669, . . 
Cleaguehorne, James, and Abigail Tiamnbert) cae 

stable, 6 January, 1654, . 
- Clarke, James, and, Abigail Laythorp, Plymouth, 
7 October, 1657, ‘ 
Susanna, and Barnabas Testun Plymouth, 
3 November, 1658, - 
William, and Sarah Welouts; Plymouth, 
1 March, 1659, . é 
Cobb, Mary, and SaaS Donkens Pisoutl: 
15 October, 1657, . : 
John, and Marthe Neleod, Plymouth, 28 Api 
1658, —. wera = 
Edward, and Mary Hoskins Pipe 98 
November, 1660, : : 
Henry, and Sarah Hinckley, Bamsable, 12 
December, 1649, 
John, and Jane Woodward, Taténtou, 13 ta une, 
1676, Si 
Widow, od Samuel Phillips, Taunton, 5 
May, 1676, : 
Coggen, Abigail, and John Pisaney? Hamsible 
10 June, 1650,. . 
Hugh, Sen., Plymouth, ae 8 iantey, 
1654, : Seething 
James, wait and Mery Tilson, Plymouth, 23 
December, 1652, : 
Mary, Jun., and John Daytherpe, Plymouth, 
3 lacey, TSB A ee top iG we 
John, and Ruth Snow, Eastham, 10 Dees 
ber, 1666, é 
John, and Elizabeth ethan Plymouth 21 No- 
vember, 1667, me 


Cole, 


ETC. 993 
Cooke, Sarah, and Arthur Hathaway, Plymouth, 
20 November 1652, 14 
Ann, and Mark Snow, Eastham, 18 Jamuny 
1654, j 15 
Bethia, - Joseph Firing: ‘Bestharapld 
April, 1660, . ; 27 
Elizabeth, and Daniel Wiledekes. Plysiouthe 
28 November, 1661, : 23 
Jacob, Sen., and Elizabeth Shirtliffe, ‘Piyat 
outh, 18 November, 1669, : 32 
Cooper, Ji udith, and Isaac Williams Rehoboth, 13 
November, 1677, 5 66 
Cotton, Josiah, and Hannah Sturtevant, Piysnouils 
8 January, 1707-8, : 89 
Cotterell, Martha, and Walter Mery, Tactiton, 1 
February, 1682, 86 
Crabtree, Mary, and J chay Swansey, 1 Noveaber 
1683, : 84 
John, and Neer, Swansers 1 Neveniven 1683, 84 
Crocker, John, and Mary Bottfish, Bamndabe 
November, 1659, : 43 
William, son of, married, , 43 
Crosman, Crossman, Sarah, and John Woodward 
Rehoboth, 1675, : 62 
Mary, and John Gould, Taunton, 24 ae 
1673, 70 
Robert, ft and Honan rocks Panton 
21 Fly, 1679, 5 83 
Crow, William, and ean Winslow, Plymouth, 
1 April, 1664, 25 
Curtice, Francis, and Hatah Smith, Eimouth 
28 December, 1671, . 3 33 
Cushman, Thomas, and Ruth Howland, Piymout 
17 November, 1664, . : 25 
Thomas, and Abigail i Ful Bakobothy 16 
October, 1679, bo co mets 
DEATHS AND BURIALS. 
Carpenter, Solomon, son of Joseph, Swansey, died 
25 October, 1674, . 51 
Joseph, child of, . 51 
Joseph, Swansey, buried 6 Nay 1675, 61 
Amos, son of John, Rehoboth, buried 6 J a 
1681, 77 
John, child of ola oye of ee WH 
Samuel, Sen., Rehoboth, buried 20 Septem- 
ber, 1682, 79 
Chafey, Mary, daughter of J sap Swany, d died 
7 May, 1674, a 51 
Joseph, child of, . . 61 
Chipman, John, son of J ae Bamstbl died’ 29 
May, 1657, 545 side 43 
John, child of, . 43 
Churchill, John, Plymouth, died 1 faery 1662, 23 
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Cobb, Patience, wife of Henry, Barnstable, buried Davis, Hannah, daughter of John and Hannah, 
4 May, 1648, ; 42 (Lynnitt,) Barnstable, 3 January, 1653,. 43° 
Mehitabel, daughicr of Pioary! a een Mary, daughter of John and Hannah, (Lyn- 
(Hinckley,) buried 8 March, 1652, 42 nitt,) Barnstable, 3 January, 1653, 43 
Sarah, daughter of Henry and Sarah, (Hinck- Joseph, son of John and Hannah, (Lynnitt,) 
ley,) buried 25 eine 1658, 42 Barnstable, June, 1656, . 43 
Henry, wife of, 5 d 42 Benjamin, son of John and Hannah, (Lynnitt, ) 
Henry, children of, 42 Barnstable, June, 1656, ‘ 43 
Gershom, Sivassy, eee 24 fesed 1675, 61 Simon, son of John and nee (Lynnitt,) 
Coggen, Thomas, son of Abigail, ores: banted Barnstable, July, 1658, 43 
26 January, 1658, . ts pom 4T Dolor, son of John and Hannah, byt) 
Abigail, child of, . 3 47 Barnstable, October, 1660, 43 
Cooke, Francis, died at Plymouth, 1 gel, 1663, . 23 John, children of, 43 
Josiah, daughter of, died 24 July, 1656, 30 Deoeak daughter of Rabert PBannenbie 
Cooper, Peter, Rehoboth, buried 28 signe Soar: 1645, . i 47 
1677, ; 67 Mary, eis of Robert, Baristeble May 
Abijah, Rehoboth, based 22 ey 1677, . 67 1648, ; 47 
Elizabeth, wife of Deacon Cooper, Rehoboth, Andrew, son of Robert, Barnette Nice 1650, 47 
buried 1 February, 1680, rents John, son of Fbest mac i 1 March, 
Deacon, wife of, . . . 73 1652, : 47 
Crabtree, Crabtre, Mary, wife of Torn Swansey, Robert, son . of Baber, Barnstable, Me 
died 31 May, 1683, : 85 1654, 47 
John, wife of, . & 6 85 Josias, son of Robert, Barnstable, September 
Crocker, Elizabeth, poate of Wiliam, peed 1656, 47 
May, 1658, pee 40 Hannah, densi: of ‘Boberk Barwitsble 
William, child of, 43 BepieriiGe 1658, 47 
Crosbey, Thomas, child of, died 10 Roaae 1670, 56 Sarah, daughter of Robert, Bai table Gets: 
Crosman, Crossman, Eliezer, son of Robert, Taun- ber, 1660, Wes meio. 
ton, 26 October, 1667, 38 Robert, children of, . 47 
Robert, child of, . 38 | Dean, Doss Sarah, pongltce of Féin; Tenton, 
9 Néyembey, 1668, : 36 
Samuel, son of John, Tension) 24 Jamun 
BIRTHS. 1666, 37 
John, son of John, Biante 28 I “iy 1670, 39 
AMMAN, DEBORAH, daughter of John, Mehitabel, daughter of John, Taunton, 9 Oc- 
Scituate, 25 April, 1645, 20 rabies: 1671, . 54 
Johny) son sof Jobe, Scituate, 8 November, John, son of Toh. Gace 18 September! 
687; 20 1674, 68 
Mary, daaatter of cha Beitaaes, mate 1651, 20 Elizabeth, a ghter a John, Tauntorig 1 5 
Danniel, son of John, Scituate, Beprvary, March, 1676, 68 
ite 20| John, ohildreniof 36, 37, 89, 54, 68 
Zachariah, son of Ce Scania fee Thomas, son of Thomas, Taunton, 1 February, 
pee 20 1670, : 60 
Joho, childzen of, 20 Hannah, dacgene of Tones Thienton, 4 
Darby, Darbey, , son of Torn Dabs, Yon Belcan. 1671, a 60 
mouth, last of February, 1647, . . . 8 Thomas, children of, 60 
Matthew, son of John, Yarmouth, 8 February, Bethiah, daughter of Ezra, Taunton, 1 4 Sa 
1640, Zoe hhiacl «gy a ae PORE tober, 1679, . *. 
Jeb children be - 3,9 Ezra, son of Ezra, Taunton, 4 October: 1680, 86 
Davis, uiaey, Aanightes of Robert Yaroeuth. 28 Samuel, son of Ezra, Taunton, 11 April, 
April, 1648, . * . * . 5 @o . 6 1681, i 86 
Robert, child of,. . . 6 Seth, son of Ezra, Taunton, A June, 1683, 84 
Davis, John, son of John and Hanna (Lymnitt, Har, children of, ; - 83, 84, 86 
Barnstable, January, 1649, 43 | Dennis, Mary, daughter of Robert, Yarmouth, 19 


Samuel, son of John and Hanne (Ly: oni) 


Barnstable, December, 1651, 43 


Sepiemntien 1649, 
Robert, child of, . 


9 
9 
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Dexter, Mary, Sandwich, 11 August, 1649, 
Dodson, Sarah, daughter of Anthony, Scituate, 
August 26, 1652, : 
Gershoui, son of Anthony, ca Bebra: 
ary, 14, 1653, 
Anthony, children of, 
Done, Isaac, son of John, Basthan, 2 J ang 1670, 
John, son of, 
Constant, son of Daniel Hudtham): 7 Masel 
1669-70, . 5 eye 
Daniel, son of, 
oe. daughter of pkraun: Bastien’ 28 
January, 1668, . 
Apphiah, daughter of snp Fastham, 28 
July, 1670, é =e 
Ephraim, pales of, 
Dotey, Doty, Doten, Teen son of Ravana, Piya 
outh, 8 February, 1647, . 
Joseph, son of Edward, pv last of 
April, 1651,. . . . Avian 
Edward, children of, 5, 
John, son of Fohs, Plymouth “24 Lier 
1668, . 
Edward, son of John, Plymouth 28 ens 
1671, : 
Jacob, son of John, Plymonth’ 24 May, 1673, 
John, children of, 
Thomas, son of stig” Plymouth, 22 Fly, 
1679, 
Thomas, child of, . 5 
Drew, Elizabeth, daughter of ae Plymouth 5 
February, 1673, 
John, child of, . . 
Dunham, Sarah, daughter of Banned Pipmeath, 
10 April, 1650, . A 
Samuel, children off ae 29 Dae aber 
1651, 2 o o_o JMR 
Geoatben, ¢ son of iin: fons Plymouth, 12 
August, 1650, : 
Samuel, son of Joka Jun. | Pymouthy 25 Feb- 


ruary, 1651,. 5 
John, Jun., ehildrén of, ; 10, 
MARRIAGES. 
Damman, John, Katharine aes Scituate, June, 
1644, 
Davis, John, abd Hiacnah yeni Barnstable, 15 
March, 1648, rae 
Mary, and Thomas Lewis, iBearabley 15 
June, 1653, 


Dean, Deane, suena, and Ji geek Rogers, Hast- 
ham, 4 April, 1660, : 
John, and Sarah Edson, (of Biridesmater) 
Taunton, 7 November, 1663, 
29 


9 


13 
13 


19 


43 


45 


27 


38 


Dean, Thomas, and Katherine Stevens, Taunton, 5 
January, 1669, . 
Isaac, and Hannah ert Swanton: 24 cae 
uary, 1677, 
Ezra, and Bethya Hisoh, Maanitsr 17 Decor 
ber, 1678, ; 
Benjamin, an Sarah ‘Walllsxasy Taudton: 6 
January, 1680, . 
Delanoy, Mary, and J cuathan Dashes Plymouth, 
29 November, 1655, : 
Derbey, Darbey, Anne, and Abeataaa Blush, Barns 
stable, 4 January, 1658, . 
Sarah, and Jabez Lumbert, Barnstable, 1 De 
cember, 1660, 5 : a 
Dicksey, Elizabeth, and John Fairewenthers 
Dikarson, John, ind Elizabeth Hickes, Plymouth, 
10 July, 1651, : 
Dillingham, John, and Elizabeth Feake, Sandwich, 
24 March, 1650, 
Dodson, Anthony, and Mary Ryilleanes Scituate, 
12 November, 1651, 
Doged, John, of Martha’s Wiceyund aid Bath- 
heb Prat, Plymouth, 29 August, 1667, 
Done, Ephraim, and Mercy Knowles, Becchorss 5 
February, 1667, 
Dotey, Doty, Edward, aiid Sarah Runes Pig 
outh, 26 February, 1662, 
Faith, and John Phillips, Plymouth, 
March, Ue os 
Dunham, Sanruel ae Martha Tullawey: Rivne 
outh, 29 June, 1649, ; 
Hannah, and Giles Bickard Jun.. Plymouth 
31 October, 1651,. : 
Jonathan, and Mary Delanoy, Plymouth, 29 
November, 1655, 
Jonathan, and Mary Cobb, Blynotl, 15 Oc- 
tober, 1657, . a 
Persis, and Bemiak Prat, Py cabal 29 ee 
vember, 1655, 
Joseph, and Mercy Morton, Pious 18 
November, 1657, 
Joseph, and Esther Wormall, ely aouie “20 
August, 1669, ‘ 
Benajah, and Elizabeth Tilson, Plymouth, 95 
October, 1660, ; 


14 


DEATHS AND BURIALS. 


Damman, Zachariah, son of John, Scituate, died 
February, 1649, 
John, child of, died, . 
Dean, Deane, John, son of John, Taunton, died 6 
August, 1670, : 
son of John, Taunton, died ae 6, 
1670, eee ee 


John, 


. 20, 
020, 


225 


21 
21 


39 


55 
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Dean, John, children of, . 


: . 39, 55 
Thomas, son of Thomas, (acntony died 26 


February, 1670, 60 
Thomas, child of, . 60 
Bethiah, daughter of a aanten ase 27 
November, 1679, : 83 
Samuel, son of Ezra, Taunton, died 16 Feb- 
ruary, 1682, DP Gee 1s 86 
Ezra, children of, : : 83, 86 
Dennis, Robert, Yarmentl son er died 1649, . 10 
Dotey, Edward, Plymouth, died 23 August, 1655, 17 
Druce, John, Swansey, buried 2 July, 1675, 61 
Dunham, Jonathan, son of John, Plymouth, died 
26 August, 1650, Hae. 10 
John, child of, 10 
Samuel, Plymouth, twin dudeon of died 1651, 13 
Mercy, wife of Joseph, ce. died 19 
February, 1666, . 31 
Joseph, wife of, . : fo eH 
Dunham, oe Sen., Plymouth ied 2 ee 
1668, Sree, Hei 


BIRTHS. 


ASTERBROOKE, ELIZABETH, daughter 
of Thomas and Sarah, laa 19 De- 


cember, 1673, 48 
Thomas, daughter of, 48 
Eedy, Hannah, daughter of Sarnueli Plymouth 23 
June; 16475 ae - , 4 
Samuel, child of. : 4 
(ele son of Fechariah, Prnouihy 10 
April, 1664, . . 26, 75 
John, son of Zechariah, Biymoush 10 Octo- 
ber, 1666, 2s car . 31, 75 
Elizabeth, daughter of Techerah Plymouth, 
3 August, 1670, 33 
Samuel, son of Zechariah, Sen., Blymouth, 
3 (4) June, 1673, . 84, 75 
Ebenezer, son of Zechariah, Sen., Plymouth, 
8 February, 1679, . A 75 
Caleb, son of regres Plymouth 21 cee 
tember, 1678, 75 


Joshua, son of PR Plymouth 21 Feb- 
ruary, 1680,. . . . 76 

Obadiah, son of Zechariah, Piymooth, 2 Soe 
tember, 1683, bono Oy ait) 

Zechariah, children Om 6 26, 31, 33, 34, 75 

Alice, daughter of Zechariah, Jun. eine dude 
28 November, 1684, 


a tte! 
Elinor, daughter of Z acheeatn Jun., eee 


outh, 16 May, 1686, 76 
Facer, Jun., children of, 5 a oo KS 
Mary, daughter of J ue T ae 14 March, 

1666 or ’67,. . 37, 83 


INDEX TO BIRTHS, 


MARRIAGES, ETC. 


Eedy, Eliezer, son of John, Taunton, 16 October, 


1671, al : . 85, 
Mercy, daughter of Tahu, Taunton, 5 July, 
1673, 
Ebenezer, son of ee TTannton, 16 Ray 
1679, GO 


John, Taunton 19 Fanuey, 1670, 
Hannah, Taunton, 5 July, 1676, : 
John, children of, - 37, 83, 85. 
Caleb, son of Caleb and Elizabeth, Swansey, 
29 May, 1672, 
Samuel, son of Giled, Swansey, 1b J aie 1675, 
Zechariah, son of Caleb, sees 28 Janu- 
ary, 1682, 
Caleb, children of, “49, 61, 
John, son of Obadih, lemon 22 Mareh, 
1669; yan = 
Hasadiah, iene of Obadiahs Plymouth, 10 
April, 1672, . : 3 
Obadiah, dillecn of, 
Eldred, Ann, daughter of William, Yarmouth Tes 
cember, 1648, ce eee 
William, child of, 
Nicholas, Yarmouth, 18 Aap "1650, 
Sarah, Yarmouth, 10 October, 1650, 
Elles, J ate son of Roger, Yarmouth, first of De- 
cember, 1648, SO a. 
Roger, child of, 
Benet, Sandwich, 27 Feteuary, 1648, . : 
Mordecai, son of John, Sandwich, 24 March, 
1650, or CRTs a) 
John, aad of : 
Elmes, Sarah, daughter of Redatphius! erates 
29 September, 1645, : 
Mary, daughter of Rodulphns, Scituate) 9 
June, 1648, 
Joanna, daughter of Hedulphash Scituate, 28 
March, 1651, 
Hannah, doughiae of Rodulphii Scvnale 
25 December, 1653, 
John, son of Rodulphus, Scituate, 6 J ‘ike 1655, 
J Gepl son of Rodulphus, Selouate, 16 March, 


1658, 
Waitstill, dauphies of ‘Rodulalias “Secante 
9 February, 1660, . noes 
Rodulphus, children of, . 28, 


Eyens, Richard, son of Richard, Rehoboth, 10 
August, 1681, 
Richard, child of. 
Ewell, Ewill, Hannah, daughter of Henne Seite 
ate, 22 Tae: 1649, 
Gershom, son of Hency, utes 14 Nowom 
ber, 1650, 
Abia, daughter of Hemres Sertuates 27 Ber 
tenes 1653, 
Ichabod, son of Hen, Scituate, ae, 1659, 


86 
83 


83 
83 
83 
86 


INDEX TO BIRTHS, MARRIAGES, 


Ewell, Deborah, daughter of opal wom 4 
June, 1663, 


Henry, children. of "20, 28, 


MARRIAGES. 


Eaton, Benjamin, and Sarah ILoskins, Plymouth, 
4 December, 1660, 
Samuel, and Martha Billington, Plymouth: 10 
eee 1660, : 
Edson, Sarah, (of Bridgewater) ani Fchn 
Dean, Taunton, 7 November, 1663, . 
Bethiah, (of Bridgewater,) and Ezra Dean, 
Taunton, 17 December, 1678, . ; 
Eedey, Eedy, Zachariah, and Alice Padduck, Plym- 
outh, 7 May, 1663, 
John, and Susanna Padducke, (of Dartmouth ) 
Taunton, last of November, 1665, 
John, Taunton, and Susanna Padducke, (of 
Dartmouth,) 12 November, 1665, 
John, Taunton, and Deliverance Owin, (of 
Braintree,) Taunton, 1 May, 1672, 
Zechariah, Jun., and Mercy Baker, Swansey, 
13 ibe wary, 1683, d 
Eldred, Robert, and Elizabeth Nisaron, ae 
mouth, October, 1649, 
Everson, Martha, (of Plymouth,) and Hugh ‘Briss, 
Taunton, 1 March, 1683, : 
Ewer, Mary, and John Toda Bamstable 2 
February, 1652, af Joes : 


DEATHS AND BURIALS. 


Eedey, Eedy, Susanna, -wife of John, anit 
died 14 March, 1670, 
John, wife off. . . 
Zechariah, son Sine Caleb, Sransey, died 26 
February, 1682, . te 
Caleb, child of, 


BIRTHS. 


AUNCE, ELIZABETH, daughter of John, 
Plymouth, 23 March, 1647, - 

Mercy, daughter of John, Plymouth, 10 honk 
1651, 3 

Joseph, son et Joba, Piymooth, rr May 
1653, 

John, childven of, Sr 

Patience, daughter of Thomas, Plymouth, 7 
November, 1673, 5 a, 

John, son of Thomas, Plymouth, 16 Septem- 
ber, 1678, 5. es 


29 
29 


22 


22 


38 


83 


23 


38 


82 


83 


84 


10 


84 


45 


83 
83 


81 
81 


Or 


12 


74 


ETC, 927 

Faunce, Martha, daughter of Thomas, Plymouth, 
17 December, 1680, ; - 74 
Thomas, children of, cet 2, 74 

Hannah, + of Jose, Plymouth ‘ 
Fue 1679, : 68 
Joseph, child of, c - 68 
Fish, Nathaniel, Sandwich: 27 Noverben 1648, 6 
‘Caleb, Sandwich 18 Aeguad 1649, . 9 

Nathaniel son of Jonathan, Seudwioh: 18 De- 
cember, 1650, 11 
Jonathan, child of, 11 

John, son of Nathaniel, Sahdwiats 13 Ape 
1651, 3 a 5 13 
Nathaniel, child of, : m9} 

Fisher, Hannah, daughter of Danieh Tetaton 1 
Peay 1666, : 36 

John, son of Daniel, Taunton, Neveinber; 
1667, 36 

Samuel, son of Daniel, Tamed 3 Deceubor 
1669, . 3 60 
Eliezer, son of Daniel Taunton 2 May, 1673, 58 

Mary, daughter of Daniel, Taunton, 30 May, 
1675, . 68 

Mercy, daughter of Dench Taunton 12 De 
cember, 1677, 69 

Israel, son of Daniel, Taunton 21 March, 
1680, 86 

Nathaniel, son of Denial, Teanion! ‘9 Febru: 
ary, 1681, : 86 
Daniel, ahildren Oe : 36, 58, 60, 68, 69, 86 

Fitsrandall, Hannah, daughter of Edward, Barn- 
viable: April, 1649, . . 43 

Mary, daughter of Edward, Bamettle, May, 
1651, 43 

John, son of Eavard, Bartetable, 1 October 
1653, fat 43 

Joseph, son ‘of Edwaed Gianatle 1 March, 
1656, 43 

Thomas, son of award, Borns 16 oe 
gust, 1659, : . 43 

Hope, daughter of Bayard Barnstable 2 
April, 1661, cle : . 43 
Edward, ébildvén of, 43 

Foster, Mary, daughter of Richard) Plymonth 8 
March, 1652, : 14 
Richard, child of, 14 

Foxwell, Mary, daughter of Hiner Barnstable 
17 August, 1635, . : 43 

Martha, daughter of Richard, Baneenles o4 
March, 1638, 43 

Ruth, daughter of Richard, Wearables 25 
March, 1641, ee ey, 43 
Richard, Galtier of, oc 43 

Freeman, John, son of John, Bastian® 2 Rebru 
ary, 1650, : . 26 
John, son of Joka Eastham, icone 1651, 26 
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Freeman, Thomas, son of John, Eastham, Sep- 
tember, 1653, 

Edmund, son of John, Basthatt Bane 1657, 

Mercy, daughter of John, Eastham, July, 


1659, 

Prence, son ee John, Bastiat, ‘3 February 
1665,. . 

Nathaniel, son of coe Fastam, 20 March, 
1669, 2 C 


John, chilean of, nh uo c 26, 

Apthia, daughter of Samnel) Eastham, 11 
December, 1660, ; 

Apphiah, daughter of Samuel, aga, 1 
January, 1666, 

Constant, son of Samuel Wasthiom, 31 March, 
1669, i i, 9d. G58 ic 

Samuel, aaiaien of, . : ca een 21, 

French, Hannah, datigh tex of Tole, Rehoboth, 19 

October, 1679, - 

John, son of John, ‘Rehoboth, 13 apa 1681, 

John, children of, . BAG 5 Lig 

Thomas, son of Joseph, Taunton, 12 Decem- 


ber, 1680, . - 
Ebenezer, son of Joseph, Tauttons 27 J 
1682, 


Joseph, elie ‘Ofmre ¢ oz, 
Fuller, Thomas, son of Samuel, Sen. Saumctable 

18 May, 1650, : 

Sarah, daughter of Samed Sens SBacnsuble, 
14 December, 1654, . . 

Samuel, Sen., Hamsable child ab 8 Webru- 
ary, L008) ce ws ian Oe <alia 

Samuel, Sen., children of, . 

Robert, son of Jonathan, Rehoboth, ‘2 March, 
1673, k 

Elizabeth, davghiss of Janata Rehoboth, 
12 May, 1678, . : 

Sarah, daughter of Jonathan, Rehoboth 23 
April, 1680, . 

Mary, ee of Jonata Rohohotls 1 
October, 1681, 

Noah, son of Toxathan Rehoboth, 12 Feb- 
ruary, . é 

Jonathan, ehildien of 

John, son of John, Rehoboth, 8 September, 
1674, 

Abiel, son of John, Rehoboth: 30 December 
1676, ak Sth tae 

John, childeen of, 


MARRIAGES. 


Fairweather, John, and Elizabeth Dicksey, . 
Falloway, Martha, and Samuel finer ae 
outh, 29 June, 1649, : 5 


52, 71, 73, 76, 


87 


51 


8 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Fallowell, John, and Sarah Wood, Plymouth, 13 
February, 1667, bos 
Faunce, Mary, and William Harlow, Piymouth 15 
July, 1658, 
Patience, and John Hokaees Plymouth, “20 
November, 1661, 2 
Sarah, and Edward Doty, Ply Seon 26 Behe 
ruary, 1662, . 
Mercy, and Nathaniel alee Plymouth: 29 
December, 1667, 
Thomas, and Jane Nelson, Plymouth 13 De 
cember, 1672, : 
Joseph, and J udith Rickard, Piya 3 
January, 1677, 
Feake, Elizabeth, and J oe Dillinghara, Semelwiels 
24 March, 1650, 
Fitch, Rebekah, a Moses Read, Rehoboth, 6 
December, 1677, : 
Sarah, and Noah Naser Rehoboth, 6 Doe 
her 1677, : 
Hannah, and Joseph Biowse. Rehoboth, 10 
Nevembon 1680, : 
Foster, Richard, and Mice Bartlet, Fiymouth, 10 
September, 1651, 
Mary, and Toned Mibereys Plymouth, 8 
July, 1659, 
Foxwell, Martha, and Samuel Bacon Baretatle 
9 May, 1659, 
Freeman, John, and Mercy Picaae! Eastham, 13 
Hebwusry, 1649, 
John, and Mary Prence, Sandwich, 4 Febnes 
ary, 1649, 
David, and Margaret Tagvahans (of ee 
4 April, 
French, Nathaniel, and } Mary Tisdell, Tuthitou: 9 
January, 1676, : 
John, and Mary Paibies Rehoboth, 27 No- 
vember, 1678, a 
Fuller, Mary, and Ralph James, Ply cue 17 
April, 1650, . ; 
Elizabeth, and Moses Rowley Barnstable 22 
Api 1652, . : : 
Hannah, and Nicholas Boubiaw Barnstable 1 
January, 1658, 
Samuel, and Mary ae Rehoboth, 12 Tie 
cember, 1673, 
John, and Abigail Titus, Rehoboth, 05 J Ape 
1673, ; 
Abigail, aed Thomas Guha Rehoboth, 16 
October, 1679, 


DEATHS AND BURIALS. 


Fall, John, Swansey, buried 24 June, 1675, 
Fallowell, Gabriel, Plymouth, died 28 Dec., 1667, 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Faunce, Elizabeth, daughter of John, sldielata 
died 3 March, 1649, . so 

John, child of, . 

John, Ply Oe died 29 Movember. 1654, 
Feney, Mother, Pivcuih, died 22 April, 1650, 
Finney, Finny, Christian, wife of John, Bineoaths 

died 9 September, 1649, 

John, wife of, . 

Fish, Caleb, Sandwich, bused 28 Board: 1649, . 
Fitch, J ohn, Jun., Rehoboth, buried April, 1676, . 

Gecciak, Rehoboth, 15 October, 1676, 
Freeman, John, son of John, elie died, 

John, child of, . - 

Apthia, daughter of Samuel asian, died 

19 February, 1660, - ons 

Samuel, child of, . 

French, Pras: son of Joseph, etn: bene 
29 December, 1680, 

Joseph, child of, 

Fuller, Samuel, child of bated Febrary 1 1658, 

Samuel, Rehoboth, 15 August, 1676, 

John, Rehoboth, 23 August, 1676, . , 

Sarah, wife of Robert, Rehoboth, 14 October, 

1676, . Sore Fen oe ae a 

Robert, wife of, 


BIRTHS. 


ARDINER, GUARDINER, SAMUEL, son 
of Samuel, Plymouth, 27 Sept., 1683, 
Samuel, child of, . : 
Gaunt, John, son of Thomas, Rehoboth, 1 fae 
ary, 1677, ‘ Keo es 
Thomas, child oe : 
Gibbs, Samuel, Sandwich, 22 J ni 1649, 
Bethiah, daughter of Thomas, tine Sand- 
wich, 10 December, 1675, F 
Thomas, Jun., child of, . : 
Job, son of Joka, Sandwich, 27 Api 1676, 
John, child of, : 
Gilbert, Hannah, dacshice of Poca oe 
28 Septembox: 1677, 
Sarah, daughter of pineticrs Taunton, ul NN 


gust, 1679, : 

Mary, daughter of Thomas, wheats ul et 
gust, 1679, 

Thomas, son of Thomas, Tacnion;, u Tuly, 
1681, 

Thomas, hes of, . 4 4 : 10, 80, 

Glasse, Glase, Hannah, daughter of James, ied 

outh, 2 June, 1647, 

Wybra, daughter of James, Eipaect ‘9 ne 
gust, 1649, 

Hannah, daughter of Efe Plymouth “24 
December, 1651, bo 


16 
10 


13 
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Glasse, James, children of, 8 > sy Cp le 
Goodspeed, Nathaniel, son of Roger, and Allis, 
(Layton,) Barnstable, October 6, 1642,. 43 
John, son of Roger and Allis, (Layton,) Barn- 
stable, middest of June, 1645, . . 43 
Mary, daughter of Roger and Allis, (Layton,) 
Barnstable, the latter end of July, 1647, 43 
Benjamin, son of Roger, and Allis, (Layton,) 
Barnstable, May 6, 1649, 44 
Ruth, daughter of Dope and Allis, (Casson) 
Banistsbley 10 April, 1652, . 44 
Ebenezer, son of Roger and Allis, (layten,) 
Barnstable, latter end of December, 1655, 44 
Elizabeth, daughter of Roger and Allis, (Lage 
ton,) Barnstable, May, 1658, 3 44 
Roger, children of, . 43, 44 
Gorum, Desire, onal of Icha, Barnstable, 2 
April, 1644, . 44 
Temperance, daughter of ee Bamtable 
5 May, 1648, 44 
James, son of John, Bamstable, 28. April 
1650, : 44 
John, son of John, Resta 20 Pelimary, 
1651, 44 
Joseph, son 1 of John, Demat 16 iebae 
ary, 1653, 44 
Jabez, son of J chm: Barnstable; 3 sees 1656, 44 
Mary, daughter of John, Barnstable; 20 AG 
uary, 1658, 44 
Lydia, deepitet of John, ee ul No: 
vember, 1661, Boon OWEN ce 
John, children of, Pa 44 
Gould, Mary, daughter of John, ein, 19 fn une, 
1674, 70 
Hannah, lege of 9 John Teen, ‘9 Noe 
vember, 1677, 3 70 
John, children of, 70 
Graunt, Hannah, daughter of gee Reloboth, 
4 April, 1681, : 76 
David, son of Thomas) Rehoboth, 2 iegbrus 
ary, 1682, AWE) Teas 79 
Thomas, ataiiaen of, . 76, 79 
Gray, Benjamin, son of John, Yarmouth, Decem- 
ber, 1648, 7 
John, child of, 0 7 
Desire, daughter of Baward, Ply eae 6 
November, 1651, 12 
Mary, daughter of Bayard, Ply mibathe “18 
September, 1653, 15 
Elizabeth, daughter of Bayard, Bianaithe 22 
Sarah, daughter of Edward, Ply mouth, 12 
August, 1659, 22 
John, son of award) Plymouth, 1 Guicher, 
1661, 22 
Edward, son ao Edward, Piymeucl, 31 Jane 
uary, 1666, se eee 31 
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Gray, Susanna, daughter of Edward, es 
15 October, 1668, auc 
Edward, children of, . 
Samuel,. . . 
Mehitabel, aghter of Toeagt Gey, “Tuan 
ton, 21 February, 1668, . 
Ephraim,son of Joseph,Taunton,20 J uune,1673, 
Joseph, son of Joseph, Taunon, 31 Decem- 
ber, 1673, . . 58, 
Joseph, aided of, . z bg . 58, 
William, born at Varaoutly 5 October, 1650, 
Gylson, Nathaniel, son of ana Rehoboth, 24 
January, 1674, . ae 
James, son of, . 


12, 45, 22, 31, 


MARRIAGES. 


Gaille, Elizabeth, and George Robinson, Reho- 
both, 12 November, 1680, 
Gallop, Bacher, and Henry Hodgis, Taunton, Uy 
December, 1674, : 
Garrett, Joseph, and Ruth Bucks, Beatuate, v7 
January, 1676, : 
Gaurdiner, Samuel, and iSeanns Shelley, Bie 
outh, 20 December, 1682, . . . 
Gilbert, ‘Thatas and Anna Baeke, (of Milton,) 
Boston, 18 December, 1676, 
Glover, Mary, and Thomas Hineliley; Barisable: 
16 March, 1659-60, : 
Godfrey, Godfree, Jane, and Israel W oodwaed, 
Taunton, 4 August, 1670, 
Richard, Jun., and Mary Hichmond, Tanita) 
1 January, 1679, 
Susanna, and Edward Cetill, diauiton, 10 J ay, 
1682, 5 : 
Goodspeed, Hees and Allis Laveen, Harnstble 
December, 1641, 
Gorum, Desire, Barnstable, panned 7 Getaber 1641, 
Gould, John, and Mary Crossman, Taunton, 24 ne 
gust, 1673, : 
Gray, Edward, and INGE Winslow; Pinout 16 
January, 1650, c 
Edward, and Dorothy bouton Plymouth, 12 
December, 1665, 
Desire, and Nathaniel Southw orth: Plymouth, 
10 January, 1671, . 
Joseph, and Rebecca Hill, Tamion, 95 Feb- 
ruary, 1667, . 


DEATHS AND BURIALS. 
Gage, Thomas, Yarmouth, son of, died 1650, 


Glase, Hannah, Aaueles of James, Plymouth 
died 15 June, 1648, : 


32 
32 
22 


39 
59 


59 
59 
12 


53 
53 


72 


82 


50 


75 


70 


44 


69 


83 


86 


43 
44 


70 


11 


31 


33 


38 
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Glase, James, child of, 
Gorum, Captain John, Setioy titel 3 Febiu: 
ary, 1675, . . 
Goulder, Catharine, Piynouth, aed 16 March 
165050: 5) ae 
Francis, Pipeontli, died 7 May, 1664, 
Graunt, Thomas, of Rehoboth, child of, based 
September, 1676,. . . - c 
Gray, Thomas, Plymouth, died 7 June, 1654, . 
Ephraim, son of Joseph, Taunton, died 21 
June, 1675, . . 
Rebekah, wife of Joseph, ‘Taunton, died! 13 
May, 1676, : 2 
Joseph, child of, . 
Joseph, wife of, 


BIRTHS. 


ACKE, WILLIAM, son of William, Taun- 
ton, 15 November, 1663, ax 
William, son of, . 
Hackett, Hatckett, John, son of Tobos: Reraeor 26 
December, 1654, : 
Jabez, son of Jabez, Taunton, 12 een 
1656, é 
Mary, ake of Taber, ‘Wennten, 9 sae 
ary, 1659, ¢ 
Sarah, daughter of Jabez, Aasmston) 13 iui 
1661, 
Samuel, son of J ales: Teantan 29 J ai, 1664, 
Hannah, daughter of Jabez, Taunton, 25 ft 
uary, 1666, : 
Jabez, children of 
Haddawey, John, son of, born 1657, 
John, son of John, August, 1658, 
John, children of, : 
Hall, Samuel, son of Samuel, qeanien M1 Decen: 
ber, 1664, 
John,son of ce Taunton 19 oecner 1666, 
Nuholae: son of Samuel, Pounton 28 Octo- 
ber, 1670, : 
Mary, daughter of Samuel, eantn, 3 Geet 
ber, 1672, : 
Sarah, dauohics of Sami Taunton 4 Oc- 
tober, 1674, . 
Ebenezer, son of Samuel, Taenton, 19 March, 
1677, 
George, son of Samuel, Taunton, 25 Janay 
1680, 
Samuel, children of, . 
Sarah, daughter of Soinvall a Taxnton, 2 
March, 1679, : 
Samuel, Sen., child of, 
ce son of John, Hatton 6 Decsmaber 
1677, 


| 87, 39, 55, 59, 69, 
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Hall, John, son of John, Taunton, 27 June, 1672, 
Joseph, son of John, Taunton, 7 April, 1674, 
James, son of John, Taunton, 8 December, 

1675, 
John, children of, Ear 
Hallot, Hallott, Jonathan, son of Andets Yar 
mouth, 20 November, 1647, 
Andrew, child of, . 
John, born at Yarmouth, 11 Deocnber 1650, 
Hallowey, Hallowwey, Sarniel son of Saniuel 
Taunton, 14 September, 1668, . 
Nathaniel, son of Samuel, Taunton, 2 sh 
1670, 
Esther, dnighter of Saeed Tectcn, 4 
May, 1673, 
John, son of Samuel, Tauntot 24 | Se 
1674, 
Hannah, Grose of Satinel Taunton, Mens, 
1667, nace 
Samuel, aiden of, . 3 . 37, 
Hamblen, Bartholomew, son of J: cae Bamstable, 
April, 1642, . 
John, son of James, Barnstable, 26 Genes 
1644, 3 
Sarah, daughter of cS Ferestable) 7 No- 
vember, 1647, 
Eliezer, son of James, Baracmble 17 Mens 
1649, 
Israel, son of James, Barnstable, 25 Sones 
1655, . 
James, children of, : 
Hamon, Elizabeth, daughter of Wiliam, Bobet 
both, 24 September, 1661, : 
William, child of, 
Harlow, William, son of William, Plymiocth, 5 
October, 1650; = 
Samuel, son of William, Plymouth. 27 Be 
uary, 1652, 
Rebecca, ing itex of William, Blyaiduth, 12 
June, 1655, 
William, son of Wilttam, Piya, 2 Fane 
NGG s EB « 
Mary, daughier of Syyalliaa, Piywoutls 19 
May, 1659, : 
Repentance, daughter of William, Elprcuth! 
22 November, 1660, : 
John, son of pao Pimoeth) 19 October, 
(6625 ue 
Nathaniel, son of William, Plymouth, 30 Sep 
tember, 1664, 5 
Hannah, daughter of syalbahs Bipmouthy 28 
Oecber, 1666, é 
Bathsua, daughter of William, Plymoath, 21 
Peevey Who 6 o « 
Joanna, daughter of William, Piymout “24 
March, 1669, : 


66 
66 


66 
66 


3 
3 
12 
65 
65 
65 


65 


37 
65 
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45 


45 


45 


45 
45 


52 
52 


10 


14 


its 


17 


22 


22 


23 


26 


31 


32 


33 


ETO. 231 


Harlow, Mehitabel, daughter of William, Plym- 


outh, 4 Ouicher: 1672, 34 
Judith, daughter of William, Plymouth 2 
ive 1676, : 35 
William, children of 10, 14, 11, 22, 23, 25, 31, 
32, 33, 34, 35 
Harper, Mercy, daughter of Robert, Sandyie 12 
June, 1675, . Sep 81 
Robert, child of, . 5 & a yl 
Hatch, Hersh, daughter of Walter, Scituate, 13 
March, 1650, 20 
Samuel, son of Walter, Seitnsts) 22 ees 
ber, 1653, : 18 
Jane, daughter of Walter, Setntes 7 March, 
1655, . 21 
Bethiah, daughter of Walter, Sata, 31 
March, 1661, 46 29 
Walter, paien oie 18, 20, 21, 29 
Lydia, daughter of Aco Scituate 28 
April, 1653, . 28 
William, child of gaa 3 vs) 
Lydia, daughter of William, Sone Seite 7 
January, 1654, . ff D8 8 20 
William, Sen., child of, . 20 
James, son of Jeremiah, Scituate, 4 May, 
1674, O40 50 
Jeremiah, child of, 50 
Rodulphus, son of Thomas, Seinate 26 De- 
cember, 1674, eects 50 
Thomas, child of, . 50 
Hathewey, John, son of ote Plymouth, "7 
September, 1653; . : 15 
Sarah, daughter of Arthur, Plymouth "28 
February, 1655, : a 5, als 
Arthur, children of, . C ~ 15,16 
Haward, Jonathan, son of William and Sarah, 
Swansey, 8 April, 1672, . 49 
Margery, daughter of William and Sarah, 
Swansey, 10 September, 1673, 48 
Mercy, daughter of William and Sarch; Swali- 
sey, 80 January, 1680, GG kes 
William, children of, . 48, 49, 84 
Heward, Sarah, daughter of John, ae '20 
August, 1647, : 4 
John, child of, . c 4 
Hedge, Elizabeth, Gauchicr of William, Varnoutll 
21 May, 1647, fe 3 
Mary, daughter of William, Tarnow 1648, 7 
William, daughter of, 5 3h 7) 
Hickes, Dorcas, daughter of eel Plymoulhs 
14 February, 1651, 5 13 
Margaret, daughter of Samuel Plymouth 9 
March, 1654, qo go 6 9 Als 
Samuel, ehfldien Ope : . 18, 16 
Higgens, Joseph, son of Fonathian, pay, 14 
February, 1666, : 9 57 
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Higgens, Jonathan, child of, . 
Joshua, son of Benjamin, Eastham, 1 Octo- 
ber, 1668, : 
Lydia, daughter of Benjamin Eastham, Moy 
1670, : 
Benjamin, amldres Ohm 
Jonathan, son of Michard, Plymouth fay 
UES il 
Benjente os son of Richard, Plymouth July, 
1640, 5 
Mary, daughice of Packard Westhows, 27 Sey 
tember, 1652, : 
Eliakim, son of Richard, Bastian) 20 Ooto- 
ber, 1654, soc 
William, son of Richard, "Basthaes, 15 De: 
cember, 1654, : 
Jadiah, son of Richard, Pasta 5 ae 
1656, not 5 5 : 
Richard, chiles of, C 
Hillies, Deborah, daughter of Hagh ace Bose, 
Yarmouth, 30 October, 1643, 
Samuel, son of Hugh and Ronee Yarmouth, 
July, 1646, 
Hugh, children of, : - 
Hinckley, ‘Samuel, son of Samuel, Bamstable, 4 
July, 1642, - 
John, son of damuel, Barnstable ‘o4 Moy, 
1644, 4 : 
Samuel, children O35 
Mary, daughter of Thomas a vee (Rich- 
ards,) Barnstable, 3 August, 1644, 
Sarah, daughter of Thomas and Mary, (Rich- 
ards,) Barnstable, 4 Noyember, 1646, 
Melatiah, daughter of Thomas and Mary, 
(Richards,) Barnstable, 25 December, 
1648, 
Hannah, daughter of ‘Thomas ae Mans (Rich- 
ards,) Barnstable, 15 April, 1651, 
Samuel, son of Thomas and Mary, (Richards,) 
Barnstable, 14 February, 1652, ‘ 
Thomas, son of Thomas, and Mary, (Richards, 
Barnstable, 5 December, 1654, 
Bethshuah, daughter of Thomas and Mary, 
(Richards,) Barnstable, 15 May, 1657, . 
Mehitabel, daughter of Thomas and Mary, 
(Richards,) Barnstable, 24 March, 
1658-9, 
Admire, decghte of Thomad iad Minegs 
(Glover,) Barnstable, 28 January, 1661, 
Ebenezer, son of Thomas and Mary, (Glover,) 
Barnstable, 22 February, 1662, 
Thomas, children of, 
Hoar, Hoare, Hore, Morey. dnughte® of Hestiak, 
Taunton, January, 1654, 
Nathaniel, son of Hezekiah, Taunton; March, 
1656, Aa, owlo 


57 


58 


58 
58 


27 


27 


27 


27 


27 


27 
27 


45 


45 
45 


44 


44 
44 


44 


44 


44 


44 


44 


44 


44 


44 


44 


44 
44 


39 


39 


Holmes, John, son of John, Plymouth 22 March, 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Hoar, Sarah, daughter of Hezekiah, Taunton, 1 


April, 1658,. «=. 39 
Elizabeth, dangkiee of Hetekiahs paiintoa 26 
May, 1660, . . - eect) 
Edward, son of Hezekiah, “Tatet 25 See 
lecieen 1663) toe -nee 39 
Lydia, daughter of Hezekiah, easton 24 
March, 1665, . . - 39 
Mary, daughter of Heceliiath Pauiton! 22 
September, 1669,. . . .- . 39 
Hezekiah, son of Hesckish, Wantitom 10 Nes 
vember, AGES, cee. Nome ay eet 83 
Hezekiah, children of, : 39, 83 
Abigail, daughter of Nathaniel, ee 2 
November, 1682, . . . - . 86 
Nathaniel, child of, . . . . 86 
Hodges, Hodgis, Mary, daughter of Hear, "Tau 
ton, 3 February, 1675, . . . 82 
Esther, daughter of Henry, Taunton, 7 F be 
mma gIGiise 4 oF 82 
William, son of Henry, anno; 18 March, 
1680, Soe Ae 82 
Charity, daughtes of Henry, Taton, " Anil 
1682, Gite é 86 


Henry, children Olw : 82, 86 


1662, Ser eae Ic oat bg ete 
John, child of Sata 23 
Hopkins, William, son of Gee Fastin, 9 te anu- 
ary, 1660, be Gd oc en fe So 1s 
Giles, child of . . . . 28 
Elizabeth, dauphin of Stephens Bacthai 
June, 1668, 2. 2 58 
Stephen, son of Stephon Pastham, 15 Sa 
1670, Fhe aS oe tes) ao 
Stephen, ehibdeed Of, Mace. . 58 
Hoskins, William, Plymouth, child of 30 Novus 
beralGfig se as 4 
Samuel, son of William, Plymouth 8 Angele 
1654, Ce E ° ae ae 6 


William, alilldien! of, : 4, 16 
William, son of ieee Plymouth, 30 June, 


1681, eG ah ort eee o 
William, nila Of Raa Han the 
Anne, daughter of William, Teaiee 4 Feb- 

PUETY. AO Senn mone: 69 
Sarah, daughter of William, Taunton; 31 ines 

USE LOOT ye ces 80 
William, son of William, Tenn 30 ee 

UGE GT 80 


Henryackl of William ‘Taunton, 13 tary 1683, 83 
William, children of, . 69, 80, 83 


Howland, Jabez, son of Jabez, Plymouth, 15 Sep- 


tember, (November,) 1669, . . 35, 67 
Bethiah, danghter of J ae Plymouth, 2 3 June, 
1674, 5) Ge % 5 . 36 


INDEX TO BIRTHS, 


Howland, John, son of Jabez, Plymouth, 15 Jan- 
uary, 1672, : 
Josiah, son of Jabez, Piaonth, 6 Che 
1676, : 
John, son of Jabez, Plymouth, 26 Ah ae 1679, 
Jabez, children of, 
Huckens, 


, daughter of Phot and Mary, 
(Wells,) Barnstable, about 4 July, 1644, 
Mary, daughter of Thomas and Mary, (Wells,) 
Barnstable, 29 March, 1646, a 
Elizabeth, daughter of Thomas and Mary, 
(Wells,) Barnstable, 2 February, 1647, 
John, son of ‘Thomas and Rose, (Hollier,) 


35 


68 
68 


. 35, 67, 68 


44 


44 


44 


Barnstable, 2 August, 1649, 45 
Thomas, son of Thomas and a (Hollier,) 
Barnstable, 25 April, 1651, 45 
Hannah, daughter of Thones and ae 
(Hollier,) Barnstable, 14 October, 1653, 45 
Joseph, son of Thomas and Rose, (Hollier,) 
Barnstable, 21 February, 1655, 45 
Thomas, children of, . 44, 45 
Hull, Mary, daughter of Pvnstenra, Barnstable, 
September, 1645, . 45 
Sarah, daughter of (Bearehaas Banastebiles 
March, 1650, 45 
Joseph, son of Trustrum, Harnstiide! duce, 
1652, : to 
John, son of Pasteur, Bacasiito; March, 
1654, 45 


Hannah, daaghter of Tastee, Barnstable 
February, 1654, : : 
Sarah, daughter of Treaster Ligmouthey 18 


45 


October, 1647, ie 3 
Trustrum, children of, é 3, 45 

Hunt, Mary, daughter of Enoch, Rehoboth, 7 a 
tember,-1679;= =.=. ~. 86 

Peter, son of Enoch, Rehoboth, “22 pee 
ber, 1681, 76 

Elizabeth, daughter of Enoch, Rehoboth, 2 
October, 1682, : 78 
Enos, son of Ensoeki, ‘Bekobous 28 January,. 88 
Enoch, children of, . 76, 78, 86, 88 
Peter, son of John, Rehoboth, 7 Febrary 88 
John, child of, Lamon ts 88 

MARRIAGES. 

Haddawey, John, and Hannah Hollet, Barnstable, 
1 July, 1656, . 45 

Hall, John, and Hannah Bantuan Taunton 4 
February, 1667, 66 

Esther, and Thomas Jordaine, Rehoboth, 24 
December, 1674, . . 53 

Hallee, [or Hattee,] Alice, and Jonas Pickles, Beit: 
uate, 23 December, 1657, 49 


30 


MARRIAGES, ETO. 


Hallowey, Samuel, and Jane Brayman, Taunton, 
26 March, 1666, 
Hanmore, Elizabeth, and Daniel Hickew Betaste 
19 Sepisuiber 1657, 3 : 
Harding, Joseph, and Bethiah Choke; Hsia, 4 
April, 1660, . 
Harlow, William, and Rebecca Bartlett, Piymout 
20 Dene 1649, 
William, and Mary Decne Piya 15 
July, 1658, 
William, and Mary Shelley, Plymbuth “25 
January, 1665, . ‘ 
Hatch, Hach, Ann, and James ere, State 2 
November, 1643, 
William, Scituate, dutertiter of, parece, 2 No 
vember, 1643, : 
William, and Sarai Annible, Saute, 13 
May, 1652, 
Hannah, and Samuel Utley, scmuate 6 De 
couber 1648, 
Walter, and Elizabeth Holbrooke, Semene 6 
May, 1650, 
Lydia, and Henry Tayler, Barnstale 19 De 
cember, 1650, 
Jane, and Thomas King, Sent 31 March, 
1653, 
Hathaway, Atha; and Sarah Cooke Ply moutiy 
20 November, 1652, : 
Hedge, Elizabeth, and J Grnthacs Barnes, Plymouth, 
4 January, 1665, ; 
Hicks, Hickes, Ephraim, al Elizabeth Hawland, 
Plymouth, 13 September, 1649, 
Elizabeth, and John Dickarson, Plymouth, 10 
J aly, 1651, 
Daniel, and Blimabeth ristuiore Seitwite, 19 
September, 1657, : 
Sarah, and Joseph Churchill, Plymouth, 3 
June, 1672, : 
Higgens, Jonathan, aa Elizabeth Hégen! East: 
ham, 9 January, 1660, F 
Hiland, Sarah, and Thomas Turner, Gettuate; 6 
Teaney 1651, . : 
Hill, Frances, (of Unketey,) and J: ean ‘Allin, Bens cs 
Taunton, 14 December, 1667, ' 
Rebecca, and Joseph Gray, eundons 25 Feb- 
ruary, 1667, . 
Hinckley, Thomas, and Mary Richatds, Barmstabe 
4 December, 1641, 
Thomas, and Mary Gideon, Hemstalileg 16 
March, 1659-60, 
Sarah, and Henry Cobb, Banana 12 We 
cember, 1649, 
Elizabeth, and Elisha Barkers ae 15 
July, 1657, 
Samuel, and Bridget Botfish, Baruetabie, De 
cember 15, 1657, META TE x ie 
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38 
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Hoare, Nathaniel, and Sarah Wilbore, Taunton, 2 
February, 1681, . 
Hodgis, Henry, and Esther Gallop, Taunton V7 
December, 1674, - 
Holbrooke, Elizabeth, and Walter Hatch, ‘soar 
ate, 6 May, 1650, 
Hollet, Hannah, and John adie Bareeable 
1 July, 1656, 
Hollier, Rose, and Phone ieee Barnceb, 
3 November, 1648, ahs 
Holloway, Rose, and William Newland, Sedna 
19 May, 1648, 
Holmes, John, and Patience Fence Biysouth, 
20 November, 1661, : 
John, and Mary ead, Plymauti, ul De- 
cember, 1661, 
Nathaniel, and Mendy Faunce, Plymouth, 29 
December, 1667, : 
Hooker, Samuel, and ats Willett, Biemouth, 22 
September, 1658, 
Hopkins, Abigail, and William Miupricka, ise 
ae 23 May, 1667, c 
Stephen, and Mary Memtate Bathe, 29 
May, 1667, 3 
Hoskins, Mary, and Edvard Cobb, Piymout, 28 
November, 1660, é 
Sarah, and Benjani Eaton, Plymouth, Ma De 
cember, 1660, ; 
Rebecca, (of Lakenham,) and Richard Baker, 
Taunton, 15 August, 1662, . : 
Elizabeth, and Ephraim Tilson, Plymouth, 7 
Sales WA, 2 6 
William, and Sach Caseaelt, iacnteey 3 J ly, 
1677, Sec 
Howland, Debora, and Foha Smith, Jun: cine 
outh, 4 January, 1648, : 
Elizabeth, and Ephraim Hicks Fests 13 
September, 1649, : 
John, and Mary Lee, Fiymonth, 26 Geoben 
1651, - 
Joseph, ad Elizabeth Southword Plymouth, 
7 December, 1664, 
Ruth, and Thomas Gisleaass, Piymenth, WI 
November, 1664, : 
Huckens, Thomas, and Mary Wells, ae 
1642, 
Thomas, anil Rose ifellieg, Ranastabia! 3 No- 
yember, 1648, 
Hunt, Peter, Jun., and Rebekah Paine Rohebott 
24 December, 1673, : 
Elizabeth, and James Willett, Rehoboth, 17 
Apall; 1673, . 
Rebekah, and Samuel Pate Peshoboth 21 
Navanber 1677, 
Enoch, and Mary Paine; Rehototh, 29 Octo: 
ber, 1678, : Senta ae 


80 
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DEATHS AND BURIALS. 


Haddawey, John, Barnstable, first born son of, 
buried 1657, 
Hall, Sarah, Sougheee of Samed, Tannen died 
26 May, 1677, aie 
Samuel, child of, . 
Hamon, William, Swansey, teed 29 i une, "1675, 
Harlow, William, son of William, Ee died 
26 October, 1650, . 
William, son of, . : 
Mary, wife of William, Plymouth ae 4 On 
tober, 1664, . ae oe 
William, wife of, . 
Hatch, William, Sen., Scituate, Gel 6 Navara 
1651, 
Lydia, Saale: of William, Scituate, died 2 
May, 1653, ie ie aoe 
William, child of, j 
Hawner, Ephraim, Rehoboth, bee ‘OT Aeceuse 
Hicks, Ephraim, Plymouth, died 12 Deeenhes 
1649, : 
Hinckley, Sarah, wie of Sauuel Bandstable; ia 
paw 19, 1656, 
Samuel, wife of : 
Mary, wife of Thomas, Barnstable, ied 25 
June, 1659, 
Admire, child of Thomas Barnstable buried 
16 February, 1661, Sos 8 
Thomas, wife of, . 
Thomas, es of, 
Holmes, Sarah, Plymouth, died 18 Angeusid 1650, 
Samuel, son of Samuel, Rehoboth, buried 13 
September, 1674, . 
Samuel, child of, . : 
Howland, John, Sen., Plymouth, died 93 Febroan, 
1672, 
John, son of Jabez, Piymouth died Ji ane 
1672, ¢ 
Jabez, child of, 
Huckens, Thomas, Barnstable, daughtek of buried 
28 July, 1644, 
Elizabeth, disap liter ‘of Ttamaks Barastabld, 
honed 28 December, 1648, . 
Mary, wife of Thomas, Barnstable buried 28 
July, 1648, : me es 
Thomas, ehiliven of, 
Thomas, wife of, 
Hull, Sarah, Vasaautls died, - 
Host Daniel son of Peter, Reheows fate 15 
Sapinnteny 1673, 
Peter, child of, 
Mary, Rehoboth, 23 i. 1676, 
Peter, Jun., Rehoboth, 25 August, 1676, . 
Tabitha, Rekobodks 4 October, 1676, . 


wo 
cr Or 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Hunt, Peter, son of Enoch, Rehoboth, buried 12 
October, 1681, . 
Elizabeth, daughter 
patel 29 March, 
Enoch, children of, 


of Hudak, Tobobath, 


see 


BIRTHS. 


DE, TYDE, JACOB, son of nie Re- 
hoor 4 July, 1681, are 
Nicholas, sid of, : 
Nathaniel, son of Nicholas, tis, Rehaboth, 
14 November, 1678, 
Mary, daughter of Nichols Jun., Rchobeth, 
18 March, Sag Steals 
Nicholas, Jun., children of, ars 
Ingham, Sarats Babies of Thomas, Ree 21 
Facer): LGAs aoe 
Thomas, child of, . 
Ingraham, Hannah, daughter of Fare eeeee 
29 December, 1673, 
Jeremiah, son of Jarret one Repekik: ce 
sey, 12 July, 1683, 


Jarret, children of, . 48, 


MARRIAGES. 


Tyde, Mary, and Samuel Fuller, Rehoboth, 12 De- 
cember, 1673, : 
Nicholas, Jun., ad Mary Omen ‘Relie- 
both, 27 December, 1677, . 
Martha, and Samuel Walker, Bahoboth, 1 
November, 1681, 
Patience, and Samuel (Coe Heneboth, 8 
January, . 
Ingraham, Margaret, (of Sersoeeien ae Dard 
Freeman, Rehoboth, 4 April, 
Trish, Elias, and Dorothy Witherill, ce 26 
August, 1674, 
Ivey, John, of Boston, and ree Bartlett, of 
Plymouth, 25 December, 1668, 


DEATHS AND BURIALS. 


Iyde, wife of Nicholas, Rehoboth, buried 3 No- 
vember, 1676, 5 of art 
Nicholas, wife of, . 5 
John, Rehoboth, December, 1676, . 
Ingram, Mary, daughter of Jarett, Rehobotk, buried 
25 May, 1678, . : sa a 
Jarett, child of, 


a 


88 
88 


77 
77 


71 


87 
87 


21 
21 


48 


84 
84 


52 


66 


76 


88 


88 


65 


32 


63 
63 
63 


52 
52 


BIRTHS. 
ACKSON, LYDIA, daughter of Abraham, 
Plymouth, 19 November, 1658, 
Eliezer, son of Abraham, Plymouth, eee 
1669, Seni atyae fs cries c 
Abraham, ahildven OH hat Set 29, 
Jenkins, Jenkens, Elizabeth, Sandwich, “30 April, 
1649, ; 
Sarah, deoahter of ee indi Mary, (Ewer,) 
Barnstable; 15 November, 1653, . 
Mehitable, daughter of J Ont and Mary, 
(Ewer,) Barnstable, 2 March, 1654-5, . 
Samuel, son of John and Mary, (Ewer,) Barn- 
stable, 12 September, 1657, : 
John, son of John, and Mary, (Ewer,) Barn- 
stable, 13 November, 1659, 
John, children of, : 
Jenney, Samuel, son of Samuel, Plymouth, 3 Faly 
1659, 
Samuel, child Of. : 
Johnson, John, son of ee Scituate, Maro 
1653, : 
Joseph, son ‘of imaphirey, Suites 24 Fine 
1655, : 
Benjamin, son of amrirey. Scituate, 27 ie 
gust, 1657, : 
Margaret, daughter of Humpincy Seta 
December, 1659, 4 
Humphrey, children of, : 18, 21, 
Elizabeth, daughter of John, Rehoboth, 19 
May, GBS cd : 
Joseph, son of John, Rehoboth, 3 Oct, "1677, 
Rebecca, daughter of John, Rehoboth, 17 No- 
vember, 1679, . . . 
Rachel, daughter of Joby, Rehoboth, 23 ie. 
cember, 1681, ; 
Jonathan, son of Soon, Rehoboth, “20 Feb- 
ruary, 1682,. 5 
John, children of, 52, 67, 71, 79, 
Richard, son of Richard and Elizabeth, Swan- 
sey, 21 January, 1683, 
Richard, child of, ; 
Jones, Benjamin, son of Robert, Sanney, 8 May, 
1674, 
Robert, aan of, . 
Hannah, daughter of Teontae rausion, 3 oe 
tober, 1675, . ¢ 
Lydia, eR of eee Hfathton, 26 J “ly 
1659, 
Thomas, son of Thomias, “Teankon; 4 May, 
1662, : 
Joseph, son ae Thomas, Taunton, 5 Moy, 1664, 
Thomas, children of, : . 


235 


22 


32 


236 
Jones, Shuball, son of Ralph, Barnstable, 27 Au- 
gust, 1654, c 
Jedidiah, son of Rell, Harastable, 4 Ja anuary, 
1656, nig 
John, son of Ralph Bamsabe 4 1 Angus, 
1659, 


Ralph, Baie of, 
Jurdaine, Baruch, son of John, Plymouth, 24 Feb- 
ruary, 1650, . c 
John, child of, 


MARRIAGES. 


Jackson, Abraham, and Remember Morton, Plym- 
outh, 18 November, 1657, 
James, Ralph, and Mary Fuller, Biymoud, "1 
April, 1650, . 
Sarah, and Robert Parker, aes a 28 I an- 
uary, 1656, . ‘ 
Jenkens, John, and Mary Ewer, Baruetable 2 Feb- 
ruary, 1652, 
Jones, Anna, and J abe Padducee Senay, 21 
December, 1673, : 
Jordaine, Jourdaine, thes and Esther Hall, fie, 
hoboth, 24 December, 1674, : 
Jehosabath, a John Robins, aves 14 
December, 1665, sa 


DEATHS AND BURIALS. 


Jennings, Susanna, ee died 23 March, 
1654, a. SS 
Johnson, Tachal Soeereer of J ae Rehoboth, 
buried aot 1682, 7 gc 
John, child of, . 
Jones, John, Swansey, buried 24 ‘i une, ., 1675, : 
Robert, Swansey, buried 24 June, 1675, 


BIRTHS. 


EMTON, JOANNA, daughter of Ephraim, 
Scituate, 29 September, 1647, . 

Patience, daughter of Ephraim, Scituate, 2 
October, 1648, . 

Ephraim, son of Pobraant otra 1 October! 
1649, : 

Mansasesy, 6 son of Flaite Seitnate, 1 jar 
uary, 1651, 

Ephraim, ohare of, 

Kendrick, Kenericke, Kennericke, ial son Hi: 
Thomas, Rehoboth, 23 March, 1682, 
Mary, daughter of Thomas, Rehpbots 2 I an- 

uary, . ‘eet iet towels 
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11 


17 


10 


47 


45 


48 
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Kendrick, Thomas, children of, 3 tite! 
King, Kinge, ude daughter of Thomas, Scituate, 


11 October, 1639, . 
George, son of ‘Thomas, Scituate, 24 Deco 
ber, 1642, : 
Thomas, son of Thomas, Selaate OL PS 
1645, 
Daniel, son ‘of Spears Scituate, os eruary, 
1647, ¢ 
Sarah, Que of Toes Scitente, 24 May, 
1650, 
John, son of Thomas, Semele, 30 May, 1652, 
Thomas, children of, . j 
Samuel, son of Sseruel Plymout 29 harist 
1649, : 
Isaac, son of Samuel, Plymouth ‘o4 Ortobes 
1651, 3 : c 
Samuel, children of, . ”, 
Kinsley, Mary, daughter of Eldad, Rehoboth, 7 
October, 1675, Z 
Nathaniel, son of Eldad, Rehoboth, 5 Febru- 
ary, 1678, 
Eldad, chitin of, : 
Kirbey, Increase, Sandwich, eleary, 1649, 
, Sandwich, February, 1649, 
Knowles, Suncel son of Richard, Piymouths 1 
September, 1651, - 
Mehitabel, daughter of Hichant Eaten 20 
May, 1652, 
Mehitabel, danger of Richard, Pasthand 20 
May, 1653, 5 
Barbara, pee of Richard, Pasthom, 28 
September, 1656, 
Richard, children of, 12, 15, 
MARRIAGES. 
Kempton, Kemton, Ephraim, and Joanna Rawlins, 
Scituate, 28 January, 1645, 
Joanna, and George Morton, Plymouth 29 
December, 1664, 5 PRG. WO 
Kenricke, Thomas, and Mary Perrey, Rancho 
17 June, 1681, . 
King, Thomas, and ae Hatch, Setanta “31 
March, 1653, : 
Kingsley, ke J oun and Mare Maury Reho- 
both, 16 March, 1674, a 
Elizabeth, and ae Palmer, Rehoboth, 12 
January, 1680, . 
Knapp, Elizabeth, and Wichene Sion nome Taun- 
ton, 17 February, 1673, . c 
Knott, Martha, and Thomas Tokee Sandwich’ 18 
November, 1650, 
Knowles, John, and Aerie Banges, Basham, 28 
December, 1670, . . .. . : 


88 
20 

20 
20° 


20 


11 
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Knowles, Mercy, and Ephraim Done, eniiee 
5 February, 1667, . 


DEATHS AND BURIALS. 


Kempton, Kemton, Patience, daughter of Ephraim, 
Scituate, died 1 July, 1648, 
Ephraim, child of, 5 
Manasses, Plymouth, died 4 taiikes, 1662, 
Julian, widow, Plymouth, died 19 obrary. 
1664, : aye So: 
Ephraim, Bclbaske, died 1655, : 
Hannah, wife of Ephraim Kempton, Scituate, 
died 31 March, 1656, Ho. 
Ephraim, wife of, 
Kenricke, Isaac, son of George, Rehoboth, 13 fie 
uary, 1675, Seo 
George, child of, . . 
Kerbey, Abigail, Sandwich, Bitied 29 Pebronry, 
1649, : 5 
Jane, Seeder buried 23 Mark, 1649, 
Richard, Bemdrich, buried 23 Maes, 1649, . 
Increase, Sandwich, buried 24 March, 1649, . 
King, Kinge, Sarah, wife of Thomas, Scituate, 
died 6 June, 1652, : 
John, son of Thomas, Scituate, ilied. Tuy, 
1652, . 
Jane, es of Thomas, Scituate, died 8 Gets: 
ber, 1653, 5 Set) ane sc 
Thomas, wives of, 
Thomas, children of, 
Kingsley, Kinsley, Alice, wife of I a Rehoboth, 
buried 14 January, 1673, anes 
John, wife of, . . 
John, Rehoboth, oe: 6 Jacuacy, 1678, 
Mary, Rehoboth, buried 29 January, 1678, 
Eldad, Rehoboth, buried 30 August, 1679, 
Knot, George, Sandwich, buried 3 May, 1648, 


BIRTHS. 


ATHAM, MERCY, daughter of Robert, 
Plymouth, 2 June, 1650, alc 
Robert, child of, . 
Laythorp, Mary, daughter of Tiones Bamutable, 
4 October, 1640, 5 
Hannah, daughter of “hous Baretsbley, 18 
October, 1642,. . . 
Thomas, son of Tomes Baristable 7 Fal, 
1644, : 
Melletie, son of IThoenag eas 2 No- 
vember, 1646, : 
Bethiah, daughter of Thetas Barnstable, 23 
July, 1649, ihe heap: 
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46 
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Laythorp, Thomas, children of, . 46 
Joseph, son of Joseph and Mary, (Ansell,) 
Barnstable, 3 December, 1652, 46 
Mary, daughter of Joseph and Mary: (Ansell,) 
Barnstable, 22 March, 1654, 46 
Benjamin, son of Joseph and Nae, (Ansell ) 
Barnstable, 25 July, 1657, : 46 
Elizabeth, daughter of Joseph sed Mary, (hte 
sell,) Barnstable, 18 December, 1659, 46 
John, son of Joseph and Mary, (Ansell,) Barn- 
stable, 28 November, 1661, . 46 
Joseph, children of, . : 46 
Leichfeild, Sarah, daughter of J: Sane Seiate 25 
Deiien 1674, 50 
Josiah, daughter of, . : 50 
Leonard, mel Bumnles; daughter, of Tanes 
Jun., Taunton, Saree ie 25 Novan- 
ber, 1668, 6 40 
Prudence, daughter of Taraes; i un. > Thatans 
24 January, 1669, . 40 
Hannah, daughter of James, Jun. Farce 
2 Oxiahen 1671, 59 
James, son of Fasase Jun. itnintons 1 Feb- 
ruary, 1672, . » 6. to) 
James, Jun., children of, a" . 40, 59 
Hannah, ener of James, ey 2 Oc- 
ee 1671,. 54 
James, son of James,Taunton, 1 ey 1672, 60 
James, son of James, Taunton, 11 May, 1677, 69 
Lydia, oie of James, Taunton, 10 March, 
1679, A 80 
Stephen, son of James, Teme 4 Dae 
ber, 1680, 80 
James, hildren Oime 64, 60, 69, 80 
Mary, daughter of Joseph, Taunton, 2 Geto: 
ber, 1680, 5 : . 80, 82 
Joseph, child of, . 80, 82 
Sarah, wee of Berane ei 21 
May, 1680, 82 
Benjamin, son of Baneniis) Tandon, 95 da anu- 
ary, 1683, 84 
Benjamin, buildren Ota : : "82, 84 
Rachel, daughter of Rice, Rehoboth, 26 Jan- 
uary, 1673, ° 51 
Rice, daughter of a : 61 
Lewis, John, son of George, Sen, Scituate, 2 
March, 1637, ‘ 46 
Ephraim, son of Geers: eae Bara, 23 
July, 1641, : 46 
Sarah, deagheer of George, sean Bartabe 
2 February, 1643, . 5 te 2s) 
George, Sen., children of, . 46 
George, son of George, Jun., and Mary, Wane 
bert,) Sepember, 1655, 45 
Mary, daughter of Cactus, Jun., and Neer 
5 oo eh 


(Lumbert,) 9 May, 1657, 
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Lewis, Sarah, daughter of George, Jun., and Mary, 
(Lumbert,) Barnstable, 12 January, 1659, 
George, Jun., children of, 
James, son oe Thomas aa Marys (Davis) 
Barnstable, March, 1654, 
Thomas, son of Thomas oad Mary, Gieva) 
Barnstable, 15 July, 1656,. . . 
Mary, daughter of Thomas and Mary Davis) 
Barnstable, 2 November, 1659, 

Thomas, children of, 

Samuel, son of Thomas and Hannah, iyanaey, 
23 April, 1673, : 

Hephzibah, auger of Ties Swansey, 
15 November, 1674, : 

Thomas, children of, 

John, son of James and Sarah, (ane) Han 
stable, October, 1656, 

Samuel, son of James and Sarah, ey 
Barnstable, 10 April, 1659, . 

James, children of, 

Nathaniel, son of Nathaniel and Mary, — 
sey, 17 July, 1673, fo as 

Nathaniel, son of, : 

Joseph, son of Joseph et Wats: eee, 6 
June, 1672, 

Sibill, daughter of J oneplb Svansey 7 18 Darth, 
1674, 

Joseph, ehildrea Oia : | 49, 

Lincoln, Lincolne, Lincon, Mary, daughter of 

Thomas, Taunton, 12 May, 1652, . 

Sarah, daughter of Thomas, Taunton, 25 Sep- 
Gaies 1654, 

Thomas, son of tone Toanioth 21 oak 


1656, 

Samuel, son . of Teas Waunton) 16 March, 
1658, 

Jonah, son of Thomas, "Patunteni 1 tae 1660, 

Hannah, daughter of Thomas, Taunton, 15 
March, 1663, é 

Constant, cangttes of Thomas, Penaters 16 
May, 1665, . 

Elizabeth, daughter of tas, Taunton 24 
April, 1669, . : 

Marcye, Gonpier of Thomas, Gisates 3 
April, 1670, . oe 

Thomas, cater of, ee 6 Bue 

John, son of John, Taunton, 11 October, 
1665, 

Thomas, son of John, faentoae 15 Sepia 
ber, 1667, 

John, children of, ae. 

Samuel, son of Samuel, Taunton, 1 fore 1664, 

Hannah, daughter of Samuel, Taunton, 24 
March, 1666, 

Tamisen, dauphten of Samuel, Tanto 27 
October, 1667, 
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. - 45 


48 


51 
51 


46 


46 
46 


48 
48 


49 


61 
61 


39 


39 


39 


40 
40 


40 


40 


39 


40 
40 


36 
36 
36 
37 
37 


37 


INDEX TO BIRTHS, MARRIAGES, ETC. 


Lincoln, Ebenezer, son of Samuel, Taunton, 15 Oc- 
tober, 1673, . 
Rachel, daughter of Semone Tease 16 
Suveuiher 1677, 
John, son of Samuel, Taanion 15 September, 
1679, 
Samuel, children of,. 
Linnitt, Samuel, son of David and Hannah, (Shil- 
ley,) Barnstable, 15 December, 1653, 
Elisha, son of David and Hannah, (Shilley,) 
Barnstable, 1 June, 1658, 
Hannah, daughter of David and eesti 
(Shilley, ) Barnstable, 15 cae st 1660, 
David, children of, 
Little, Ephraim, son of Thdtied Pipmonihs, 7 
May, 1650, eat 
Thomas, child of. F 
Lohun, Wathasiel son of William, Swamsey 2 Feb- 
ruary, 1674, . : : 
William, son of, : 
Lucas, John, son of Thomas, Plymouth: 1b Fly 
1656, 
Mary, dealer of ne Plymouth, 5 
March, 1658, 
Benoni, son of Towne Ply. a 30 Octo: 
ber, 1659, 
Samuel, son of Thomas, Ely mouth, 15 Sep: 
tember, 1661, - 
William, son of Thomas: Plymouth 13 ot 
uary, 1662, . 5 
Thomas, children of, 
Lumbert, Martha, daughter of Bamand Barasia- 
ble, 19 September 1640, : 
Jabez, son of Barnard, Pamstable, 1 Take 
1642, . oe ean 
Barnard, children of, ae Bee 
Abigail, daughter of Joshua and Abigen (Lin- 
nett,) Barnstable, 6 April, 1652, 
Mercy, daughter of Joshua and Abigail, (Lin- 
nett,) Barnstable, 15 January, 1655, . 
Jonathan, son of Joshua and Abigail, (Lin- 
nett,) Barnstable, 28 April, 1657, 
Joshua, son of Joshua and Abigail, (Linnett,) 
Barnstable, 16 January, 1660, . 
Joshua, children of, . ‘ 
Jedidiah, son of Thomas, Sen. / Saree 5 
Be son of Thomas, Ga. Barnstable, 
26 August, 1642, 
Thomas, Sen., aisidren of, . 
Jabez, ee son of, 18 Feisty! 1661, 
Luther, Edward, son of Hezekiah, pis 27 
April, 1674, . i 
Hezekiah, child of, : 
Bspcrencs dnughiee of Saraetel Seunees ts 
March, 1674-5, 
Samuel, child of, . 


| 87, 68, 
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MARRIAGES. 


Lane, Sarah, and James Lewis, Barnstable, Octo- 
ie 1655, 
Laythorp, Laythorpe, Torch, oid Navy evel, 
Barnstable, 11 December, 1650, 
Mary, Barnstable, 20 November, 1656, 
Thomas, of Barnstable, daughter of, married, 
Abigail, and James Clarke, Plymouth, 7 Oc- 
tober, 1657, : 
Barnabas, and Soeauna Clarke, Plymouth, 3 
November, 1658, 
John, and Mary Gale, Jun., Ply saoukh, 3 jane 
uary, 1671, : 
Layton, Allis, and boon Conispend: Himsiable 
December, 1641, $ 
Leonard, Leanard, iilomue and Mary, Watson; 
Plymouth, 21 August, 1662, 
Mary, (Bridgewater,) and John Pollard, ce 
ton, 24 December, 1673, ; 
James, Jun., (Taunton,) and Lydia Caliper, 
(Milton, ) 29 October, 1675, z 
Hannah, and Isaac Dean, Tasnton 24 Janu- 
ary, 1677, 
Benjamin, ot Sarah Thrasher, Toncton, 5 
January, 1678, : 
Lee, Mary, and John Howland, Plymouth, 26 Oc- 
tober, 1651, 
Lettice, Elizabeth, a William Shirtiey, Plym- 
outh, 18 October, 1655, 
Dorothy, and Edward Care Plpsoul, 12 
December, 1665, 
Lewis, Mary, and John Bryant, Scituate, 4 No- 
vember, 1643, 
George, of Barnstable, langle ee panied, 
Thomas, and Mary Davis, Barnstable, 15 June, 
1653, - 
George, ae and Maes aber Baciable 
en 1654, 
James, and Sarah Tane Barnstable Gciober 
1655, . 
Linkoln, Lincone, es San eo Elizabeth 
Street, Taunton, 10 nen 1665, 30, 
Linnett, Linnitt, Lynnitt, Hannah, and John Davis 
Aarmeuble. 15 March, 1648, 
Abigail, and Joshua Lumbert, Bamtabe 
May, 1650, . é 
David, and Hannah Shilley, Bamstable, 1b 
March, 1652, 
Little, Hannah, and Stephen Tilden, Bante: 15 
January, 1661, 
Ephraim, Josiah Cotton and Hannah ieee 
vant married by, . 
Lowell, John, (Boston,) and Elizabeth steer. 
Scituate, 24 January, 1658, . : 


Lumbert, Joshua, and Abigail Linnett, Barnstable, 
May, 1650, ‘ 
Mary, and Chote Lewis, Ta Bamstable, 
December, 1654, : 
Abigail, and James Cleaguehorne, Bamstatle, 
6 January, 1654, 
Martha, and John Martin, Bamasteble 1 J ay 
1657, 
Jabez, and ean Darbey? Bamtabe 1 De 
cember, 1660, . . . Sen 


DEATHS AND BURIALS. 


Leanard, Lenard, Hannah, daughter of James, 
Taunton, died 25 February, 1674, 
James, son of James, Taunton, died 30 De- 
cember, 1674, : 
James, children of, . 3 ; o a 55, 
Sarah, daughter of Krie, Rehoboth, 16 March, 
1676, ac aN 
Krie, child of . E 
Lettice, Lettece, Tignes son of iTunes, Plant 
outh, died 3 November, 1650, . 
Thomas, child of, 
Lewis, Joseph, Swansey, buried 24 fu une, "1675, 
Nathaniel, Swansey, died 13 October, 1683, . 
Lohun, William, Swansey, buried 24 June, 1675, 
Lumbert, Jabez, first-born son of, died 18 Febru- 
ary, 1661, 
Jeremiah, Bametable, 10 Tee 1671, 


~ 


4 


BIRTHS. 


AN, RACHEL, daughter of Thomas, Re- 
hobo 15 April, 1679, 
Mary, daughter of Thomies, Rehoboth, ul 
January, 1680, . 
Bethiah, daughter of cae) Hehoboth, 12 
Maret : 5 6 36 20 eta 
Thomas, children of, 4 US 
Marchant, Mary, spel of John Yaruouth, 20 
May, 1648, 7 oo aA 
John, child of, 
Abijah, Yarmouth, 10 jae, 1650, 
Marshall, Robert, son of Robert, Plymouth 15 
August, 1663, 9: ME 
Robert, child of, . 
Martin, Marten, Martine,John,son of J an ani Mar 
tha, (Lumbert,) Barnstable, June, 1658, . 
George, son of John and Martha, (Lumbert,) 
Barnstable, October, 1660, . : 
John, children of, é 
Melatiah, son of John and a one, Sransey 31 
August, 1673, 5 
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Martin, Joanna, daughter of John and Joan, Swan- 


sey, 15 February, 1682-3, : 84 
John, son of John, Swansey, 15 Morel 
1674-5, : 40 ol ome 
John, ree Oho 5 Succ - 48, 61, 84 
John, son of John, Rehoboth, 10 June, 1682, 78 
Robert, son of John, Rehoboth, 9 Stee 88 
John, Eh OL mn: Be oe od of Mepniertcsse. 
Mason, Samuel, son of Samuel, Rehoboth, 9 June, 88 
Samuel, child of, . : 88 
Noah, son of Noah, Pchobeth, 7 Desenber 
1678, : 70 
John, son of Noah, Rehoboth, 28 Nether, 
1680, ; 73 
Mary, daughter of Noaky Rehoboth, 12 De- 
cember, 1682, Sot Olbe pom emis 
Noah, children of, . . Bate hOhs, aD 
Matthews, Matthewes, Matinee Samuel, son of 
James, Yarmouth, 1 May, 1647, 3 
Sarah, daughter of Tae Yarmouth, 21 J = 
1649, are 9 
James, rhildeen Of amen Gog. OR. 
Esther, Yarmouth, 8 _ ee 1650, 12 
Maycomber, Thomas, son of John, Taunton, 30 
April, 1679, . 80 
William, son of John, Tiaenta, ‘31 ieuey 
1683, ~a  <ceeee. St 
John, ebildsce Ol  s . 80, 84 
Mayo, Thomas, son of Nathaniel Bitthan, U Da 
cember, 1650, 26 
Nathaniel, son of Nathaniel, Eestham, 16 No- 
fone 1652, 26 
Samuel, son of Nathaniel, Hastham, 12 Ove 
ten 1655, 26 
Hannah, daughter of Nathanial Eastham, ty 
Gutoher 1657, 26 
Theophilus, son of Nathaniel Fastham, 7 
December, 1659, 5 = me 26 
Nathaniel, children of, . : 26 
John, son of ee Eastham, 15 Decsates 
1652, . 26 
William, son of Toh Eastham, 1 Geisber 
1654, 26 
James, son “of John, Bartha 3 Qolaher 
1656, 26 
Samuel, son of John ~ Hecthiaay ate 1658, 26 
Nathaniel son of Sonn Eastham, 2 April, 
1667, F 57 
Thomas, son of Toba Eastham, 24 jor 
1670, si Se ahaa nee core eemtOlg 
John, akikdren Cheer . 26, 57 
Medbery, Benen, son of J ona ad Savahi Swans 
sey, 5 March, 1682, 84 
John, child of, 84 
Merricke, Mereclic, Mericke, William, son of Wil- 
liam, Eastham, 15 September, 1643, . 30 


Merricke, Stephen, son of William, Eastham, 12 


May, 1646, Das 

Rebecca, dunghter of William, Easthaa, 28 
July, 1648, : 

Mary, daughter of William, Bucthara, a No- 
vember, 1650, 

Ruth, daughter of William, Basthatn’ 15 May, 
1652, 

Sarah, daughter of Willan, Fastham, if re 
gust, 1654, 

John, son of William, Baetha 15 Fanuaty, 
1656, 

Isaac, son of William, Bortheins 6 January, 
1660, C 

Rebekah, Seaehier of William, Bastian, 28 
November, 1668, : 

William, son of William, eae 1 ogoss 
1670, co ke : 

William, children Of eased a eee ‘28, 30, 56, 

Miller, Susanna, daughtér of John, Yarmouth, 2 

May, 1647, Reis Oe 

John, child of, . 

Elizabeth, born at Varma 13 Octéber 1649, 

Mr., daughter of, . 

Saloon, son of Robert, Rehoboth, 6 March, 
1674, 

Mary, donghtee of Robert Schiobow | 4 
June, 1680, ss Spo b 
Robert, children of, . Span antes oo Gol Lk 53, 
Esther, daughter of Samuel, Rehoboth, 4 
April, . : oe : 

Samuel, child of, . : 

Morton, Rpkiciny son of ee Piymoathe 27 

January, 1647, 

Rebecca, daisies of Ephraim, Plymouth 
15 March, 1650, 

Josiah, son of Epheee Pious 1653, 

pee, children of, . . 2 toes 2 TL 

John, son of John, Biymoudl, 11 Decembirs 
1649, 

John, son of John, Plymouth: 21 Deventer 
1650, . 

Manas» son of ioha, Plyaues 7 ie 
1653, 

Ephraim, son of John, Piyeacnttht 7 iene 
1653, : ie se 

John, philéten Of) ec ae tC 8, 10, 

Elizabeth, danghice of Nathaniel, Plymouth, 
3 ys 1652, 

Joanna, Gacehiee, of Nathaniel, Piymouth 9 
November, 1654, 


Nathaniel, children of oe ee 4, 

Hannah, daughter of Givree Plymouth, 27 
Noventen 1668, 

Manasses, son of Caan Plymouth 3 Feb- 
ruary, 1668, . . ts 


30 


30 


15 


74 


74 


INDEX TO BIRTHS, 


Morton, Ephraim, son of George, Plymouth, 12 


April, 1670, . 14 

Joannah, ditedhiny of Caen! Biymouth: 27 
an 1673, j 14 

Ruth, daughter of George, Plymouth; 20 De. 
Galler 1676, 74 

George, son of Cone Plymouth, 8 July, 
1678, 75 

Timothy, son nat George, Plymouth, 12 March; 
1681-2, a lo 
George, ebildeen of, . naa 16 

Myles, James, son of John, the younger, Swanley, 
26 December, 1674, 61 
John, the younger, child of, 61 

MARRIAGES. 

Macomber, Maycomber, Sarah, (of Marshfield,) 

and William Briggs, Taunton, 6 Novem- 
ber, 1666, 38 

Ursilla, (Marshfield) aad Wicholid White, 
fan , Taunton, 9 December, 1673 70 

Man, hbase: and Mary Wheaton, Rehoboth, 
9 April, 1678, : 71 

Manning, Thomas, i Rachel Bisse, eee 
(Rehoboth,) 28 October, 1674, . 51, 53 

Martin, John, and Martha Lumbert, Darnstabe 
1 July, 1657, 47 

John, and Macy Billington. Rehoboth, “2 
June, 1681, 3 eG 
Marshall, Robert, aa ‘Mary nance Plyaiouth: 22 

Richard, and Esther Bell, Taunton, 11 Feb- 
ruary, 1676, . . 69 

Mason, Noah, and Sarah Fitch, Rehoboth, ‘6 De 
cember, 1677, ven SNF 66 

Samuel, and Elizabeth on Behobots, 2 
March, 1682, 5 79 

Maury, Mary, and John Riccley Rehoboth, 16 
March, 1674, 3 53 

Mayo, Hannah, and Nathaniel acc Barnstable, 
4 December, 1642, : 42 

Nathaniel, and Haesah Prence, Hoethar, 13 
February, 1649, 26 

John, and Hannah Revel Bestham, 1 Sue 
uary, 1650, 26 

Mary, and Fousthen Bae Peele 16 
July, 1664, . 56 

_ Medselfe, Thomas, and Ann ans Rehohoth, 2 
December, 1679, : 87 

Merricke, Mary, and Stephen Hopkied Roatharts 
23 May, 1667, c 58 

William, and abigal Hopkins, Pasthom, 23 
56 


May, 1667, 
Stephen, and mere Pics Pasthom, 28 
December, 1670, : : 
31 


57 


MARRIAGES, ETO. 


Merritt, Katherine, and John Damman, Scituate, 
June, 1644, 
Henry, Gaoghier of married, . : 
Mery, Walter, and Martha Cotterell, Toniton, V7 
February, 1682, 
Michell, Mary, and Tene Shaw, Piymonks “04 
December, 1652, 
Jacob, and Susanna Pope, Pinout 1 No: 
veaten 1666, 29 
Miller, Sarah, and John Titus, 3 Tuly, 1671, 
Mary, and Samuel Perry, Rehoboth, 12 De- 
cember, 1678, 
Hannah, and Daniel Thurston, Rehoboth, 16 
Decsaber, 1681, : 
Samuel, and Esther Bowin, Rehoboth, 20 
ia 1682, : 
Elizabeth, and Sone Mason! Helobet 2 
March, 1682, 
Morrey, J peaiierd and Mary post Piymout, 8 8 
July, 1659, 
Morton, Remember, and Apahenn’ J ace Ply m- 
outh, 18 November, 1657, 
George, aad Joanna Keane Plymouth, 22 
December, 1664, 3 
Hannah, and Benjamin Bosworth, Plymouth, 
27 Mo water 1666, : 
Nathaniel, of Plymouth, ied Anne Tempah 
of Charlestown, 29 April, 1674, 
Joanna, of Plymouth, and Joseph Prince, of 
Hull, 7 December, 1670, . . . 
Elizabeth, of Plymouth, and Nathaniel Bos- 
woe Jun., of Hull, 7 December, 1670, 
Mercy, and Joseph ipa Plymouth, 18 
November, 1657, 
Murcock, Mary, and William Browne Plymouth, 
LG LEG eA ADS, 


DEATHS AND BURIALS. 


Man, Rachel, wife of Thomas, Rehoboth, June, 1676, 
Thomas, Rehoboth, child of, buried ag 
1676, G0 rea os 
Thomas, wife of, . 
Thomas, child of. . . . 
Mason, Martha, wife of Noah, Rehoboth, 6 Feb- 
ruary, 1675, . ce Morar so 
Noah, wife off. . . . 
Sampson, Rehoboth, Seplember, 1676, 
Merritt, Henry, Scituate, died last of Moreinien 
1653, : 
Miller, Elizabeth, wife of ioe, oe Rehoboth, 
buried 18 April, 1680, Said 
John, Sen., wife of, é 
Morton, John, son of J oh. Blymouth, sated 20 De 
cember, 1649, 3 or 
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Morton, John, child of, . . 8 | Newland, Anthony, and Esther Austin, Taunton, 
Eliezer, son of Nathaniel, Plymouth died 16 16 December, 1682, . . . - . 86 
January, 1649. . . - 8 | Newman, Hopestill, and George Shove, Taunton 
Nathaniel, daughter of Biymonths still Born, 12 July, 1664,. . . 59 | 
23 November, 1650, . . 11 | Nicarson, Elizabeth, and Fichert Eldred, Yarnentls 
Nathaniel, son of Nathaniel, Plymouth died October, 1649,. . .-.... =... 10 
17 February, 1666, . . - 31 
Nathaniel, children of, . . a oe 8, 1, 31 
Lydia, wife of iNedhoniel, Sens Pipmiouth, DEATHS AND BURIALS. 
died 23 September, 1673, . . . - - 35 
Nathaniel, Sen., wife of, . . - 35 | Nelson, Martha, daughter of John, Plymouth, 
John, Sen., Middleberry, died 3 Getsben died 19 February, 1675,. . . . 64 
1673; 00 35 Sarah, wife of John, Pree < Narohs 
Myles, Rev. Tole, Swansey, idied 3 8 Febmary IGT 8 x 64 
WH > oo oo 6 81 John, son of John, Plymouth, oF) ane, 1676, 64 
John, children of, . . : ite ee ee: 
John, wife off. . - - . 64 
BIRTHS. Newman, Antipas, son of Barra Rolichoth, 
buried 17 July, 1673," 2) =) Oe 
ELSON, JOANE, daughter of William, Samuel, child off. . . 52 
Plymouth, 28 February, 1650, . . . 11 Sibill, daughter of Noah, Rehoboth, 24 oe 
William, childof, .. . cre fy a! tember, 1675, . . . 63 
Newland, Mary, Sandwich, 16 April, 1649,.. Om uty Samuel, son of Noah, Rehoboth, ed 2 Oc- 
Anthony, son of Jeremiah, Taunton, 1 Au- tober, c1GTigiem i) Ace ee ene me Or 
gustlGS1, i se Gy OO Noah, children of, oe eh Osea 
Jeremiah, child of. as 86 Rey. Noes, Rehobou batted: 18 April, 1678, 71 
Newman, Res son of Sainek Rehoboth, “99 Norman, Elizabeth, daughter of Hugh, ariiouth, 
Mia WEE a co o 6 & we ol died 28 Mag 1648: Pee 2. > el 
Samuel, child Gio a 6 51 Hugh, daughter'of, 3 -mesnien ln enna 
Sibell, daughter of Noah, Rehoboth, 31 March, 
1675, Poet, rd ee . 62 
Noah, child ‘of HAF 6 62 BIRTHS. 
Nicherson, ie son of William, Vermoutl, 
ee ae pie Ry OBST rn retina Sei ills LDHAM, OLDUM, MARY, daughter of 
. uliam, child of, . . . . 3 ‘Thomas, Scituate, 20 August, 1658,. . 49 
ye, Jonathan, Sandwich, born 20 Navennber, Thomas, son of Thomas, Scituate, 30 Octo- 
1645... 9 ber, 1660)". SG eee 
Bethiah, daughter of t Bhenees Sandeich, 5 Thomas, children of. . . . . . . . 29,49 
October, 1675, = 5: - + 81] Ormsbey, Jeremiah, son of Thomas, et 25 
LR NCEO GMGUOS 5 5 G 6 6 © o a 5 wl November, 1672, . . . . 86 
Hannah, daughter of Thomas, Rehoboth, 23 
September, 1678, ~~. . . 71 
MARRIAGES. Jacob, son of Thomas, Rehobott} 13 Septem: 
ber, 1680, . . . 73 
Negus, Isaac, and Hannah Andrewes, ae 7 Bethya, daughter of Thoms, Rehoboth, 15 
April, 1679,. . . . 83 April 1692) ueeteeies ; dds 
Nelson, yer aA John Cobb, Binal 28 . oe auildven of ae 11, 73, 78, 86 
John, and Sarah Wood, Plymouth, 28 Nevomt aoe : Joab et on F = Angus 53 
ber, 1667, . . . 31 Jacob, child of, . . 53 
Jane, and Thomas Faunce, Plymouth, 13 De- Elizabeth, daughter of Tokn, Rehoboth, 27 
cember, 1672, . . . 33 November, 1674,. . . . 53 
Newland, William, and Rose Hollaway, Sandwich, Mary, penicntvs of J oie Rehoboth, 4 Tosa 
19 May, 1648,. . . . 6 1677, 66 
Elizabeth, and ‘Wallthnn Witherell, haa bien! 


J eae son of John, Rehoboth: 26 6 Angus 


ton, 14 March} 468i, xe. mene ee mnSO) 1678, 70 


INDEX TO BIRTHS, MARRIAGES, ETO. 


Ormsbey, Martha, daughter of John, Rehoboth, 


Paine, Elizabeth, daughter of Nathaniel, Reho- 


243 


7 May, 1680, 73 both, 6 November, 1681, 76 
Jacob, son of Jokn, Rehoboth, 16 Mare, Nathaniel, child of, . . oi 
1682, eat te Po fel Elizabeth, oo of a Rehobotly 12 
John, children of, 58, 66, 70, 73, 78 Tuly, 1682, ac 78 
John, child of, 18 
Palmer, William, son-in-law of Robart Dedaoke 
MARRIAGES. Plymouth, 27 June, 1634, 25 
John, son of Samuel, Rehoboth, 25 leech 
Oldham, Thomas, and Mary Witherell, Scituate, 1682, . 78 
20 November, 1657, 5 49 Samuel, son we Sarnel Retiobothy 4 Soe 
Onion, Benjamin, (of Dedham) and Debora ary, Hae asi 
Woodcocke, Rehoboth, 24 May, . 5 hs John, son of Samiel Rehoboth; 4 J sntabye 87 
Ormsbey, Mary, and Nicholas iva Jun., Reho- Samuel, children of, . 5 Uk Sif 
both, 27 December, 1677, . + 66] Parker, Mary: aneuce of William, Scituate, 1 
See Armsbey. January, 1639, 20 
Owin, Deliverance, (of Braintree,) and John ties William, son of Willivca, Samaie Denier 
Taunton, 1 May, 1672, 5 83 1643, . 20 
Patience, davghter of William, Beluate, Feb- 
ruary, 1648, . 20 
DEATHS AND BURIALS. Lydia, aoe of William, Senate 9 ve 
1653, 5 20 
Ormsbey, Jacob, Rehoboth, buried 2 March, 1676, 64 Myles, son e William, Bama 25. Fine 
Jacob, Jun., Reksbett, buried 16 Febrary, 1655, 29 
1676, OY ode esc 64 Joseph, son “of William, Senate, 4 Detober 
See eneber 1658, ‘ 29 
Nathaniel, son of William, Scituate, 8 March, 
1661, 6 eG 2 3 0 hc rh) 
BIRTHS. William, dlized of, 5 5 0 9 PAU AS) 
Mary, datehter of Robert and Sects (James,) 
ADDOCKE, PADDUCK, ZACHARIAH, Barnstable, 1 April, 1658, : 47 
son of Robert, Plymouth, 20 March, 1636, 25 Samuel, son of Robert. and Seals (ames) 
Mary, daughter of Robert, oe 10 Bainetable: df une, 1660, . : AT 
March, 1638, a Pay Robert, children of, . 47 
Allis, daughter of Robert, Ply sar) 7 March, Ghoti son of Elisha and Elizabeth, (tack 
TGL0 seach, Wee ges 25 ley,) Barnstable, 15 May, 1658, 47 
John, son of Robert, Plymouth, a Apr Elisha, son of Elisha and Elizabeth, (Hinck- 
1643, : 25 ley,) Barnstable, November, 1660, 47 
Robert, aca of, . 25 Elisha, children of, : . 47 
, daughter of, Plymouth, 1649, 8 | Paule, James, son of William, auton 1 Ry 
Paddy, Paddey, Elizabeth, daughter of William, 1657, ; 60 
Plymouth, 12 November 1641, 24 John, son of William Mieco 10 J as 1660, 60 
John, son of William, Plymouth, 25 Noyem- Edward, son of William, Taunton, 7 Petra: 
ber, 1643, . . . 24 ry, 1664, . 60 
Samuel, son of William, Elymouth; 1 ae Mary, daughter of William, iTeunton, 8 Feb- 
1645, . 24 ruary, 1667, . 60 
Thomas, son of William, Plymouth, 6 ope Sarah, daughter of William, Patties 5 ly, 
tember, 1647, 4 1668, 60 
Joseph, son of William, Eeraerth. 10 Sep- Abigail, aghien of William, tPaniton’ 15 
tember, 1649, ole 7 May, 1673, eas 5 og is 
William, son of William, Plymouth 16 Sep- William, piildeen of . 55, 60 
tember, 1652, : 14 Hannah, Taunton, 4 October, ‘1657, 5 co () 
William, children of 4, 1, 14, 24 | Pecke, Rebekah, daughter of John, Rehoboth, 5 
Paine, Eleazer, son of Giemsa Eastham, 10 March, April, 1674, , 8 
Ubi Go 6 0 8 tee 27 Anne, ee of John, Tehobotty v7 July 
Thomas, child of,. . . . - oT, 1677, ‘ - . 67 
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Pecke, Nathaniel, son of John, Rehoboth, 6 ati 
1680). = = 
Abigail, daughter of Joes “Rehoboth, ‘12 
March, ares 


John, children of, 53, 67, 73, 
Noah, son of Samuel, Rehoboth, 21 estat 
1678, 
Jael, Gages of Samuel Rehoboth, 4 Jane 
1680, ne 
Rebecca, Geaghtes of Samu, Rehoboth, 22 
October, 1681, 2% 
Samuel, children of, 3 
Israel, son of Israel, Swansey, 18 December, 
1674,. . 
Bethiah, ayaz hier of Tcl ne Betiials coe 
sey, 2 January, 1683, : 
Israel, children of, : ees oe 51, 
Elisha, son of Nathaniel, Sransey 19 a 
1675, : 3b 5 
Nathaniel, child of, : 
Elisha, son of Nicholas, Reboot: 4 Again 
Nicholas, child of, . . . 
Penfeild, Sarah, daughter of Thomas, Rehoboth, 
20 Felguary, 1680, 3 a 
Thomas, child of, 
John, son of Samuel, Rehoboth, 30 May, 
Samuel, child of, . wa : 
Percival, see Pursuall. 
Perram, Sarah, daughter of Abraham, Rehoboth, 
11 October, 1679, . ¢ 
Rebekah, daughter of Abraham, Rehoboth, 
11 October, 1679, . : ee 
Abraham, children of, : 
Noah, son of John, Rehoboth, 24 ewwiban 
1679, Sl re ey ars Oh ic ld 
John, child obs 
Perren, Peren, Mary, daughter of Jaba; Jun, Re. 
hoboth, 16 April, 1673, 
John, Jun., child Oro ¢ : 
Mehitabel, dheghiee of John, Tebobothy 19 
April, 1677, . 
Daniel, son of Tony Rehobott, 18 IMfazeh 
1682, 
Nathaniel, son of aw Rehoboth, ‘9 Febro- 
aNy,) mies 
John, children a ‘ R - 66, 78, 
Elizabeth, daughter of ‘Absohars Rehoboth, 
3 December, 1681, 5 : 
Abraham, child of, 

Perry, Perrey, Mehitabel, aeagher of Seanad Re 
hoboth, 30 fend 1680, . 
Jaciel, son of Samuel, Reatiobath; 6 May, 1682, 
Sitnuel children of, . ‘ _ 73, 
James, son of Thomas, Scituate, 12 March, 
1673, . 
Thomas, child of, . 


10, 73, 


73 


87 
87 


76 


87 


78 
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Phillips, Philipps, James, son of James, Taunton, 
1 January, 1661, 
Nathaniel, son of James, mek 25 March, 
1664, 
Sarah, daughter of James, 2 Nantes TU Marke 
1667, : 
William, son oe James, Trenton, 21 cet 
1669, 
James, children of, : 5 
Mehitabel, daughter of Sialoek: Toxnton 9 
January, 1676, . “yieo ae 
Samuel, child of, . : 
Phinney, Ji prota son of John ‘aad Elizabeth, 
(Bayley,) Barnstable, 14 August, 1655, . 
Robert, son of John and Elizabeth, (Hayley) 
Barnstable, 13 August, 1656, : 
Hannah, daughter of J aa ad Elizabeth, 
(Bayley,) Barnstable, 2 September, 1657, 
Elizabeth, daughter of John and Elizabeth, 
(Bayley.) Barnstable, 15 March, 1658-9, 
Josiah, son of John and Elizabeth, (Bayley,) 
Barnstable, 11 January, 1660, . 
John, children of, 
Pickles, Jonas, son of Jonas, Soe 5 Pobrecs 
1658, oer a “ 
J onas, son of : 
Pinchin, Thomas, son of Picea) Siesta 1b May, 
1640, 
Hannah, denghter of Thomas Sette, 4 Dee 
cember, 1642, 
Thomas, children of 


Pollard, Soha, son of ae Toxnton 20 March, 
1675, pete Se 
John, child of, 
Pope, Seth, son of Thomas, Biymoatll 13 nee 
ary, 1647, 
Thomas, son of Thomas, Plyracuth 25 Match 
1651, 
John, son of ious Piymonth 15 March, 
1652, : a ace te 
Thomas, chee of, : 12, 


Pratt, Prate, Abigail, daughter of Benajah, Piym- 

outh, 21 November, 1657, . - 

Benajah, child of, 

Abigail, Ganghice of J paces Piymoutl, 16 
June, 1665, . : 

Bathsheba, Gaighier of J Basten: Plymouth 
20 February, 1666, 

Jonathan, son of J ate Phoaaas "20 
March, 1668, ’ 

Hannah, salou of Touathers Pymouthe 
28 June, 1671, . a 

Jabez, son of Ji Anis Plymouth, 1 Nereus 
ber, 1673, 

Meletiah, depalites of Fonnthan, Plymouth 
11 Decsabey 1676, : 


40 


40 


35 


35 
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Pratt, Bethiah, daughter of Jonathan, Plymouth, 
8 August, 1679, a : 
Jonathan, children of, 
Pursuall, Elizabeth, daughter of James, Sandwich, 
10 September, 1675, . 
James, child of, 


MARRIAGES. 


Packer, Elizabeth, (of Bridgewater,) and Thomas 


Auger, Taunton, 14 November, 1665, 30, 


Jael, (of Bridgewater,) and John Smith, Sen., 
Taunton, 15 November, 1672, . : 
Padduck, Padducke, Padduk, Mary, and Thomas 
Roberts, Plymouth, 24 March, 1650, 
Alice, and Zachariah Eedey, 7 May, 1663, 
Susanna, (of Dartmouth,) and John Eedey, 
Taunton, last of November, 1665, 
Susanna, (of Dartmouth,) and John Eedey, 
Taunton, 12 November, 1665, . 
John, and Anna Jones, Swansey, 21 Decem- 
ber, 1673, : 
Paine, Mary, and James Rogers, Fastham, 1 J an- 
uary, 1670, 5 
Rebekah, and Peter Hunt, Jun. ‘Rehoboth, 24 
piccmber, 1673, a 
Mary, and Enoch Hunt, Rehoboth, 29 Octo- 
ber, 1678, 
Ann, and rere Medselfe, Reheboth, 2 De 
cember, 1679, 2 
Palmer, Mary, and Teka ieuichs Rehoboth, 87 
November, 1678, ‘ 
Samuel, and Elizabeth Rageey; Rehoboth, 
12 January, 1680, . : 
Parker, William, and Mary: Rawlins, ‘Scituate, 
April, 1639, . : 
William, and Mary Turner, Sian! 13 ee 
vember, 1651, c 
Robert, and Sarah James, Barnstable; 28 as 
wary, 1656; . . « 
Elisha, and Elizabeth Gigs Barnstable 
15 July, 1657, 
Pecke, Hannah, and Dentcl Reed, Angest 20, 1677, 
Samuel, and Rebekah Hunt, Rehoboth, 21 
November, 1677, Ps 
Esther, and Jonathan Wilmouth, Rehoboth, 
29 December, 1680, 
Peniman, Hannah, and John Hall, Twentonsd 4 Feb- 
ruary 1667, ra 
Perren, Anna, and hemes Bead, Rehoboth, 16 
Ries 1675, . = - 
Abraham, and Sarah Walker, Rehoboth, “2H 
December, 1677, 
Perry, Pery, Perrey, Elizabeth, he Stepted 
Burph, Rehoboth, 29 May, 1674, 


32, 33, 35, 


38, 


67 
67 


81 
81 


38 


59 


11 
23 


53 


Perry, Samuel, and Mary Miller, Rehoboth, 12 
Dechuber 1678, : 
Mary, and Thomas Kenricke, Rehobot WI 
June, 1681, : 
Nathaniel, and Sarah Birpentee Rehoboth, 
17 Aa ; j 
Phillips, Phillipps, John, at Faith Dotey, Pip 
outh, 14 March, 1666, 5 
Samuel, and Widow Cobb, Taunton, 15 Maye 
1676, 5 é 
Phinney, Teka, and ahseat Copssi Barnstable 
10 June, 1650, . 
John, and Elizabeth Bayley, Biuadabtoy 26 
oS ICKY Ss ea 6 
Pickles, Jonas, and ‘Miles Halles, Saat: 23 De 
cember, 1657, 5 
Pinson, Pinsen, Tosa Jun., an Elizabeth 
White, Scituate, 18 September, 1662, 
Hannah, and George Young, Scituate, 15 yi an- 
uary, 1661, : 
Pitts, Samuel, and Sarah Bobitt, Waattons 25 
Mares 1680, 
Pollard, John, ee, and Mary Taleecdl Bridge: 
water, 24 December, 1673, . 
Poole, John, and Elizabeth Brentod, Taunton, 28 
March, 1672, : 
Pope, Susanna, tad Fach Michell, Plymouth, 1 
November, 1666, : 
Pratt, Prat, Hannah, and William Sponueh Piym- 
outh, 18 March, 1651, 
Benajah, a Persis Pasha: Plymouth 29 
November, 1655, es 
Jonathan, and Aga Wood, Plymouth 2 
November, 1664, 7 
Bathsheba, and Soles Doged, Dinca: “29 
August, 1667, : 
Prence, Mercy, and Tos Freeman, Hastham, 13 
February, 1649, avis 
Mary, and John ease Sandwich, 4 Feb- 
ruary, 1649, . 
Hannah, and Mathariol May, Fastham, 13 
oe 1649, 
Jane, and Mark Buoy, Eastham, 9 Jans 1660, 
Judith, and Isaac Barker, Plymouth, 28 De 
Eane 1665, es 
Presberry, Catherine, and Richard Chadwell, Gand 
wich, 22 July, 1649, 
Prince, Jésoph, of Hull, and Joanna haven of 
Plymouth, 7 Dacmker 1670, . 


DEATHS AND BURIALS. 


Padduk, Robert, Plymouth, died 25 July, 1650, 
Paddy, Joseph, son of William, isa died 
18 February, 1649, 
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76 


88 


31 


70 


47 


47 


49 


29 


29 


82 


55 


59 


31 


13 


17 


25 


31 


26 


9 


26 
28 


31 


9 


33 


10 


246 


Paddy, Alice, wife of William, a died 24 
April, 1651, . a. 
William, child of, 
William, wife of, . 

Paine, Alice, Taunton, died 5 Des-uber! 1682, 
Stephen, Rehoboth, buried 24 January, 1677, 
Stephen, Sen., Rehoboth, buried 21 August, 

1679, 
Palmer, Folin, son of Searucl “Rehoboth, pared 
15 July, . . 
John, son of Sexi, Reboboth, feared 5 
January, . . an me os 
Samuel, children aS : 
Parker, Mary, wife of William, State fied nS 
gust, 1651, Oe aCe Ou eb 
William, wife he ei 
John, Taunton, ee 14 Bae 1667, 
Peacocke, Margery, mother of George Sieve 
Taunton, buried 17 April, 1680, . 
Pecke, Sarah, wife of Samuel, Rehoboth, buried 
27 October, 1678,. . . 
Jael, daughter of Sonal Rehoboth, fred 
6 July, 1680, . . . 
Judith, daughter of Samuel, Rechoboth, iberied 
20 February, 1681, ... . 
Rebekah, daughter of Samuel, Rehoboth, 
buried 2 November, 1682, . : 
Samuel, wife of, A 9 Cth ay 
Samuel, children of, . Seis 
Deliverance, wife of Nathaniel, Swansey, died 
80 April, 1675, buried 1 May, 1675, 61, 
Nathaniel, wife of, ; Bt 5 tal, 
Nathaniel, Rehoboth, 25 aise 1676, 
, child of pare + Rehoboth, Angus 

1676, : : i 
Nicholas, chila of, 

Perram, Rebecca, rs: of (Abreu Rehoboth, 

buried 14 October, 1679, : 
Abraham, child of, 
Perren, Peren, John, Sen., Richobath; bese 13 
September, 1674, A 
Nathaniel, son of J: Gh Rehoboth, 3 Seton: 
ber, 1675, : 
Nathaniel, son of John, Rehoboth, eed 24 
February, eae 
John, children of, > sh 
Perry, Perrey, Anthony, Rehoboth, barted 1 
March, 1682-3, : ces Moe 
Jasiell, Rehoboth, Setouner 1676, 
Mehitabel, Rehoboth, September, 1676, 

Phinney, Abigail, wife of John, Barnstable, buried, 
John, wife of, 

Pontus, William, Plymouth, died 9 Fobeonys 

1652, 
Poole, Pimcthy, son of Willi, Tataten, died 15 
December, 1667, : 


13 

8 
13 
85 
67 
87 
88 


88 
88 


21 
21 
38 
85 
52 
73 
17 
ag 
52 
79 
63 
63 
63 


63 
63 


87 
87 
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63 


88 
88 


79 
63 
63 
47 
47 


14 
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Poole, William, child of, . : oc 
Prence, Thomas, Plymouth, died 29 March, 1678, 
Presbery, John, Sandwich, buried 19 May, ‘1648, . 


BIRTHS. 


AMSDEN, DANIEL, son of Joseph, Plym- 
outh, 14 September, 1649, . 
Joseph, child of, . 
Randall, Joseph, son of William, Seiiates March, 
1642, 
Hannah, ere of William, SauureMarch) 
1644, 
William, son of ydee Seitsintes neeees 
ber, 1647, 
John, son of Wilke Scituate ‘Apes 1650, 
Elizabeth, daughter of William, Scituate, Oc- 
tober WEEP A nc 6 
Job, son of ian Scituate, 8 February 
1654, és Fert «5 
William, Gelteen S 5 
Rawlins, Elizabeth, daughter of Nathustel Sane 
ate, 1 March, 1653, 
Ruth, daughter of Nathaniel, Soliant 27 
denternbien 1655, 
Nathaniel, son of Nathaniel setae 7 Con 
tember, 1662, Chis 
Nathaniel, Glave of, . 
Reed, Read, Hannah, daughter of Daniel, Reho- 
om 30 June, 1678, 
Daniel, son of Daniel, Rehoboth, 20 is anuary, 
1680, : 
John, son of Daniel, Heheboll: 25 Febrary 
1682, oy cee eerie 
Daniel, Gidea of, . : 
Zachariah, son of Moses, Rehoboth, 25 Octo- 
ber, 1678, mee 
Bethiah, donphasr of Moses, Rehoboth, 2 Ne 
cohen 1679, 
Zechariah, son of Meas Rehoboth, 20 Octo- 
ber, 1681, 
Rebecca, Gaehiet of I Moses, Rehoboth, 14 
September, . : : 
Moses, children of, . "1, 11, 87, 
Thomas, son of Thomas, Rehoboth, 25 March, 
1678, 
Nathaniel, son of Tomas Rehoboth, 30 March, 
1680, 3 
Hannah, diaphtes of Thomas, Rehoboth, 12 
Apel 1682, . d 
Thomas, ehildren of, ‘ 11, 73, 
Redway, Reddaway, James, son of John, eho! 
both, 10 January, 1678, . : 
John, son of John, Rehoboth, 10 Septem 
ber, 1682, . ene . 


"20, 21, 


71, 73, 


20! 


70 


78 


INDEX TO BIRTHS, 


Redway, John, children of, . : s 6 (en 
Rener, Joseph, son of John, Aes 15 Au- 


gust, 1650, 10 
John, child of, s a JN) 
5 ameter of Mr. Plymouth 26 Decene 

berelG4 75) mene 6 5 6 OS 
Mr. pashan Ofm mca a) tts 
icticaond, Mary, daughter of Sain: Teeaton 2 
co 1654, 36 
John, son of John, annie 6 Tune, 1656, 36 
Thomas, son of John, Taunton, 2 Fobenaey, 
1658, 36 
Susanna, ns of cy Pann tess a Ne- 
vember, 1661, 36 
Josiah, son of Foun Taunton, 8 Deeaver, 
1663, - 36 
Edward, son of John, Tete 8 Pecan, 
1665, 36 
Samuel, son of John Taken: 23 September 
1668, . 36 
Sarah, dnughies of Ji ah, Panton 26 Webra 
ary, 1670, ; . 60 
John, son of John, inion, 5 Deri 
1673, 58 
ee son of Ji in ren! 12) May, 1676, 65 
Abigail, daughter of John, Taunton, 26 Feb- 
ruary, 1678, . se Al 83 
John, children of, 36, 58, 60, 65, 83 
Rickard, John, son of Giles, Jun., Plymouth, 1652, 14 
Samuel, son of Giles, Jun., Plymouth, 14 
January, 1662, . : a 2d 
Giles, Jun., children of, . . 14, 23 


Giles, children and grandchildren of, 14, 23, 35, 75 
Mary, daughter of John, Sen., Plymouth, 27 
October, 1677, . . 35, 68, 75 
Yydia, daughter of Jobn, Sen., Plymouth,.12 
December, 1679, “ . 68, 75 
John, Sen., children of,. . . 35, 68, 75 


John, son of John, Plymouth, 29 Dec., 1681, 75 
John, childof, .. . ae oe fh) 
John, son of John, Plymouth, ‘24 Nov, 1657, 17 
John, child of, . a8 oly 
John, son of Torn: Jun. , Pymouth 26 Feb- 
ruary, 1679, . : : 74 


John, Jun., child of, . 74 


Mercy, apes of J ohn, Plymouth, 12 Feb- 


ruary, 1682, . 75 
John, son of John, Plymouth 12 Fobra, 
1684, * ie CO 
John, mht of, oo the 
John, children and andchiléven of el naro 
Ringe, Elizabeth, daughter of Andrew, Plymouth, 
19 April, 1652, ne bt a on etre GES 
Andrew, child of, , 14 
Robinson, Nathaniel, son of Geatpe. Rehoboth, 1 
November, 1673, . 62 


MARRIAGES, ETC. DAY, 


Robinson, John, son of George, aCe a 5 Sep- 


tember, 1681, 77 
George, children off. OG tas og, EPRI 
Samuel, son of ae ae Jun., Rehoboth, 16 
Movember jas : yon o Mof 
George, Jun., child of, . : 87 
Rockett, Mary, Gaupliay of Joseph, Rehoboth, 4 
December, eo 6 op oo Hels) 
Joseph, child of, . ¢ 88 
Rogers, Sarah, Baugtcr of Toe Sandwich, 6 
August, 1633, 5 14 
Joseph, son of J oseph Sacwich 19 Taly, 
1635, 5 14 
Thomas, son cr Joseph, (Saawent 29 Maen 
1638, ‘ 14 
Elizabeth, datichter of Fosepts Sandwich, 29 
September, 1639, é 14 
John, son of Joseph, Sanciwich, 3 Aver 1642, ies 
Mary, daughter of Joseph, Sandwich: 22 een 
tember, 1644, : 14 
James, son of Joseph, Sevag 18 Gecter 
1648, 5 14 
Hannah, cooguiee of J beh ‘Band wich, 8 
nee 1652, ; : 14 
Joseph, children be Ceo a 13, 14 
Rowley, Mary, daughter of Moses, and Elizabeth, 
(Fuller,) Barnstable, 20«March, 1653, . 47 
Moses, son of Moses and Elizabeth, (Fuller,) 
Barnstable, 10 November, 1654, . 47 
Shuball, son of Moses and Elizabeth, (Fuller,) 
Barnstable, January 11, 1660, . 47 
Mehitabel, daughter of Moses and Elizabeth, 
(Fuller,) Barnstable, January 11, 1660,. 47 
Moses, children of, 47 
Ryder, Rider, Mary, Aaeplton of Samuel van 
mouth, 6 September, 1647,. . . . . 3 
Samuel, son of Samuel, Piymonits, 18 Noyem- 
ber, 1657, : og 6 aot. he Palys 
Samuel, childrenof,. . ..... . 38,17 
MARRIAGES. 
Ramsden, Joseph, and Mary oe Plymouth, 
16 October, 1661, 22 
Rawlins, Lydia, and Ridpard Wright, Poaniie, 25 
May, 1664, 29 
Mary, and William Parker, Scihiate, eh 
1639, 19 
Nathaniel, aid Lydia Sivecten: Beitiats, 4 
Sepioniber 1652, 4 5 19) 
Joanna, and Ephraim Kenton Seitante, 28 
January, 1645, . : : 17 
Thomas, daughters of, married, . 5 11, 19 
Reed, Read, Thomas, and Anna Perren, Rehoboth, 
62 


iouseglCis. oe eee oes 
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Reed, Read, Moses, and Rebekah Fitch, Reho- 
both, 26 December, 1677, 
Rachel, ae Thomas Wilmoth, Rehoboth, 27 
June, 1678, - . « 
Daniel, and afcah Pecke! Rehoboth, We 
gust 20, 1677, 
James, and Bact Bicuend, Tanto, 18 
April, 1683, . : 
Redding, John, and Ne Baccets, Sandwich 22 
October, 1676,. . . 
Redwey, Lydia, and J ae Titus, Ralobath: 17 J ie 
1673, 5 5 
Rew, Sarah, aed James Walker, Sen, CTeaton, 4 
Neveuber 1678, ‘ ‘ 
Reycraft, Hannah, and Jona Mayo, Gather 
January, 1650,. . . 
Richards, Mary, and Thomas Hinckley, 7 See 
4 December, 1641, 
Richmond, Richmon, Sona and Tues Reed, 
Taunton, 18 April, 1683, 
Mary, and Richard Godfrey, Jun., Taectom 
1 January, 1679, 
Rickard, Giles, Jun., and Hasnok nak oe 
outh, 31 Gelber 1651, 
John, and Hester Barnes, Ply Dee 31 Octo- 
ber, 1651, : 
Gyles, Sen., ead Jone Tilson, Plymouth "20 
May, 1662, : 
Gyles, Sen., aa Hannah Churchill, an tp 
Plymouth, 25 June, 1669, : 
Judith, and Joseph Faunce, Pca 3 in 
uary, 1677, 
Roberts, Thomas, and Mary Padduk, Biymouth, 
24 March, 1650, 
Robins, John, and Jehosabath eee te 
outh, 14 December, 1665, 
Robinson, Mary, and Thomas Wilmouth, ee 
both, 7 June, 1674, é 
George, and Elizabeth Galle Rehoboth 12 
November, 1680, : 
Rockett, Josepe, and Mary Wilmouth, Rehoboth, 
5 January, 1680, : 
Rogers, Joseph, and Susanna Deane, Hanibern, 4 
April, 1660, . 
Elizabeth, and Jousiban thee oo Eastham, 
9 pane Me Oe AS 
Hannah, Duxbury, and John Tisdall, oe 
Macnton, 23 November, 1664, . 
James, and Mary Paine, Bastiiam, 11 Janu- 
ary, 1670, : 
Rouse, Thankful, ed Samuel Bullocke, Rehoboth, 
26 Mig 1675, 5 
Rowley, Moses, and Elizabeth Fuller, Barnaebie 
22 April, 1652, 
Ryder, Rider, Samuel, and Sarah Bartlett, Pym 
outh, 23 Decsmien 1656, : 


66 


71 


66 


86 


64 


52 


69 
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Ryder, Samuel, and Lydia Tilden, Taunton, 14 

June, 1680, 
Elizabeth, and J ahs Cole, Plymouthy 21 pe 
vember, 1667, fae Pe 


DEATHS AND BURIALS. 


Rawlins, Elizabeth, daughter of Nathaniel, Scitu- 
ate, died 17 February, 1659, c 
Nathaniel, child of, . : 
Nathaniel, Sen. Deore, fet 23 December, 
1662, 3 
Redway, ee Rehoboth, busied 28 October, 
1676, 
Reed, Read, Sarah, daugtes of john Rehoboth, 
January, 1675, RTE Se 
John, child of, . 
Sarah, daughter of eee Tues Rehoboth, 
buried 19 July, 1673, 5 
John, Jun., child of, . : 
John, Jun., Rehoboth, buried Agel, 1676, 
John, son of Dacia Rehoboth, buried 1 
March, 1682-3, ES Mio So 
Daniel, child of, . 
Facheetal son of Moses, Rehebath, buried 
Tonceay, 1678, oh eee oes 
Moses, child of, 
Elizabeth, wife of Thome, Rehoboth, fens 
23 Pay 1674, tne 
John, son of Thomas, Rehoboth, 4 December, 
1676, aoc Oe : 
Thomas, = of, . 
Thomas, child of, . 3 
Rew, Edward, Taunton, died 16 Fuly, 1678, 
Reyner, Joseph, Plymouth, died 23 Nonemien 
1652, : oul oll ayaa Bes 8 
Rickard, Judith, wife of Giles ee Plymouth, 6 
Poses 1661, ees aS 
Giles, Sen., wife of, . . 
Robinson, Neel son of Gene Rehoboth, 
buried 9 November, 1673, “ 
George, child of, . A 
Rocked, Joseph, Rehoboth, ae 21 ay, 
Rogers, Sarah, daughter of Joseph, Sandwich, 
died 15 August, 1633, 
Joseph, child of, : 
Joseph, Jun. Eadthan, died 27 J ane, 1660, 
Rowley, Moses, child of, 15 August, 1656, . 


BIRTHS. 


ABINE, SABIN, SABEN, MEHITABEL, 
danger of bey oa eee 10 ) May, 
1673, : 


82 


31 


52 
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Sabin, Mary, daughter of William, Rehoboth, 18 
September, 1675, . 

Margaret, daughter of Wiliam, Rehoboth, 

10 ail 1680, . 

William, children of 

David, son of Nehemiah, Rehoboth, 10 No- 


32 


62 


73 


. 62, 62, 73 


ae 1674, 53 
Nehemiah, son of, : 53 
Jonathan, son of Joseph, Tehoboth, 12 J uy 

1674, 2 53 
Abigail, caught of J sep Rehoboth, 16 

August, 1678, 1. 
Experience, daughter of Tosca, Rehoboth, 

14 March, 1681, : 17 
Joseph, son of Segenk, Rehoboth, 18 Boren 

ber, 1682, susie. 18 
Joseph, ee OGar 53, 71, 77, 78 
Israel, son of Samuel, Rehoboth, 16 June, 

1673, - 52 
Een, daughter of Seraal Behokoth, 

5 October, 1676, : 62 
Mary, daughter of Samuel, Rehobotk: 4 

March, 1679, 86 
Samuel, children of, . "52, 62, 86 
Benjamin, son of Benjamin, Rehoboth, 2 De- 

cember, 1673, 52 
Benjamin, son of, : 52 

Sayage, Sarah, daughter of John, Rehoboth. 10 

March, 1674, ; . 53 
Ellice, aaapieee of John, Rehoboth, 11 jake 

uary, 1675, : 62 
Mary, daughter of soe Rehoboth, 5 fe 

1678, é - tet) Coen ae 
John, aide of, og 62, 71 

Savory, Moses, son of Thomas, Plymouth, 22 dare 

uary, 1649, Pe 8 
Samuel, son of Thomas, Plymouth 4 oe 

1651, é 12 
Jonathan, son of Thomas Plymouth, 4 Macey 

1652, 14 
Mara, davghter of Thoms, Plymouth 7 ce 

1654, : 16 
Thomas, children of, 8 12, 14, 16 
Mary, daughter of Ssarvel ve Cais 3d aly, 

1678, . 28 67 

, Samuel, doughiee of, MP os> (Gi 
o- Shaue, Priscilla, daughter of Tobe. Reho- 

both, 22 June, 1680, . 5 73 
Anne, daughter of J a Rehoboth, 15 March, 

1682, . by oct cam Res 
John, eben of, : . 73, 78 
James, son of James, Plymouth, 6 December, 

1654, 16 
James, child of, 16 

Shepherdson, Nathaniel, son of ‘Dae Rehoboth, 
28 October, 1680, . hens 73 


249 
Shepherdson, Daniel, child of, . - 73 
Sherive, Thomas, son of Thomas, Plymouth, 2 
September, 1649, . 7 
Thomas, son of, ee 7 
Shove, Edw a son of George, Tautou 28 ioe, 
1665, . 37 
Elizabeth, daughter of Georee Tountony 10 
Aceust, 1666, 37 
Seeth, son of George, Taunton, 10 December 
1667, 37 
Nathaniel, son of Gearge, T unten 29 tk anu- 
ary, 1668, 60 
Samuel, son of George, Doane 16 a une, 
1670, OO) 
Sarah, daupbtee of Grosses Taunton, 30 J ae 
1671, ‘ 60 
Mary, Gaue liver of George! Taunton, ul ae 
gust, 1676, ; . 65 
Joann, daughter of George, Taanton 28 bugs 
tember, 1678, 1 Sl 
Yet Mercy, daughter of Gedege: Toate 7 
November, 1682, : 85 
George, phildren OF 5 37, 60, 65, 81, 85 
Edward, son of Mr., Taunton, ae 1680, 85 
Mr., child of, 85 
Skiffe, Tathskensli, born 2) Sandysels 21 thal 
1648, 5 5 
Mary, dauptiter of James, Sond wich 24 Maer 
1650, : : Pll 
James, child of, iter 
Smalley, Hannah, daughter of J cay Pivescuth) 4 
June, 1641, 27 
John, son of ich Plymouth, 8 Repiomilion 
1644, 3 27 
Isaac, son of John, Eastham, 11 Désember 
1647, 27 
Mary, Gadghtes of J oh, Pastham, 11 Dame 
ber, 1647, ; Su tou ee 
John, children. of, ; 27 
Smith, Thomas, son of Richard, Ply south: 93 
April, 1647, . ree 4 
Hannah, daughter of Richard, ; Plymouth, 23 
April, 1647, . : 4 
Richard, children of, a 
Joseph, son of John, Plymouth 16 Apa 
1652, 4 : 14 
John, child of : 14 
Hasadiah, daughter of J one J un. . Blythoath, 
iG! Tanda) 1649, 8 
John, son of John, Jun, » Pymoath 1 Octo- 
ber 1651, 8). 12 
Eliezer, son of John, Jun., ‘Pipmouiti, "20 
April, 1654, . : 16 
Hezekiah, son of John, Tens Plymouth, 28 
November, 1655, ; 16 
John, Jun., children of 5 8, 12, 16 
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ETC. 


INDEX TO BIRTHS, MARRIAGES, 
Smith, Elizabeth, daughter of John, pape 7 Snow, Anna, begs of Mark, Eastham, 7 July, 
Went eiben 1663, . . 37 1656, - 80 
Henry, son of fein Taunton, oT NG) Thomas, son of Mark, "Resthaxes 6 ae 
1666, : = ot 1668, 58 
Deborah, diughiee of J ed "Taunton, 7 March, Mark, hides of, : . 30, 58 
1676, ; 79 | Sparrow, Rebecca, daughter of Ji roadie Eastham, 
Hannah, Sea ee: of J on Tantitens 22 30 October, 1655, . 27 
March, 1678, oe John, son of Jonathan, Eastham, 2 Noweae 
John, son of John, Taunton, 6 December ber, 1656, t 27 
1680, ela viel Gy Ey oo ae Priscilla, daughter of Foustbact Taaienn, 13 
John, chiles Of, ar Eols nto February, 1658, . 27 
Elizabeth, daughter of J oh, Pasta, 24 Jonathan, son of Jonathan, Basthorn, 9 Tuly 
February, 1668, é aes cod 1665, ‘ 57 
John, child of, ; 57 Richard, son mat J alee Fastham, ui March, 
Hannah, daughter of Bamiel Mansion v7 1669-70, . AP ae citi 
September, 1662, . 386 Jonathan, children of, ‘ . 27, 67 
Sarah, daughter of Basitel, Tinton, 25 Tee Spooner, Sarah, daughter of William, pene 
uary, 1664, 36 5 Oetcher, 1653, 15 
Samuel, son of Siateel iatentone, 15 October, Samuel, son of William, Plymouth, 4 tae 
1666, 36 ary, 1655, Sets bs, or 
Susanna, dscehian of Seared, Tauntou 20 William, children of, : 15, 16 
July, 1669, 39 | Staples, Staple, John, son of Sisco Taunton, 28 
Esther, daughter of Samuel, rasntboni, 6 I an- January, 1670, . : 40 
uary, 1671, 59 Amey, daughter of Joseph, Tato, 13 Apail 
Nathaniel, son of Samuel, Tua 26 tly 1674, : 55 
1675; . oe 68 Mary, datighter of J ject Tathion, 26 ian 
Samuel, children of, . 36, 39, 59, 68 uary, 1677, "i 69 
Mary, dieehice of Samuel, pa 3 Jan- Joseph, son of Toseptt Taunton, 12 Mak; 1680, 82 
uary, 1669, Go) ae 58 Hannah, daughter of Feces Tsien, 17 
Samuel, child ae : 58 May, 1682, its Be he ieee 8G 
Mary, daughter of Andrew, Taunton, 3 Gan Joseph, children of, . 40, 55, 69, 82, 86 
ber, 1675, 66 | Starre, Staare, Benjamin, son of Thomas, Yar- 
Samuel, son of Andrew, Taaeoe, 5 May, mouth, 6 February, 1647, 3 
1678, = 69 J choaiphat, son of Thomas, Sarnath 12 
Susannah, ghee of idaduee Tannton 2 January, 1649, ae seats We, Sone 
Noveuiher 1680, ; 82 Thomas, children of, - 3,9 
Andrew, son of Anitom, Taunton 2 ae Stevens, Richard, son of Richard. Miaunton, 23 Feb- 
1683, te c 86 ruary, 1669,. 55 
Andrew, chien of, , 66, 69, 82, 86 Mary, a ae of Richard, Taunton 8 Fue 
Henry, son of Henry, Rehoboth, 4 Deco 1672, : - 60 
ber, 1613, ean cme 52 Thomas, son of Bichard, Taunton, ‘3 Febri- 
Abiel, son of Hear Rehoboth, 24 ee ary, 1674, . 55 
baa 1676, : cae 02 Tamsen, aioe of Fekerd oe 3 
Henry, palores Of one . 52, 62 July, 1677, 69 
Nathaniel, son of Daniel, Rehoboth, 1 Au- Nathaniel, son of Richard, Tannton, 30 July, 
gust, 1674, ; 53 1680, ata we : 82 
Ebenezer, son of Daniel, Rakohody 29 Fully, Richard, chilean of, : 55, 60, 69, 82 
1676, 62 Gilbert, son of Francis, Rehoboth, 26 Fobra 
Judith, daneiter of Daal Rehokoth, 7 Feb- any; L674, 0.0 oes ait ‘ 53 
ruary, 1678,. 71 Francis, son of : 53 
Rebekah, daughter of Dante) Rehoboth, 20 Stockbridge, Charles son of Ghartes Scituate 4 
Apel 1680, . 5 ak February, 1663, Ce 29 
Daniel, children of 53, 62, 71, 73 Charles, child of, . s . 29 
Detonts daughter of Ralph, Eastham, 8 Stoton, Henna dougutas of Nisbolee, Tannton, 4 
March, 1654, : 15 July, 1679, Bate c 83 
Ralph, child of, 15 Nicholas, child of - 83 


INDEX TO BIRTHS, MARRIAGES, 


Sturgis, Elizabeth, daughter of Edward, Yarmouth, 
20 April, 1648, . LAP mwcgd 

Edward, child of, . - 
Studson, Joseph son of Robert, Scituate, dine 


1639, 

Beeyenin son of Hobert Saituate, eat 
1641, 

Thomas, son vibe Hohet Sichints, ul Tiecct 
ber, 1641, : 

Samuel, son of Robert, Saluate ie une, 


1646, : 

John, son of Robert, dittente, aoe 1648, 

Eunice, daughter of Robert, Scituate, 28 
April, 1650, 

Lois, daughter al Robert, Sattuard Rebrasty, 
1652, 

Robert, son of Robert, Ssituat, 2 29 Pebraary, 
1653, : 

Robert, chilean of, . 

Sturtivant, Ann, daughter of Seinudl Piymoutli 

4 June, 1647, 

John, son of Samuel, Pinout ‘VW October, 
1650, : 

Mary, Bteghtar of Seance Plymouth 4 De 
cember, 1651, 

Samuel, son of mae Plymouth, ‘19 Agee 
1654, . 

Hannah, aes of Banuel Phyaotith, 4 
September, 1656, . 

John, son of Samuel, Ply mouth, 6 September } 
1658, 

Lydia, eos of Gatuel Plymouth, 13 
December, 1660, : 

James, son of Bemut Plymouth, rr oe 
ary, 1663, 

Joseph, son OF Samuel, PHnbuthy 16 ey 
1666, eo 

Samuel, children of, . rf 10, 13, 16, 1, 29, 25, 


MARRIAGES. 


Sabin, Mercy, and James Welch, (of Swansey,) 
Rehoboth, 9 November, . 

Hannah, and J oseph Allin, Rehoboth, 10 No- 
vember, 1673, . . 5 

Saffin, John, and Martha Willett, Ply: out 2 Oe. 

cember, 1658, 

Sanford, Bathsheba, and Thomas Blecks Spey, 
24 January, 1683, . : 

Savage, Sarah, and Joseph Brooman, Rehoboth, 

29 Gepietbes 1G8ii Ea 

“Sayory, Mary, and Joseph Pgcdeden) Plymouth, 16 
October, 1661, : 

Scudder, Hannah, and Joaioa Hanes, Eastham, 

1 December, 1669, : 


31 


88 


52 


22 


84 


76 


22 


58 


ETC. 


Shaw, James, and Mary Mitchell, Plymouth, 24 
December, 1652, ¢ 
Jonathan, and Phebe Watson, Piymibuthy 22 
Tinian 1656, . 
Shelley, Shilley, Hahnals, and David Tinates, ath: 
stable, 15 rake, 1652, : 
Mary, and William Harlow’ Plymouth, 95 
January, 1665, . 
Susanna, and Samuel mardi Plymouth, 
20 December, 1682, 
Shirtliffe, Elizabeth, and Sesh Cooke, Plymouth) 
18 } Movaribee 1669, . : 
Shirtley, William, and Elizabeth Lettice, ‘Plyw: 
outh, 18 October. 1655, : 
Shove, Genres and Hopestill Newman Taunton, 
12 July, 1664, . 
George, and Mrs. Walley, Pénnten, 18 Feb- 
ruary, 1674-5, : 
Skiffe, Patience, and Elisha Bourne, SEN 26 
October, 1675, . 
Silvester, Lydia, and Nathaniel Hawkee Sahete, 
4 September, 1652, o 
Elizabeth, Scituate, and John lowell Poston, 
24 denne 1658, . 
Richard, daughter of, married, 4 Bent "1652, 
Richard, daughter of, married 24 Jan., 1658, 


' Smalley, Hinnib: and John Banges, Eastham, 23 


Seana 1660, . 
Smith, John, Jun., and Deborah Howland Piym- 
outh, 4 oes 1648, 
John, and Hannah Williams, Fastham, 24 
May, 1670,. 4 =". 
Hannah, and Pian Cutive) Piymoat 28 
December, 1671, 
John, Sen., Taunton, and Jael Pactar (Bridge- 
wales, 15 November, 1672, Ate 
Andrew, and Mary Bundey, acct 5 Janu- 
ary, 1673, . . 
Sarah, and John Waodeocke, Tian, Rehoboth, 
26 February, 1673, 3 
Hannah, and John White, Taunton, 24 Feb- 
ruary, 1679,. 
Sarah, and Tebn Thatpaod Rehoboth, 19 
September, 1682, 
Snow, Mark, and Ann ane Bastar 18 Te anu- 
ary, 1654, 
Mark, and Jane Prence, Bashan, 9 Tamary, 
1660, 
Sarah, weed: William Walker, Botha 25 
February, 1654, . 
Ruth, and John Cole, Bactham, 10 Decguber 
1666; 03 
Southworth, Elizabeth, aa J oaepli Howland, 
Plymouth, 7 December, 1664, . 
Nathaniel, and Desire Gray, Plymouth 10 
January, 1671,. . . . 2 8 
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14 


17 


2652 


Sparrow, Jonathan, and Rebecca Banges, East- 
ham, 26 October, 1654, 4 

Spooner, William, and Hannah Pratt, Piyatoushy 
18 March, 1651, : 

Sprague, Anthony, = Elieabeth Bartlett, oie 
outh, 26 December, 1661, é 

Stevens, viens Oe and Thomas Denney Taunton, 

5 January, 1669, . . . 

Stoughton, Nicholas, and ‘Elizabeth Knapp) frau 
ton, 17 February, 1673, . 

Street, Elizabeth, and Thomas Linkoln, Sen., ‘Mathie 
ton, 10 December, 1665, . 30, 

Sturtevant, Sturtivant, Ann, and I ohn Waterman, 
Plymouth, 7 December, 1665, . c 

Hannah, and Josiah Cotton, Plymouth, 8 Jan- 

uary, 1707-8, - 

Surrey, Ruth, (of Mendam) and! John Pandey: 
(of Tacaton,) 9 January, 1676, 


DEATHS AND BURIALS. 


Sabine, Sabin, Dayid, son of Nehemiah, Rehoboth, 
buried 4 February, 1674, ole 
Nehemiah, child of, : 
Experience, Gnghees of hese Rehoboth, 
buried 13 May, 1681, 
Joseph, son of Joseph, Rehoboth, bane 8 
WER ce ho ee 
Joseph, children of, . 
Sahen, Nathaniel, Rehoboth, May, 1676, 
Sahon, Experience, daughter of Samuel, Rehoboth, 
28 November, 1676, . canes 
Samuel, child of, . 
Salsbury, John, Scauecy buried 24 h une, 1675, 
William, Swansey, buried 24 June, 1675, . 
Savage, Elizabeth, daughter of John, Rehoboth, 


aT 


buried 3 March, 1673, 
John, child of, : 
John, Rehoboth, buried 22 [ris ‘1678, 
Savory, Moses, son of ye Plymouth, died 9 
June, 1650, 5 
Thomas, child EP 
Shaw, Alice, cas of John, S en died 6 Marc 
1654, . Sebo 
John, mie on c 
Shove, Edward, son of George, anon See 7 
August, 1665, . 
Hopestill, wife of George, iraunton, died 7 


March, 1673-4, . 55, 
George, child Cig 
George, wife of, «66, 


George, mother of, . 
Skaffe, Elizabeth, Rehoboth, 25 Fun 1676, 
Smith, ba son of Richard, t, Pymouth died 
1648, E 5 . 
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13 


23 


59 


55 


38 


31 


89 


65 


54 
54 


77 


88 
88 
63 


63 
63 
61 
61 


52 
52 
71 


10 
10 


17 
17 


37 


65 
37 
65 
85 
63 
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Smith, Richard, child of, . : 5: 
Agnes, wife of rence Tannton, died 6 J an- 
uary, 1665, moc o Ge) 
Francis, wife of : 38 | 
Sarah, daughter of Semtel Tauntori Gad 18 
July, 1665, Siiten eat tte 36. 
Samuel, child - 36 
Lydia, wife of John, Sen., Tannton aed 21 
July, 1672, : i 59 
John, Sen., vats of, . ; 59 
Henry, Rehoboth, 24 Nov ARS 1676, 63 
Elizabeth, daughter of aes Tohebeths | 
March, 1676, - 63 
Henry, child of, 63 
Snow, Anna, wife of Mark, Basthas, ao 24 J uly 
1656, Se Ss |S 30 
Mark, wife ie 30 
Southworth: Thomas, Ply pou aa 8 ose 
‘ber, 1669, 32 
Spooner, Elizabeth, wife of William, Pip ional 
died 28 April, 1648, = a 
William, wife of, . 6 
Stevens, Elizabeth, wife of Bian, Rehoboth. 
buried 4 Marchi 1675, oa 62 
Francis, wife of, 62 
Sturgis, Joseph, Tanontls feed 16 ee, 1650, 12 
Sturtivant, John, son of Simmel died 30 October, 
1650, : 10 
Samuel, child of, died, 10 
Sutton, J ae Rehoboth, ba 4 I une, 1678, 71 
BIRTHS. 
ALBOT, TALBOTT, TALBUTT, GARED, 
son of Garett, Taunton, 20 March, 1667, 37 
Mary, daughter of Jarudd, Taunton, 14 De- 
cember, 1671, : 60 
Samuel, son of Jar end Taunton, 29 Feary 
1675, 68 
Josiah, son ‘of Jared, Pannen ‘OL Outeber 
1678, 68 
Nathaniel, son of jared: Theat 21 Hebru- 
ary, 1679, S“foshusetoe 
Jared, children of, : 37, 60, 68, 81 
Tayler, Ruth, daughter of Richard, Yarmouth, 29 
J ‘dy 1647, 3 
Ann, daughter of Richard, Yarmouse, 2 De 
cember, 1648, ; 7 
Ruth, daughter of Richard, Yanan TH 
Apel 1649, . : Ao 6 9 
Richard, ohildber of, : es ie 
Martha, born at Yarmouth, 18 Decemben 
1650, : 12 
Lydia, daughter of Heat oe Lyi (Hatch, ) 
Barnstable, 21 June, 1655, 47 


INDEX TO BIRTHS, 


Tayler, Jonathan, son of Henry and Lydia,(Hatch,) 


Barnstable, 20 April, 1658, . 47 
Henry, children of, . : 47 
Templare, Templer, Hannah, ae of Richard, 
Yarmouth, 5 Tosneary 1642) srcee are 6 
Samuel, son of Richard, Nicest 22 Janu- 
BEY PLOLS Aces ae eeekal Guanes) ee CT 
Richard, aden of, Bc -67 
Thayer, en es of Nathaniel, tend 
ton, 13 December, 1665, . 380, 37 
Nathaniel, child of, . . 80, 37 
Thrasher, Israel, son of Christopher, Taunton, 15 
September, 1648, 82 
Christopher, child of, 82 
Mary, daughter of Israel, Th ais 7 Acca 
1677, ; aes 82 
Israel, child of, 82 
Thurber, Thurbery, Mary, laughter of John a 
Mary, Swansey, 10 July, 1674, 85 
Thomas, son of John and Mary, Gee. 24 
November, 1676, 85 
Elizabeth, daughter of John and Mary, eee 
sey, 24 August, 1678, : 84 
Rachel, eaoeuiee of John aca ag Swany 
5 Aieah: 1682-38, 84 
John, children of, 4, 85 
Ruth, daughter of roma yyenney, 16 July, 
1682, as 80 
Abigail, daughter of T hens and Ruth, Seas 
sey, 31 October, 1683, roe shy 
Thomas, children of, . 5 - 80, 85 
Thurston, Sarah, daughter of Daniel, Rehoboth, 
2 jeanacy, Meee 5 5 lsh! 
Daniel, child of, . 88 
Tiffeny, Sarah, daughter of Humphrey ad) Blea 
beth, Swansey,.6 July, 1683, 84 
Mngicey child of, . : 84 
Tilden, Tildin, Nathaniel, son of 7eeph Scituate, 
September, 1650, 21 
John, son of Joseph, uituate Decanter 1652, 21 
Rebecca, daughter of Joseph, Scituate, Feb- 
ruary, 1654, . 21 
Joseph, son of Joseph, Beltumta, 12 Febrary, 
1656, 21 
Stephen, son of Joseph Ssitate, 4 Muay 
1659, pats 49 
Joseph, childien of, 21, 49 
Mercy, daughter of Btaghen, Scituate, 1 May, 
1654, 50 
Hannah, fanghte: of Siephen, Seitnt, 4 
October, 1662, ; 29 
3 29, 50 


Stephen, children of, 
‘Tinkham, Ephraim, son of oie Plymouth, 

5 August, 1649, . . . 7 

Ebenezer, son of ane Plymouth 30 0 Sep 


tember, 1651, . ..- - 12 


MARRIAGES, ETC. 


Tinkham, Peter, son of Ephraim, Plymouth, 25 


December, 1653, 15 
Hezekiah, son of Bohesieny Elpmetis 8 Feb- 

ruary, 1655, . ° 16 
John, son of Ephraim, Plymouth 1 Ke une, 

1658, : 17 
Mary, doaghie: of Eyheala Piymeath, 5 ee 

gust, 1661, - 26 
John, son of Fiphaatins Biymoutl, 15 Ngveni: 

ber, 1663, : 26 
Isaac, son of Ephraim, Piyesnis ‘UW Neu 

1666, : 31 


Ephraim, hildeen ola 1, 12, 15, ‘16, 1, 26, 31 


Tisdall, Abigail, daughter of John, es. 15 


July, 1667, 54 
John, son of John, Tanistons 10 Anguk 

1669, . 64 
Remember daughter of Jokes ifaeméon, 8 

July, 1675, . : 69 
John, children of,. : 54 69 


Anna, daughter of John, at Taunton, 27 
January Gl2,c mon «6 eae 59 


John, Jun., child che : 59 
Titus, Lydia, ee of John, qehoboth 6 De- 
cember, 1674, : Soo & 5 1H) 
John, child of, . : 53 
Samuel, son of John, fe un., “Tichobotly “29 
July, 1680, é 73 
Hannah, aaeenee of John, cae Rehoboth, 
10 November, 1682, - 78 
John, son of John, Jun., Rehoboth, 12 March, 
1678, : ceria: (fal 
John, Jun., eNidren ea 5 11, 73, 78 
Mary, dang hter of Silas, Rehoboth, 30 aie 
1681, : a ay 
Silas, son of Silas, Rehoboth, ‘12 ee 87 
Silas, children of, . 8 Se ey Red! 
Togood, John, son of Nathaniel and Elizabeth, 
Swansey, 20 April, 1679, é 84 
Elizabeth, daughter of Nathaniel and Eliza 
beth, Swansey, 25 July, 1682, . 84 
Nathaniel, children of, . we) 04 
Tompson, John, child of,. . . . 4 
John, son of John, we mouth, 24 t November, 
1649, Ry sates A 5 0 8 
John, cudaren of, 4,8 
Torrey, James, son of James, eave 3 Septem 
ber, 1644, : . 18 
William, son of James, Sctinate; March 15, 
1646, 5 18 
Joseph, son of James Seitnt, 18 March, 
1648, 18 
Damaris, daughter of Ja ames, Seituste, 26 es 
tober, 1651, . oS} 
Jonathan, son of James, Setrnatas 20 Septem- 
ber, 1654, 19 
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Torrey, Mary, daughter of James, Scituate, 14 
February, 1656, 
Sarah, daughter of ie Seitunt, 9 eats 
ary, 1660, 
Joanna, aerate of James, Scituate, 4) Ming 
1663, oe 3 i 
James, ee Objet 18, 19, 21, 
Tupper, Eldad, son of Thomas, Sandwich, 31 aed 


1675, 
Thomas, child of, . : 
Turner, Jonathan, son of John, Sen., (Senta 20 
September, 1646, 
Joseph, son of John, gem Guta, 12 cae 
ary, 1647, 
Joseph, son of John, Sen. , Salted, 12 fon 
ary, 1649, é : 
Ezekiel, son of John, Sen. ‘Seuatal 7 Ja anu- 
ary, 1650, Ee 
John, son of J che Sen. “(Suituate, 30 Cotbher, 
1654, 
Elisha, son of John, isa  Sinate 8 March, 
1656, . 5 
John, Sen., hlien of, cs c 20, 
Lydia, eke? of ae Acta 24 Janu- 
ary, 1652, ‘ Cf a te RPO. ee 
John, child of, 
Ichabod, son of John, re  Sinate 9 Ape 
1676, So 
John, Jun., ‘child of, . 
Nathaniel, son of Thomas, Scituate,’ 1 March, 
1654, 5 
Elizabeth (aguiee of Thomas, Scituate, J uy, 
1656, 
Thomas, bilden of,. 
Susanna, Sandwich, 28 Geptandier 1648, . 
Twining, Stephen, son of William, So 6 Feb- 
ruary, 1659, . nit Wralkal te 
William, child of, 
MARRIAGES. 
Talbutt, Garett, and Sarah sok Taunton, 1 
April, 1664, . 
Tayler, Henry, and (cs Hatch, Kamer 19 
December, 1650, 
Templar, Anne, of Chaslestown, and Nathaniel 
Morton, of Plymouth, 29 April, 1674, . 
Thirber, Mary, and Samuel Bullucke, Swansey, 12 
November, 1673, ; 
Thompson, John, and Gach Smith, Beboboihy 19 
September, 1682, 3 
Thrasher, Tharsher, Hoecinns and Swplen Coa. 
well, Taunton, 29 December, 1672, 
Israel, and Mary Caswell, Taunton, 15 Au- 
gust, 1676, 
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29 


21 


27 
27 


38 


47 


35 


48 


79 


59 


82 
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Thrasher, Sarah, and Benjamin Leanard, Taunton, 
15 January, 1678,. 
Samuel, (of Taunton,) and Bethya Brookes, 
Rehoboth, 4 December, . 
Thurston, Daniel, and Hannah Miller, Rehoboth, 
16 December, 1681, 5 
Tilden, Joseph, and Ellice waded Saieuats, 20 
November, 1649, 
Stephen, and Hannah Little, deitantel 15 J an- 
uary, 1661, ° 
Lydia, (of Plymouth) and Saitudl Ryde, 
Taunton, 14 June, 1680, .. . 
Tilson, Mary, and James Cole, Jun. Prada, 23 
December, 1652, : 
Elizabeth, and Benajah Daihiatn’ Plynsithy, 
25 October, 1660, . ; 
Jone, and Gyles Rickard, Sen. Piymoutl: 20 
May, 1662, : 
Ephraim, and Elizabeth Hsing Blyrtieuth, 
7 July, 1666, 
Tisdall, John, Jun., Taunton, and Hannah Boge: 
Tisionsy. 23 November, 1664, 
Mary, and Nathaniel French, Waites 9 Jan- 
uary, 1676, 
Titus, John, and Ly dia hedwev Tehabouk, "7 
July, 1673, 
Abigail, and J atin Fuller, Rehoboth, “25 eel 
1673, 
John, aud Sarah Miller, Rehoboth; 3 Tl 
1677, : 
Mary, ad Faden Bowie Rehoboth, 9 I an- 
uary, . 
Tobye, Thomas, and Martha Knott, Sandwich, 18 
November, 1650, = 
Torrey, James, and Ann Hatch, ow 2 Névent 
ber, 1643, 
Turner, Mary, and William Pikes ‘Schtes 13 
November, 1651, 
Humphrey, daughter ‘of cence oe 
Thomas, and Sarah Hiland, SeitaAte: 6 I an- 
uary, 1651, 
Twisden, Ellice, and Joseph Tilden, Seinate, 20 
November, 1649, " ; 


DEATHS AND BURIALS. 


Tayler, Ruth, daughter of Richard, Yarmouth, 
buried 1648, 
Richard, child of 
Ann, Yarmouth, buried 29 Match; 1650, . 
Templer, Hester, Vermouth, buried 13 Septem 
ber, 1649, 
Tilby, Hugh, Vandy died 28 yi ay 1647, 
Tisdall, dott, iol Taunton, killed 27 foe 
1675, hag 
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Tisdall, Sarah, wife of John, Sen., ge Ma died 
Toveuher 1676, 
John, Sen., wife of, . 
Titus, Lydia, = of John, Rehoboth, 25 Rove 
ber, 1676, ‘ ciate 
John, wife of, . : 
Tompson, John, son of Toki Plymouth ated ul 
February, 1648, : 
John, son of, 
Tupper, Thomas, Sen., Randwick, ‘fied 28 on 
1676, : 
Anne, Bandwicly died z suse 1676, 
Turner, Joseph, son of John, Sen., Scitante; died 
15 January, 1647, . - 20, 
John, Sen., child of, died, 7 20) 
Twining, Wiliam, Sen., Fastham, died 15 oe 
1659, 5 : 3 3 


BIRTH. 


TLEY, LYDIA, daughter of Samuel, Scitu- 
ate, 28 December, 1659, : 
Samuel, child of, . 


MARRIAGE. 


Utley, Samuel, and Hannah Hatch, ee 6 De- 
cember, 1648, Phare 


BIRTHS. 


INALL, MARY, daughter of Stephen, Scit- 
uate, 29 November, 1662, 4 
Stephen, child’ of,” ~ a: 
Vixon, Jemineth, Gel rite of Robert, ‘Factham, 30 
August, 1655, . 
Titus, son of Robert, ot 2 December, 
1657, ° 
Elizabeth, eater of Tabet Bastin, 29 
May, 1660, ee 
Robert, children of, . 


MARRIAGES. 


Varssall, Varssell, Judith, and Resolved White, 
Scituate, 8 April, 1640, det 
William, daughter of, arise 
Frances, and James Adams, Scituate, 16 J ay, 
1646, o 
Vermayes, Beaiouie and Mecey Bradford, Piya 
outh, 21 December, 1648, 
Vinall, ies and Isaac Chettenden, Seitunte, 
AO lal OY ie lee a 
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21 


28 


29 
29 


29 


29 
29 


27 


27 


27 
27 


28 


ETC. 


Vinall, Stephen, and Mary Baker, Scituate, 26 


February, 1661, , 
Vincent, eee elaxitvinh, married 8 Noveniber, 
1648, 
BIRTHS. 
\ ALKER, JOHN, son of William, East- 
ham, 24, April, 1655, : 
William, son of Mier eit 2 August, 
1659, ci 

William, entiahen of, : 15, 

Ebenezer, son of Philip, Behobothy 15 No- 
vember, 1676, : 5 6 

Philip, child of, 3 

Samuel, son of Samuel, Rehoboth, ul Nore 
eS 1682, 

Samuel, child oo : 

Warren, Warrin, Sarah, as of Nathaniel, 

Plymouth, 29 nari 1649, 

Hope, daughter of Nathaniel, Plymouth, 6 
(7) March, 1650, (1651,) oe fill; 

Jane, chughter of nachna Plymouth, 10 
January, (31 December,) 1652, melee 

Elizabeth, daughter of Nathaniel, Plymouth, 
15 September, 1654, . 5 

Alice, daughter of Nathaniel, Plymouth 2 
August, 1656, 

Mercy, daughter of Naseer Plymouth, 20 
February, 1657, 

Mary, daughter of Netani Plymouth 9 
March, 1660, 

Nathaniel, son of Nathaniel, Plymouth, 10 
March, 1661, 

John, son of Naibantel, Plymouth 93 Octo: 
ber, 1663, y 

James, son of Nathaniel, Plymouth "7 NG 
vember, 1665, . 24, 

Nathaniel, sieleven Obie i, 14, 24, 

Mercy, daceniee of Joseph, Pyne 23 
September, 1653,. . . 

Abigail, daughter of Teeepl Plysrouth, 15 
March, 1655, 

Joseph, son of Joseph, Plymouth, 8 Jamary 
1657, 

Patience, dances of Seen, Fiymouth, 15 
March, 1660, 

Elizabeth, Gee of Teen, Plymouth, 15 
August, 1662, : 

Benjamin, son of foreuhs Plymouth, 8 Ta anu- 
ary, 1670, ‘viele eee 

Joseph, gbildren Ohne : 

James, son of Richard, Plymouth: 13 oe 
uary, 1679, we 

James, son of Richard, Plyntoulty, Fadl 1682, 
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29 


15 


27 


25 
25 


72 
75 
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Warren, Samuel, son of Richard, Plymouth, 7 
March, 1682-3, 5 ae 
Richard, children of, 
Waterman, Samuel, son of John, Plymouth, 16 
October, 1666, : 
Elizabeth, daughter ‘of John, Plymouth, 15 
January, 1668, 
John, children of, ane : 31, 
Watson, Samuel, son of George, Plymouth, 18 
January, 1647,. . . 
Elizabeth, daughter of Gere Ply rderuths 18 
January, 1647, 
Jonathan, son of Geer Ze, Eiymeonth. ‘9 March, 
1651, 
Elkanan, son of George Ply eaauth 25 Feb- 
ruary, 1655-6, oe 
George, children of, . 
West, William, son of John and Mehitabel, Swan- 
sey, 11 September, 1633, 
John, child of, c 
Wheaton, Weaton, Wheaten, Sauk Vawelies of 
Jeremiah, Rehoboth, 29 September, 1673, 
Ebenezer, son of Tevensahs Rehoboth, 7 
March, 1677, > 
Mehitabel, daegiet of Jafemiah, Rehoboth, 
2 April, 1681, 
Nathaniel, son of caeuinks Rehoboth, 6 
March, 
Jeremiah, peldeen of, 
Samuel, son of Samuel and Elizabeth, agen 
sey, 21 July, 1683, 
Samuel, child of, . enue 
Whilden, Sarah, Yarmouth, 21 June, 1650, 
White, William, son of Resolved, Scituate, April, 


10, 1642, 

John, son of Resolved Saieate, Lith Marks 
1644, 

Samuel, son of Resolv e Scituate, 13 Mach, 
1646, 

Resolved, son of Fecelvedl Catania 12 No. 
vember, 1647, . : 

Anna, daughter of Resolved, Scituate, 4 fone 
1649, 


Elizabeth, iaiter of Tewoly, ed, See 4 
June, 1652, . 

Josiah, son of Resolved, Scituate, 29 com 
ber, 1654, oh ec 

Resolyed, children of, oe. 

Nicholas, son of Nicholas, Pence 25 Oster: 
ber, 1676, é 

Ephraim, son of Nicholas, Tiantens 8 Feb- 
ruary, 1678, . 

Dorcas, daughter of } Nicholas, Tannton, 24 
September, 1680, 

Nicholas, children of, : 

John, son of John, Taunton, 16 August, 1681, 
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32 
32 
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White, Hannah, daughter of John, sdiskons 19 
April, 1683, . j 
John, children of 5 : 80, 
Whittaker, Whittakar, Whittacar, Mehitabel ,daugh- 
ter of Richard, Rehoboth, 27 December, 
1674, cere 
Ephraim, son of Richard, Rehohoth, 27 ja 
uary, 1678, . . 
Noah, son of Richard! Rehoboth, 31 Jaman 
1682, 5 5 
Richard, oigldeen of, ; 53, 11, 
Wilbore, Mary, daughter of Shadrach, Taunton, 
18 March, 1661, 
Samuel, son of Shateachy Taunton, jap: 
1663, 50 
Rebekah, dae tes of Shadracl: Gre 13 
Tay 1664-c..0 pee 
Hannah, daughter of Shaded 24 Perey 


1667, 5 

Joseph, son of Shatleneh Daiestony o J ay 
1670, ec 

Shadrach, son of Shadrach, Tamton, 5 De- 
cember, 1672, 

John, son of Shadrach, Tamm, 2 2 March, 
1674-5, . : 

Eliezer, son of Shabeck, Tae 1 ans 
LG iit m= 

Henjanteyem son of Shadeach, Teton 23 2) ie 
1683, 


Shadrach, dees of | 87, 39, ‘59, 65, 69, 

Anna, digi of Joseph Taunton, 7 Some 
1672, : 

Joseph, detaches ay : 

Willet, Willett, Esther, daughter of “Thowien 

Plymouth, 6 July, 1647, 

James, son of Thomas, Plyitioutl, 24 Novem: 
ber, 1649, 

Hezekiah, son of ae Plymouth 20 J uy 
1651, : 

Thomas, ghildiven ob. “as 8, 

Hezekiah, son of Captain, 16 November or 
thereabouts, 1653, . 

Captain, child of, . 

Williams, Nathaniel, son of ‘Thewias Fastham, 24 

April, 1655, . of 

Thomas, child of, 

Elizabeth, daughter of fee Tacatont 30 
sus, 1669, : 

Richard, son of Joseph, Taunton, 26 Movers 
ber, 1671, C 

Mehitabel, daughter of J oenbe Tninten, uf 
June, 1676, 5 

Joseph, son of J eseph Taunton 13 Febrany, 
1678, : 

Joseph, diiiecs ‘Oi 40, 64, 65, 

John, son of Nathaniel,Taunton, 27 ie 1675, 
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78 
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Williams, Nathaniel, son of, . . 
Willis, Mary, Satdwinh, 14 April, 1648, 
Wills, Samuel, son of William, Greate) May, 
1640, 5 
Lydia, ugh of Wiliam, Satate, Apr 
1645, sits 
William, ebtlacen of, 
Wilmouth, Willmoth, Willmouth, Wilmoth, Me 
hitabel, daughter of J chat Rehoboth, 19 
June, 1665, 
Ruth, daughter of John, Rchoboth, 5 Octo- 
ber, 1673, 5 
Nathaniel, son of John, Rehoboth, 29 Bap: 
tents 1677, : 
Dorothy, devaphiton of John, Rehoboth, 26 i! 
gust, 1680, : 
Sarah, daughter of John, Rehoboth, 21 De- 
cnet 1682, 
John, children of, : 
Thomas, son of Thomas, Rehoboth, 7 July, 
MGV oe 
Ellice, Boccia of Thonn. Rehoboth, 1 nes 
tember, 1676, : 
Mehitabel, daughter of Thoms, Rehoboth, 
4 March, 1681,. : 
Thomas, Ropes of, ree. 62, 
Mary, daughter of Thomas, Fond Rehoboth, 
29 December, 1678, 5 
Anne, daughter of Thomas Jun., Rehoboth, 
22 August, c ¢ 
Thomas, Jun., children of, . Se aia 11, 
Esther, poner of Jonathan, Rehoboth, 28 
November, 1681, : 
Rebecca, daughter of Tocathany Rehoboth, 


30 August, 
Jonathan, children of, _. __ ; 7, 
Wing, Winge, oer son of Bean, acetate 
30 May, 1648, Sie 3 


John, child of, . 5 
Joseph, aes about 2 Sentamber: 1650, 
Deborah, Sandwich, 10 October, 1648, 
Ephraim, Sandwich, 2 April, 1649, . 
Mercy, daughter of Stephen, eudwichs 13 
November, 1650, : eons 
Stephen, child of, . 5 
Winslow, Benjamin, son of Tobe Plymouth, 12 
j August, 1653, : : 
John, child of, . 
Winter, , born at i ecramuthy 1647, . 
Witherell, Witheril, Sarah, daugiter of William, 
Scituate, 10 Beteuary) 1644, 
Hannah, daughter of William, aap 20 
February, 1646, - Pi Gh A 
William, children of, : 
Wood, Samuel, son of Henry, Plymouth 25 5 May 
1647, 
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62, 62, 67, 73, 


66 
5 


19 


19 
19 


62 


52 


78 


76 


88 


4 


Wood, Jonathan, son of Henry, ge A 1 Jan- 
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uary, 1649, 8 
David, son of ol Plymouth, 1" Octsbex 
1651, : 5. 40 ap, WP} 
Henry, ehildren of, . Pes a Epeb 
Hannah, daughter of Stephen, ee 14 
October; 1649, : 7 
Stephen, child of, . 7 
John, son of J zis Plymouth, 4 Marah 1649, 8 
Nathaniel, son of John, Plymouth, 25 F one 
ary, 1651, 13 
Isaac, son of cc Plymouth a7 7 Febrary, 
1653, o a 4 Qed. woe atl) 
John, iinldves of, 9 - 8, 13, 15 
Miriam, Sandeiels 8 Maga 1648, 6 
Mary, Sandwich, 29 March, 1649, . 8 
Woodcock, Woodsocke, Jeremiah, son of John, 
Rehoboth, 6 June, 1675, 62 
John, son of, . c 62 
John, son of John, Jat Rehoboth, 18 De. 
cember, 1674, 5 ot 53 
John, Jun., son of, : 53 
inc: faaghise of Denaraise Rehoboth, ul 
March, 1681, 5 4 17 
Deborah, abil of : 77 
Woodward, Elizabeth, daughter of as) ‘Dinas 
ton, 15 ie 1670, 69 
Israel, son of Israel, Taunton, 4 Onaben 
1674, 69 
Israel, oiures of, 69 
John, son of Tohn, Taunton: 2 March, 1678, 69 
Israel, son of John, Taunton, 30 July, 1681, 80 
John, children of, . ¢. . A 69, 80 
Woodworth, Nathaniel, son of Joke ae 31 
July, 1679, 3 od . 83 
John, child of, . 83 
Worden, Peter, Yarmouth, daughter of 10 Feb- 
ruary, 1648, . 7 
Wright, Peter, son of, born at Gantnichs 16 De: 
See 1648, : 6 
Adam, son of Biter Sandwich, 20 Merch, 
1650, ee 5 oo 5, gle 
Peter, cola Oe} gs a Gh eh a 
Esther, daughter of Rickard Ply powils 1649, 8 
Isaac, son of Richard, Ply mcaait 26 Ae 
1652, Dee, One : ml: 
Richard, hildren of, ; 8, 14 
Sarah, born at Sandwich, 8 Desemtien 1648, 6 
Mondeeat born at Sandwich, 30 October, 
1649, . Dl a ee ae) 
MARRIAGES. 
Walker, James, Jun., Taunton, married, 23 De- 
cember, 1647, 55 
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Walker, William, and Sarah Snow, ger, 25 
February, 1654, 
James, Sen., and Sarah Rew, raantoe, 4 Ne: 
Seinber 1618505, 
Sarah, and Kieren ares) Rehoboth) 27 
December, 1677, 
Esther, and Joseph Wood, Peanitads 1 lente 
ary, 1679, - 
Samuel, and Martha Iy de Rehoboth, 11 No- 
vember, 1681, 
James, Sen., marriage of Santee Thyder and 
Lydia Tilden by, Taunton, 14 June, 
1680, ers 
Walley, Mrs., and George Gaore Tannen, 18 Feb- 
a 1674-5, : 
Waterman, John, and pe Siustivantt Plymouth, 
7 Desember; 1665; 2s ¥: 
Watson, Phebe, and Seeathan Shaw, Plymouth 22 
January, 1656,. . . . 
Mary, and Thomas Leonard, Piymiaathe 21 
August, 1662, . . 5 
Elizabeth, and on Wiluane Fiscouth) 
28 November, 1667, i 
Welch, James, (of Sacer) ad Mercy ‘Sabin, 
Rehoboth, 9 November, . 
Wells, Mary, and Thomas Huckens, Harasteble 
1642, . 
Wheaton, Wheaten, Hasvinki nd Foes Butter- 
worth, Rehoboth, 4 September, 1674, 
Mary, and Thomas Man, Rehoboth, 9 eat 
1678, ° 
White, Fiesslved: and Judith icc, ‘Soieiintes 
8 April, 1640, : 
Elizabeth, and cme Pinsen, a: sacites 
ate, 18 September, 1662, 
Nicholas, Jun., and Ursilla Mier eauiber) 
(Marshfield,) Taunton, 9 December, 1673, 
John, and Hannah Smith, Taunton, 24 Feb- 
ruary, 1679, . : 
Wilbore, Sarah, and Nathaniel Hires Haanton, 2 
Febnaey 1681, 
Wilcockes, Daniel, and Elizabeth Goake, Piymoath, 
28 Movciuber 1661, : 
Wilden, Henry, married at Vihmowtts 25 Funes 
1647, ; 
Willett, Mary, ae Samuel His ka Elymouth, 29 
September, 1658, : 
Martha, and John Saffin, PIymout, 2 De: 
cember, 1658, 
James, and Elizabeth Hie Reboboily 17 
April, 1673, . ; 
Hezekiah, and Anda Browne, arse 7 Tae 
uary, 1675, 
Williams, Mary, pe ape! Dodson, Seite 
12 November, 1651, 
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Williams, Joseph, and Elizabeth Watson, ea 
outh, 28 November, 1667, : 
Hannah, and John Smith, Bastham, 24 May. 5 
GIO; eer ae 
Isaac, a J udith Giiete Rekobath; 13 Not 
vember, 1677, : 
Sarah, and Benjamin Deane, Teaniont 6 I an- 
uary, 1680,. . . 
Willis, Richard, and Patines ene, Ply saith; 
28 December, 1670, te at 
Wilmoth, Wilmouth, Thomas, and May Robs 
son, Rehoboth, 7 June, 1674, . . . 
Thomas, Sen., and Rachel Read, Rehobets 
27 fos 1678, . : 
Jonathan, and Esther Pecke, Rehoboth, 29 
December, 1680, : 
Mary, and Joseph Rockett, Rehoboth, 3 Jon! 
uary, 1680, : 
Winslow, Mary, sd Edward Gay Plyanoutie 16 
January, 1650, . 
Hannah, and William Crow, Piymout 1 
April, 1664, . 
Witherell, Elizabeth, and John ny ari Scituate, 
22 December, 1651, 
Mary, and Thomas Oldham, Scituate, 20 Ne 
vember, 1657, 
Dorothy, and Elias Irish, ‘Tivanton 26 Anirast 
1674, C 
William, Jam and Elizabeth Nayiasdi oo 
ton, 14 March, 1681,. 
Wood, Abigail, and Fousiline Pratt, Plymouth 2 
Novena. 1664, . 
Sarah, and John Fallowell, Plymouth, 13 
February, 1667, 
John, daughter of, married, 
Sarah, and John Nelson, Plymouth, 28 No- 
vember, 1667, weer S 
Henry, daughter of married, . . 
Joseph, and Esther Walker, Taunton, 1 ia 
uary, 1679, 5 
Woodcocke, John, Fae and Sirk Smith, Rohe 
both, 26 February, 1673, : 
Deborah, and Benjamin Grins (of Dedham.) 
Rehoboth, 24 May, 
Woodward, Israel, and Jane Godfrey, Taunton, 4 
August, 1670, - 
John, and Sarah Crocus Rehoboth, 11 No- 
ae 1675, 
Jane, and John Cobb i Raanton: 13 J ing 1676, 
Woolcott, Sarah, and William Clarke, Plymouth, 
1 Mans 1659, . 
Wormall, Esther, and J oseph Dunham, Plymouth, 
20 August, 1669, 
Wright, Edward, and Tydi Rang Betta 25 
May, 1664,. . . : 
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DEATHS AND BURIALS. 


Walker, Experience, daughter of Philip, Rehoboth, 
buried 10 November, 1674, . Xe 
Philip, child of, 
Deacon Philip, Rehoboth, 21 Apis 1679, . 
Michael, Rehoboth, ee 16 February, 
1677, : 
Elizabeth, wife of James, Sen Taunton, died 
30 July, 1678, 3 Sati oe 
James, Sen., wife ab : 
Warren, Elizabeth, Plymouth, fo 2 Deine, 
1678, : 
Watson, Saal son of Gear Plymouth diel 
20 Asin 1649, 
Phebe, wife of nee Piymouth, ied 29 
May, 1663, 2 a Bee 
George, child of, . 
George, wife of, : 
Webb, Audey, Plymouth, died 4 March, 1651, 
Wheaton, Samuel, Sen., Swansey, died 2 Febru 
ary, 1683, 
Whitney, Winnefred, wife of Timi, Piymout 
died 23 July, 1660, Ae 
Thomas, wife of, . : 
- Wilbore, Elizabeth, wits of Faeart Taunton, died 
9 November, 1670, . : 
Joseph, wife of, - 
Mary, daughter of Shadruekh, Tauntan, ea 19 
January, 1674, . ee ee 
Shadrach, child of, 

Hannah, Taunton, died 3 ecenber 1675, 
Willett, Willet, Hezekiah, son of Captain Willet, 
Plymouth, died 26 July, 1651, 

Captain, childof, died, 5. < .- 

Rebecca, died at Plymouth, 2 ede 1652, 
Captain Thomas, Swansey, 3 August, 1674, 
Ellice, wife of James, Rehoboth, de 1676, 
James, wife of, : . 
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Wilmoth, Wilmouth, Nathaniel, Rehobath, 12 No- 
vember, 1676, O40 63 

—, wife of Thomas, Sen., Fshabotl, Feb- 
ruary, 1676, . e ae 63 
Thomas, Sen., we of, . 63 

Wing, Winge, Teen. Yarmouth, son of died De- 
cember, 1648, 0 7 
Ephraim, Sandwiok, buried 10 Der, 1649, 9 

Ephraim, Yarmonth, buried last of Desenhen 
1649, : 10 

Winter, Cathrng Scituate, died 28 December, 
1653, 5 19 
Wood, John, son vat Bisphda, Piyaoutl 1648, 5 
Boshen, son of, . A : 5 
Miriam, Sendwiah buried 9 May, 1648, 6 
Woodcocke, Nathaniel Rehoboth, 28 April, 1676, 63 
Sarah, wife of Tohn, Rehoboth, 10 May, 1676, 63 
John, a one . 63 
Woodward, Israel, Taunton, died 15 Ties 1674, . 69 
Wright, Mardecai Sandwich, buried 20 March,1649, 9 
William, Sandwich, buried 2 May, 1648, : 6 

BIRTHS. 

EATES, JOHN, JUN., son of John, son-in- 

law to Richard Higgens, ol 15 
August, 1650, . . . 9 27 
John, child of, . : 27 

Young, John, son of John, Plymouth 9 over 
ber, 1649, ai AS, i 
John, son of, es 7 

é 
MARRIAGES. 

Young, Younge, John, married at Plymouth, 13 
December, 1648, 5 

George, and Hannah Pinlon eibente 15 io 
uary, 1661, 29 
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TOWNS, PLACES, AND CLERKS. 


TOWNS AND PLACES. 


ARNSTABLE, : .41—47 | Plymouth, 4, 5, 7, 8, 10-«17, 2127, 3135, 42, 44, 
Teo eee ae eee ee ewe 64, 67, 68, 72, 74—76, 82, 84, 89 
Braintree, . , 40, 54 | Rehoboth, 51—54, 62—64, 66, 70—74, 76—79, 86— 
Bridgewater, . ee . 36, 38, 55 88 
Martmouth,.....+ + « . . 88| Sandwich, . . 5, 6, 8, 9, 11, 18, 14, 64, 81 
Duxbury, . . 27, 55 | Scituate, . 17, 21, 28, 29, 42, 46, 49, 50 
Eastham,. . . 15, ‘26-28, 30, 56—58 | Swansey, . . 48, 49, 51, 61, 72, 80, 81, 84, 85 
Hull, alias Nantasket, . . 83, 34 | Taunton, 30, 835—40, 54, 55, 58—60, 65, 66, 68—70, 
Lakenham, a5 5 ch 79, 80, 81—86 
Marshfield, - 38, 44, 70, 89 | Unketey, . ; 38 
Milton, .. 2 Oo 4 W . . 70} Wesquabenansett, . a 4 a 38 
Nantasket, pied Hall : . 83, 34 | Yarmouth, - 38, 4, 6, G ‘9, 10, 12, 44, 45 
Newport, Rhode Island, . 36 
CLERKS. 
UCKE, ISAAC, . : . . . .« 650|Snow, Mark, . 57, 58 
Carpenter, William, 52, 54, 64, 67, 71, 77, 79, | Tanner, Nicholas, . : eos GL 
87, 88 | Torrey, James, . 17, 19, 21, 28, 49 
Cole, Daniel,. . » 15 | Tupper, Thomas, 64 
Hinckley, Thomas, . . 47 Wilbore, Shadrach, 30, 36, 38, 40, 55, 59, ‘60, 66, 69, 
Ingraham, William, 81, 85 70, 82—84, 86 
Myles, John, Jun., . 48, 49 | Wood, William, . 6,9 
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AND 


NAMES OF FREEMEN 


AND OTHERS. 


BEL, ABELL, PRESERVED, sheer - 209 
Babert, freeman, . . 178 

widow, . - 120 
Abbott, Edward, Se . 195 
Accord Pond, 155, 160—164, 166 
rates, 156, 158, 160, 162, 164, 167169 
Acushena, Se) 
Adams, Addams, Adams James. 188, 196 
John, . 201 
freeman, . - 178 
Addey, Webb, ; . 188 
Advard, Aduerd, Henry, . . 190 
Henry, Seeartne : . 183 
Alden, Aldin, David, freeman, : - . 204 
John, : Suint0 100, 198 
freeman, . : . 173, 174, 203 

Johny; Sen. oe yo ue en he ae . 189 
John, Jun., . . 198 
Jonathan, . . 198 
freeman, . » . 204 
Joseph, . 189, 198 
Ensign, . Gh Oey a atie yh woha ee: 
Mr, . .98, 101, 106, 121, 151 
allowance to as Treasurer, . 101, 106 
Alerton, Isaac, freeman, . . 173 
Allen, Allin, vain : Be os} 
Francis, . . 93, 192 
George, . “94, 96—98, 192 
freeman, . =~ £76 

Isaac, ~ « « 163 
John, aK . 98, 96, 201 
freeman, 175, 180, 181, 198, 204 
Joseph, . F 97, 98, 103 
Matthew, fined, - 93, 96—98, 103, 192 
Ralph, . 97, 98, 103, 158, 192 
Ralph, Sen., : . 98, 96 


Allen, Samuel, freeman, . “15 se ee 
Thomas, - 136, 191, 193, 200 
freeman,. . . 207 
William, fined, 93, 96, 97, 98, 99, 103 
Zechariah, fined, . 157, 161, 164 
Captain, . . 123 
Almy, William, Seteans. : . 184 
Ames, John, freeman, . « 185 
Jonathan, freeman, . . 208 
Justus, freeman, : 208 
Anaquakett Neck, see Ronqukes Weukas 
Andrew, Andrews, Andrewes, Henry, + 5 Om 
freeman, 176, 186 
John, 119, 120, 124 
Joseph, . 108, 110 
freeman, . . 181 
Mr., . : . 210 
Anger, Samuel, feemae: : . 209 
Annadowne, Rogen . 121 
freeman, : 3 me! Gee 
Annible, Annable, aoe , re Len 
Anthony, 198, 200 
freeman, . Be SDA? me 175, 177 
Armestrong, Gregory, . . . . - 187 
Armitage, Thomas, freeman, Faso coher WAS 
Arnold, Samuel, 192, 200, 201 
freeman, ne oe 200 
Samuel, Jun., . 127, 136, 207 
Seth, freeman, . 208 
Assistants, allowance to, . ~ ee, LS 
salary of, 130, 137 
See Magistrates. 
Assonett Neck, . : Cabs eds: 
Atkines, Attkins, Henry, . 188, 202 
freeman, . . 208 
Atkinson, Attkinson, iar Gaechs - 185 
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Atkinson, Thomas, freeman, . . 174 
Beawood, John, 2) eis; Ne! is) sas . 188 
freeman, . . terete mses adds 
Nathaniel, frosian: aC TE . 203 
Stephen tea. ote tite asc. ae eee - 161 
Austine, John, freeman, . .... . . 186 


. 187 
. 190 


Jonas, freeman, 5 ot 
Eymes, John, . % . » « « «© 


ACON, NATHANIEL, 105, 193, 200 
on committee to take the Treasurer’s ac- 


count, . 101, 110, 116 
freeman, . 177, 207 
Samuel, freeman, . 179 
Mrs. 133, 136, 140 
Baddow, Francis, of sme - 109 
Badfish, Robert, Tea ee aes . 184 
See Botefish. 
Baker, Francis, . 115, 116, 120 
freeman, 2 0 + 185 
Kenelm, freeman, . . . . 208 


» 178 
- 188 


Samuel, freeman, . seks 
William, bod a. oattor Ae 


Bangs, Banges, Paar Se a 6 = & ieeheit 
freeman, . . Sen he 174, 177 
John, freeman, 184, 208 


Fonathan, on pitta 5 take the Treas- 
urer’s account, - 155 
Joshua, freeman, . . 208 


Bankes, Richard, freeman, . 183 
Barden, William, . 196 
Barker, Francis, . 145 
freeman, A . 204 
John) Wiates ey Perey peli] 
freeman,. . -_._ 182, 207, 208 
Wobewinils ss 196, 198 
freeman, . : 182, 204 
Barlow, George, '99, 102, 111, 115, 116 
marshal, » 95 
freeman, . 180 
Sarah, . 126 
mee 99 

Barnes, John, ; 94, 100, 114, ‘116, 188, 197 
+ 174 


freeman, . . 2 3 5 
Jonathan, Peete! ; 

Joshua, freeman, . 5 0 ; . 185 

Barnstable, ° ae - 106, 108, 136, 165 

rates, 118, 123, 126, 131, 134, 138, 142, 144, 146, 

149, 150, 154, 156,158—160,162, 164, 167, 169 

names of freemen and others, of, 176, 179, 193, 


. 203 


200, 204 

Barratt, John, 5 EN} 
Barrell, William, freeman, 5 9 ils 
Barrow, John, 115, 116 
. 204 


Barstow, Joseph, freeman, 
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Barstow, William, . 99, 120, 124, 199 


freeman, - 205 
widow, . . 133 
Me Pm eo .99, 155 

alias Church, Sarah, . oy ably! 
Bartlet, Bartlett, leis ‘ . 198 


on committee to take the Ticaneate account, 110 


freeman, . 204 
Joseph, . ‘119122, 124, 128 
EN, Go A 6 Ao a . 203 
Mercy, . - 126 
Robert, . 189, 197 
freeman, . . 174 
Bashop, Richard, - 188 
Bassett, Nathaniel, freeman, . . 181 
William, 104, 140, 210 
freeman, . 174, 205 
William, Sen., 190, 202 
William, Jun., 190, 199 
Bates, John, . . 2 119, 120 
Bayley, Bayliffe, Bayleiffe, Guido, ima - 185 


John, 109, 111, 116, 120, 124, 127, 129, 133, 136, 
141, 143, 145, 147 


Beachampe, Mr., . 210 


Beamont, John, . eles Me ~ 191 
Beare, Richard,. . . 5 16 "96, 99, 196, 201 
Richard, freeman, . ... . - 182 
Bearse, Bearce, Austine, . 193, 200 
freeman, . . ° - 206 
Beerstow, see ae 
Beetes, William, . . . +. + - 193 
Bell, James, . on 5 112; 114 
Hrueman, <u op aiteg 4 alt oes Soe AGC BT 
John, . ; 192 
freeman, . . 186 
Bennitt, Benitt, James, : 151, 152 
Riches, ‘ . 155, 157, 160, 162 
Berry, ve Anthony, : . 194 
Edmond, . 193 
Richard, ‘109, 128, 130, 194 
freeman, . . 186 
Richard, Sen.,. . 127 
Besbe, Baber, Besbeach, Beye, Becbecb, je 
beech, Elisha, : 3 192, 201 
freeman, 183, 207 
Thomas, . 201 
freeman, . . 175 
Bessy, Bessey, Anthony; . 192 
freeman, . 184 
Nehemiah, fined, . - 109 
Bestbey, Hopestill, . . 207 
Bewitt, George, freeman, . 180 
See Buitt. 
Biddle, Bidle, Joseph, . . 196 
freeman, i . 182 
Biell, Nathaniel, . 196 
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Billington, Dorcas, ; . 137 
Francis, . . 187 
freeman, . . 181 
Joseph, . . 97, 119, 120 
freeman, . - 181 
ey ee a . 99 
Binson, John, freeman, . 203 
Bird, Thomas, ° . 198 
Black, Blacke, Miles, . . 192 
freeman, 7 . 179 
Blackwell, John, eas 184, 205 
Blake, Blaake, peek 7 127, 129, 130 
Samuel, . SAG . 152 
Blakemore, John, . . 193 
freeman, c . 184 
Blisse, Blesse, George, ieanae . 184 
Jonathan, freeman, . 179, 209 
Blossome, Peter, freeman, . 179 
WEE bo eo Gm oes . 193 
Blower, John, . 194 
Blush, Abraham, 193, 200 
freeman, 182, 206 
Joseph, freeman, . . 207 


Boardman, Bordman, Burman, Bareuent feonice! 151, 


152, 192, 193 
freeman, 2 184 
—., . 194 
Bobbitt, Bobbett, Hdward, . 195 
freeman, . 186 
Bonney, Thomas, . 190 
freeman, 181, 182 
Bonum, George, 100, 102, 189, 197 
freeman, : 181, 202 
Booth, Thomas, freeman, . . 178 
poten ° + Lay 
Bosworth, J eee oe : . 178 
J an Sen., freeman, . 209 
Joseph, caer ‘ . 209 
Botefish, Robert, . 192 
See Badfish. 
Bourne, Burne, Borne, Henry, . 193, 200 
See Burne. 
freeman, 175, 177 
John, 196, 201 
on committee to take Tenant s account, 119 
freeman, . . 207 
Richard, 192, 199 
freeman, . . 175 


on committee to eho the Treaeuree ac- 


count, . - 110, 118, 119, 129 
Shearjashub, . 192 
freeman, . - 205 
Thomas, 195, 201 
freeman, . 174, 177 
Bower, George, freeman, . . 174 
Bowin, Bowine, Obadiah, hoomans WS} 
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Bowin, Richard, : . 201 
Richard, Jun. ee . 179 
Bradford, John, 188, 201 
Joseph, Gece oid tees . 202 
WiGUES 5 Bo . 19% 
freeman, . 173, 202 
Captain, . . 138 
Mie 105, 18 
Mrs., ¢ ares 101, 102, 105, 128, 130 
Branch, John, freeman, oe 178, 207 
Bray, Thomas, freeman, . . 185 
Brayman, Thomas, freeman, . 187 
Breett, . 165 
See Britt. 
Brelles, Robert, . 191 
Brewster, John, . 190) 
Jonathan, 190: 
freeman, . 174: 
Love, 190 
freeman, . 174 
William, - 190) 
freeman, . - 173, 204 
iss foetal : . 204 
Brick, ons - 188 
ede eeter 5 106, 116, 148 


rates, 117, 126, 131, ‘134, 138, 141, 144, 146, 149, 
150, 154, 156, 158—161, 164, 167, 169 


names of freemen ad eaten 185, 202 
Briggs, Brigges, Cornelius, freeman, . » 208 
James, fined, . 135 
freeman, . cet ee 

John, of Taunton, aed 109, 111, 165 
freeman, . - 184, 186 
Jonathan, freeman, . . 187 
Walter, . 100, 190, 199 
freeman, 183, 204 


Britt, Brett, William, . 106, 189, 202 


on committee to take Treasurer’s account, . 110 
freeman, ae Wis) 
Brookes, Gilbert, 196, 199 
Gilbert, freeman, . - 209 
Nathaniel, freeman, . - 205 
William, 196, 199 
freeman, . - 180 
Brough, Edward, . 196 
Brown, Browne, James, . 195, 201 
salary of, : . 146 
John, 189, 195, 201 
freeman, . 173, 182 
John, Jun., - 201 
Peter, re es eae . 210 
Wallan seec) 6 cco era ee eee een Ge 
freeman, . . 181 
Myer eye : 122, 124 
Brussells, James, sac, . 188 
See Bursell. 
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Bryant, Bryan, John, . 127, 192, 198 
John, of Scituate, freeman, 183, 204 
John, of Taunton, freeman, . 186, 205 
John, Sen., of Plymouth, . 128 
John, Jun., freeman, . 204 
Gephe Demis it cl Ss _ 187, "190, 197, 198 

freeman, . Stee : . 202 

Buck, Bucke, Isaac, 191, 199 
freeman, 183, 204 
John, fined, 6 ¢ - 135 

Buckland, William, freeman, oe 128 

Buckley, ‘Edward, ° 195, 196 
freeman, senlaiet 

Buitt, George, = GE 
See Bewitt. 

Bullocke, Richard, freeman, . 7s 
Samuel, freeman, . : 209 

Bumpas, hoe ogre Edward, : 196, 210 
freeman, : . 182 
Edward, Jun. eee . 178 
John, ee . 178 

Bundy, John, ea Si 

Burden, William, . 119, 120 

Burge, Burges, Burgis, J ES foe . 180 
John, freeman, 179, 205, 206 
Joseph, fined, . 96, 121, 147 
Richard, . 192 
Thomas, Se str eo) 

freeman, . 176, 179, 183 
Thomas, Sen., . . 192 
freeman, . oe 205 
Thomas, Jun.,. 97, 98, 192 

Burman, see Boardman. 

Burne, see Bourne. 

Burrowes, Jeremiah, setae . 183 

Bursell, James, . . «+, 2 > . 194 
See Brussells. 

Bursley, John, . 193 
freeman, . 179 

Burstall, John, peLod 

Burt, James, . ~ 144 
Jonas, freeman, oc MKS 
Richard, freeman, 187, 206 

Bushop, John, freeman, . a gy ANG 

Butler, Dorothy, : eo . 103 
badialiere speihe. sacs! Aes e108 
Thomas;, Gis . = = % 97, 192 

freeman,. . . ea 8 2 . 181 

Butterworth, John, fesinas, + 78 

Byrd, Thomas, - alsp2 
freeman, . 183 


ADE, JAMES, freeman, 
Callender, ——, of Swansey, . 


34 


. 185 
7 6h 
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Cape, fishing, profits of, to be demanded in behalf 
. 153 
. 165 
. 182 
. 183 
. 179 


of the country, . 
money from, 
Carew, John, freeman, 
Carman, John, freeman, . 
Carpenter, Joseph, freeman, . 
William, 5 
freeman, . 
William, Sen. oan 
William, Jun, freeman, . 
Carre, John, . 
Carver, Robert, . 
freeman, 
Case, Edward, 
freeman, 


Caseley, Casley, Caney jc po thls 


William, 
freemanyny fe wi) 
Cassell, Thomas, i 
Casswell, Thomas, frectaan, : 
Cauell, Nathaniel, wife of, fined, 
Chachapaquin, an Indian, fined, . 
Chadwell, Richard, 3 
en 
Chaffey, Nathaniel, Beste, 
Chambers, Robert, . 
Thomas, 
freeman, . 


Chandler, Chanddler, Chaundlor, Gascony Chars 
Bila ea ac hs} 


deler, ie a: 

freeman, 

John, freeman, 

Terese: oS a ae 

freeman, . 
~ Samuel, . 
freeman, . > 
See Chaundor. 

Chapman, Ralph, 

freeman, 5 
Charles II., charge of ihe process of : 

commissioners of, . 6 oon 4 
Chase, John, 

William, freeman, 

William, Sen., 

William, Jun., 
Chauncey, Charles, . 

freeman, : 
Chaundor, Nedieniel 

See Chandler. 
Checkett, Josias, freeman, 
Chichester, James, . 
Childs, Richard, freeman, 
Chillingsworth, Whores. uy Shilingsworth) 
Chipman, John, . 

Elder John, freeman, 


177, 


. 201 


196 


. 209 


. 178 


196, 
195, 


117, 
193, 


. 202 


201 


. 182 


199 


- 176 


193 
200 


= 146 
- 195 
. 186 
. 148 
. 110 
. 192 
. 183 
. 209 


191, 


. 196 


198 
. 175 


. 174 
. 204 
. 198 


131, 


. 174 


190 


7 48tl 


178, 
105, 


. 196 


182 
106 


. 112 


185, 


. 143 


186 


« 194 
7 104 


174, 


. 190 


175 


. 190 


. 183 
. 199 
. 208 
. 196 


108, 


200 


. 206 
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Chittenden, Chettenden, ie ye arti . 140 | 
Henry, freeman, . . 180 
Isaac, 191, 198 
on senate c ke the Treasurer’s ac- 
count, . . 127 
freeman ce a+, i) ses . 183 
Israel, freeman, . . + + + . 204 
Thomas, freeman, oop 0 oA 
Church, Nathaniel, . 107, 110, 116 
freeman, .. . - 205 
Richard, . 189 
freeman, . . + A14 
alias Barstow, Sarah, 4 5 ny 
Churchill, Churchell, meres, freeman, . . 208 
John, 5 oe 189, 197 
freeman, . . 203 
Mary, 2 - 187 
William, freaman, . 203 
Cilton, Thomas, freeman, . fa ker 
Clapp, Samuel, freeman, . : 180, 204 
Thomas, freeman, . . 175, 183, 198, 204 
Clarke, Edmund, . . .... » . 192 
George, . 5 ihy 
Henry, . 126, 128 
James, . 127, 197 
freeman, . 0 Fd a 5 vAtPs 
Thomas, 189, 197, 202 
freeman, . = Lid 
Thurston, Jun., LS i 
William, .99, 121, 165, 166, 168, "190, 197, 198 
on committee to ke the Treasurer’s ac- 
count, . So kal 
freeman, . 185, 202, 203 
Mea ree era 16% 
Clary, John, freeman, . . 185 
Clay, Thomas : . 191 
Oleghorne, James, peau, 5 . 179 
Clemes, Ralph, . : . 190 
Clough, Richard, freeman, . 174 
Cloy, John, freeman, . - 186 
Cobb, Edward, freeman, . - 186 
Henry, . 193, 200 
freeman, . 175, 177 
James, freeman, . 6 5 5 A AU! 
John, of Taunton, 126, 128, 130 
freeman, . 186, 187, 205 
Cochman, James, eecnien, . 183 
See Cushman. 
Coggen, Henry, . 193 
freeman, ‘ . 183 
Coggin, Thomas, . 195 
Cohannett, freemen of, 176, 186 
See Taunton, 
Cole, Daniel, . 137, 194, 202 
on committee to take the Treasurer’s account, 124, 
127 
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Commissioners of the United Ge 


Copall, [or Coxall,] Joshua, . 


of Charles II., £100 to be raised to pay for 


Cole, Daniel, freeman, : 176, 208 
Daniel, Jun., . . 189, 141, 148, 145 
Henry, . . 192 
Hugh, . 188 

freeman, . . 181 
James, fined, . 101, 127, 128 
freeman,. . .- 174, 202 
James, Sen., 100, 104, 114, ‘116, 121, 135, 188, 
197 

James, Jun., 113, 114, 188 
freeman, . . 181 
Jones 137, 194, 202 
freeman, . 175, 176, 208 
John, freeman, =») 184 
Mery mackie 28 =) oe cme 127, 128 

Collimore, Collymore, Collymer, Peter, . ton 
freeman, . 183, 204 

Colman, Coleman, Colman, Riana . 139 
Joseph, . : - 191 

freeman, . . 182 
Joseph, Sen., . . 199 
Goodwife, . . : . 95, 99 

Collyer, Collyare, Wiliam, : - 198 
freeman, : 173, 174 
Mr., suhanrs - 101 

Colston, 7 earn: fined, . 143 

Combe, Francis, Pe al 
John, freeman, 173, 174 


138, 159, 165 


entertainment of, . 112 
Cooke, Caleb, - 165 
freeman, . . . 203 
Francis, . 187, 197 
freeman, . 178, 203 
Jacob, 187, 197 
freeman). . . . + = . 203 
ROE So) a RB - 132 
John, Sen., . 188 
John, Jun., 187, 197 
freeman, . . 174 
Josiah, | 105, 108, 188, 201 
on committee to take ieee account, 93, 
116 

freeman, . 174, 177, 208 
Roger, . . 196 
Thomas, . 195 
Thomas, Jun.,. Beep ce a uke, 
Cooper, John, fined, 119, 193, 200 
freeman, : 175, 177 
Richard, fees . 203 
Thomas, . 201 
freeman, . 0 . 209 
Thomas, Sen. Cees Sane . 178 
Thomas, Jun., freeman,. . . 187, 209 


. 104 


INDEX 


See Cochman. 
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Copeland, John, a Quaker, 95 
Corke, Thomas, freeman, . 186 
Cornet, allowance to, . é ve 121 
Cottle, Edward, and wife, fined, ae 148 
Cotton, John, a 5 202 
Couell, Fara, yoo © S86 og ahh! 
Nathaniel, fined Seen pie Sire each ewe 122 
Country, the, see Plymouth Colony. 
Cowin, John,. . . = 7a eae 155 
fecmeni aah let te ists e 180 
Coxall, see Copall. 
Crackstone, John, heirs of, . . . . 210 
Crips, George, . . . oo 8 . 187 
Crispe, George, SANA 184 
Crocker, Croker, ey ce 161 
Francis, . 194, 207 
freeman, . ~ = 18 
Job, freeman, . Se ee Ah 
John, 193, 200 
HFECMAN een waey 0s) <))e 7s 182 
Joseph, freeman, . 207 
Josiah, freeman, . . - 207 
AWeUT Ete Sy 5 6 8} 
freeman, . : - 182, 206 
Crosman, Crossman, fchn, eoman, : . . 206 
Robert, fined,. . . . 6 . 144 
Roel ive el SY Veta re . 187 
, of Taunton, owen eral OO) 
Crow, Crowe, John, 115, 194, 200 
freeman, . 176, 185 
Thomas, freeman, . 186 
William, es.) 
Yelverton, . 194, 200 
freeman, . . 185 
Crowell, Edward, fined, ome . 126 
Cudworth, Israel freeman. Sa eee ° . 180 
James, . : 191, 193, 198 
freeman, Duet fe Mest’ 175, 177 
Mie MU mide ig aS AEA gee 85, 09 
Curtis, Curtice, Francis, . 139—141, 143, 145 
Richard, 191, 199 
freeman, . . + 204 
William, 191, 199 
freeman, . . 180 
Cushen, John, freeman, es SOF: 
; on committee to take the ‘ee s account, 161 
Cushenah, c . 107 
Cushman, Eleazer, esas ; . 203 
Elkanan, freeman, . 2038 
James, . . a hee! vs ig 
Thomas, God . 112 
freeman, . “174, 188, 202 
Thomas, Jun., 114, 116 
freeman, . oth Tse . 202 
the elder, . . »... = « . 197 
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Cutbert, Samuel, freeman, en ce ae Oder sS 
C—,, Richard, of Barnstable, freeman, 1657, . 179 
ANFORTH, SAMUEL, freeman, . . 206 
Dammon, Dammen, John, . . 191 
freeman, . 183 
Dartmouth, oa. . 187 
rates, 118, 123, 126, 131, 134, 138, 142, 144, 156, 
158, 160, 162, 164, 161, 169 


Darison, George, 143, 145, 147 
Davis, Dolor, freeman, 177, 182 
and sons, . 193 
John, . 194 
freeman, . 5 Ye) 
Nicholas, . 194 
freeman, . Wee ae 179 
Robert... 2. Heo ont, bia . 194 
Dean, Deane, Ezra, oaman - . 206 
John, 195, 199 
freeman, 176, 206 
Joseph, freeman, . . 206 
Thomas, freeman, . 205 
Walter, . 195, 199 
freeman, . 5 176, 205 
Delano, Delanoy, Delano, Dillane, John, freeman, 204 
Philip, . : 189, 198, 210 
freeman, . - 175 
Samuel, freeman, . 204 
Thomas, . 124 
freeman, @ 2. = . 204 

and! wifey. 3). os. . 122 

Dennis, Robert, . aa . 194 
freeman, . 185 
William, beers. . 181 

Derbey, John, . . . » ~ . 194 

Dexter, Philip, . . 167 
Thomas, Sen., . . 200 

freeman, . - 179 
William, . 200 
freeman, . O08 179, 207 

Dideutt, John, freeman, . . 184 

Dillano, see Delano. 

Dillingham, Dillinghame, Edward, . 192 
freeman, & fa <a . 183 
Henry, . 96, 98, 192 

freeman, . 180, 205 
wife of, . 103 
John, freeman, . 186 


Dimmack, Dimmock, Dimacke Dimake, Shuball, 


Rescu, ; . 186 

Thomas, 193, 200 
freeman, . : . 176 
Dingley, Jacob, freeman, . 16 alii Deere wig ee Us 
John, . 121, 198, 195, 196, 201 
freeman, . 177, 184, 207 
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Doggett, Doghed, Doghead, pee Lie of Re- 
hoboth, ‘ 
freeman, : 
Samuel, freeman, . 
Thomas, freeman, é 
Doan, Done, Daniel, freeman, . 
Ephraim, 
freeman, . 
John, 
freeman, . = 
John, Jun., freeman, 
Doten, John, freeman, 
Dotey, Edward, 
freeman, : 
Edward, Sen. J, 6 0 
Dotterich, Philip, . . ...- « 
Doughty, Pipa elas James, 
freeman, c 
Draton, Henry, . 
Dunham, Dunhame, ey Bocas, , 
iin no fo © 6 bp oo 
freeman, . 
John, Sen.,. 
John, Jun.,. 
freeman, . 
Joseph, . 
freeman, . 
Jonathan, . 
Samuel, 
freeman, . 
Samuel, Jun., . 
Thomas, 
fined, . . 
Durand, John, fresnel 
Duxbury,. . . 100, 145, 
rates, 117, 123, 126, ‘131, 134, 138, 141, 144, 
149, 150, 153, 155, 156, 158161, 164, 
169. 
names of freemen and others of, 174, 181, 
189, 198, 
- 118, 122, 126, 


179, 


"104, 107, 110, 
184, 
188, 


174, 
148, 
181, 


Dwelly, Dwelley, Richard, 
his bond forfeited, 


. 178, 177, 184, 
. 208 

. 208 

187, 
iia 

. 203 

. 127 

. 98, 122, 
178 

. 196 

. 203 

. 188 
174, 
. 197 

. 197 


. 108 


207 
. 208 
. 178 
. 208 
129 
209 
201 
208 


197 


124 


202 


207 
197 
202 


. 197 
188, 
. 202 
. 142 
£186 
. 158 


197 


. 180 
165 
146, 
167, 


182, 
203 
128 
. 126 


- 201 


. 208 
. 201 


143 


133 


AMES, ANTHONY, 
David, freeman, 
Mark, 
on Conuaitios % take ihe “Weseenrer S ac- 
count, . 110, 132, 133, 140 
Earle, Ralph, 109, 111, 113, 116, 120, 124, 126—128, 
130, 
Eastham, . 104, 


rates, 118, 123, 126, 131, 134, 138, 142, 
146, 149, 150, 154, 156—160, 162, 164, 
169. 

names of freemen and others, 


184, 201, 


106 
144, 
167, 


204 
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Eaton, Benjamin, 
freeman, 
Francis, . 
Samuel, . 
Eddenden, Edmund, 
freeman, 
Eddy, Eedy, Baaitels 
freeman, A 
Edge, William, . . 
freeman, 

See Hedge. 
Edson, Samuel, freeman, . 
Edwards, Edward, . 
Eldred, Robert, . 

freeman, : 

William, freeman, 
Ellis, Ellice, John, . 

Manoah, 

Mary, 

Lieutenant, 
Elmes, Rodulphus, . 

freeman, . 

Else, Roger, . - 

Emerson, John, Geonae 
Thomas, : 
Ensign, freeman, . 

Evans, Evance, William, . 
freeman, a 6 

Ewell, Ewill, Henry, . 
freeman, 

Ewen, John, 

Ewer, Ure, Thomas, 


ALLAND, THOMAS, . 
freeman, . 
Fallowell, Gabriel, . 
freeman, 
William, 
freeman, . 
Goodman, . 
Farewell, Thomas, . 
Farneseed, John, 
Faunce, John, 
freeman, 5 
Thomas, freeman, 
Feake, Henry 
freeman, 
Finney, John, 
freeman, : 
John, Jun. Ror 
Robert, . . 
Fish, Ret of Sinden 
fom ye cc 5 %6 
freeman, . 


Jonathan, 


115, 187 
. 181 
. 210 
. 187 
. 191) | 

175, 182 

188, 197 
174 
. 194 
. 184 


. 185 
. 188 

| 122, 124, 128, 187 
. 185 

. 186 

. 99, 102, 192 
. 154 

. 154 

. 145 

103, 199 

183, 204 

. 194 

. 183 

. 190 

. 183 

. 195 

18% 

193, 198 

182, 204 

ortegg aise 
93, 96—98 


194, 200 
176, 185 
188, 197 
174, 181 

. 189 

. 181 

. 121 

. 195 

. 190 

. 189 

. 174 

. 203 

. 192 
176, 184 
188, 200 
174, 181 
. 207 
138, 189, 197 
. 165 

. 192 
179, 184 
. 192 


INDEX TO THE TREASURY ACCOUNTS, ETO. 


Fish, Jonathan, eon . 184 
Nathaniel, . 192 
oe ‘ RY 
Fitzrandle, Fitsrandall, Raward, 193, 200 
freeman, cmt iaake ake 175, 177 
Nathaniel, . : 108, 129, 151 
Flecnam, Gregory, freeman, . 178 
Flaune, Thomas, : . 194 
Flawne, Thomas, freeman, - 185 
Ford, Foard, Michael, aia . 207 
William, c <J) Son ees LOD) 
William, Sen., - 107, 110, 118, 201 
William, Jun., eaOd 
freeman, . 178, 207 
Ford’s farm, . 163, 164, 168 
rates, 160, 162, 164, 167, 169 
Foster, Edward, a= eM 
freeman, : . 175 
John, freeman, . 207 
John, Jun., freeman, . 208 
Foxwell, John, . = tes) 
Richard, 56 hEB} 
freeman, . 179, 183 
Francis, Indian sachem, 123, 124, 128 
Freeman, Edward, Jun.,. . . . 5 ot cy oe yy 
Edmund, freeman, 175, 205, 209 


Edmund, Sen., 193, 199 
Edmund, Jun., . 192 
freeman, . . 180 
James, . 5, G6 . 106 
Te error 192, 202 
eet . 208 

on committee to Oke the iyescuee ss ac- 
count, . 140, 141 
Samuel, . - 202 
PreCMAN nos. ace eo ee . 208 
Captain, 145, 161 
Lieutenant, Rac 108, 111, 122 

on committee to take the Treasurer’s ac- 
count, . . 110 
Med Sut. 128, 184 
Freemen, od Shes jiatas of the names of, 173— 
210 
Freewen’s lands, 154, 161, 166 


at Taunton River, rates, 156, 158, 160, 162, 164 


Freetown rates, . . 167 

_ French, Richard, ay a ites) 
Fuller, Jonathan, freeman, . . 209 
Matthew, 187, 200 
Robert, freeman, . é . 178 
Samuel, . 122, 188, 191, 197, 200, 210 
freeman, . 175, 202 
Samuel, of Barastable, . 122 

Dr, . pee ee 121, 125 

iti oe Oy) 10) 0. . 120 
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AGE, THOMAS, freeman, . . 186 
Gallop, John, . ; . 195 

Gannett, Ganett, Matthew, . 153, 199 
freeman, 5a 180, 204 
Richard, . 191 
Thomas, 5-0 p . 190 

SS ee eee” Cary 

Gardiner, Samuel, freeman,. . . . . 2038 

Garrat; Mirss 5) catiecs) ices tecee ce . 192 

UDINE IRIS Sg a oo 4 8G 103, 192 
aC “Gg a & tod « . 184 

Gibbs, John, freeman,. . . . . 184 
Thomas, c . 192 

WEN oo Oo OG 9 Ae) 

Gifford, William, 93, 96—98, 103 

Gilbert, Giles, 5 abl 
Becta 187, 206 
John, Sen. Sicenans 5 . 176 
John, a ooo o oc - 195 
Joseph, freeman,. . ... . 3 Lisi 
WW Ge Go Gg 6 oO . 195 

SUNS —G & 6 G a 4 Oo 186, 206 
PLOUNE nome oop . 100 

Gilson, William, Gerad, 5 2 . 175 

Gerd 5 5 of 6 o o 8 Oo . 195 
See Gungill. 

Glass, Glasse, James, . . 189 
Roger, freeman, . 181, 204 
ae a CRO . 192 

Godfrey, Hraneis)) S-ie) ene . 189 
freeman, : . 185 

Goodspeed, Roger, i 193, 200 
freeman, . 206 

Goole, Francis, . - 190 

Gorame, Gorum, Cares 7 ree ae . 207 
John, 188, 196, 200 

Goulder, Francis, 188, 197 
freeman, a8 

Governor, the, 94, 100, 101, 102, 108, 118, 137, 164, 

165, 168 


and magistrates, salaries of, 128, 130, 134, 137, 
155, 159, 165—167 


Grause, William, . 194 
Gray, Edward, . 125 
freeman, 4 . 181 
John, . ‘132, 133, 135, 194 
Joseph, . eed 
Thomas, oo lisse 
William, 161, 165 
Green, Greene, Henry, 109, 111 
Walety, 4 6 Hie tats . 192 
heh G & moO Goo Go o ot) 
Jseph, . A 6. 6 co. 0 UH) 
Greenfeild, Thomas, d 93, 95, 192 
Griffin, William, .... - . 132 
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Griffin, William, and wife, . 109 
Griffith, William, . 1657 
Groome, Grome, John, . 188 
freeman, . . vite 7 181 
Gungill, John, eacan . 186 
See Gingell. 
ACKETT, JABEZ, freeman, cs tlsyt 
Hadaway, Hladdavey eas oG 
Johnie . 125 
See Halawnye 
Haden, — - 190 


Hailstone, Hailstonee William, ‘91, 100, 176, 195, 199 


——,, fine remitted, . oe ee 
Hall, Fidward, > 190 
freeman, Cy Ome Oe FO iu cle: 178, 182 
Georges mea, 0 an hemes ee 195, 199 
freeman, . L7G, 
John, . 193 
freeman, . . 187 
Joseph, freeman, . er tee) 206 
Nathaniel, 144, 166, 168 
Samuel, as, 186, 206 
Samuel, Sen., of Taunton, ieomant . 206 
Sescl Re, of Yarmouth, freeman, . - 206 
William, freeman, . 205 


Hallett, Hallott, Hollet, Hollett, Hellot, Hellott, 


Andrew, ieaunn. : 184, 185 

Andrew, Sen., . . 194 
Andrew, Jun.,. . 194 
John, 190, 199 
freeman, . ~ « 183 
Joseph, . 119, 120, ‘124, 127, 129 
Josias, . 107 
freeman, . 5 
Samuel, . : « » 194 
Halloway, Hallowey, Hicliwer JI oe : 126, 128 


Timothy, 107—109, 111, 118, 116, 195 
freeman, . = 1ST 
William, 195, 196 
freeman, . Bos ee oullhs 
Hamblin, Hamblen, Hamble, Pees ae 
IN 5 : es . 207 
James, . 193, 200 
freeman, . 177, 207 
James, Sen. nieematt : . 206 
James, Jun., freeman, - 207 
John, fect . 207 
Hammon, John, 7 190 
Hamond, Benjamin, . 194 
Robert, freeman, . - 183 
Hanbury, Peter, . 192 
William, . 187 
freeman,. . . 174 
Hanford, Thomas, . 5 
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Hanmore, ree 151, 15: 
John, . 199 
Harding, Jokes . 19¢ 
Joseph, . . 136 
freeman, . 184, 208 
Martha, . . 158 
Harlow, Samuel, eae . 208 
William, 100, 19% 
freeman, . 2 184, 208 
William, Jun., feats . 208 
Harmon, Harman, John, . . 18% 
freeman, ; . 183 
Harper, Harpper, Robey ; 93, 96—99, 102, 102 
and wife, . 108 
Thomas, Peo ci 
Harris, Arthur, . "121, 130, 190, 202 
Isai; a) Nel we - 15% 
Harrison, Arthur, freemals - 182 
Hart, Nicholas, . 196 
Histonp. William, . 18¢ 
Hartub, William, 196 
Harvey, Thomas, : 198 
Thomas, Sen. secu . 20€ 
Thomas, Jun., freeman, . 206 
William, ‘121, 130, 145, 19 
freeman, . 186, 208 


on committee to ishe Proantree's account, 127 


Hatch, Jeremiah, 155, 199 
ona 180, 204 
John, . . 192 
Jonathan, 131, 133, 136 

freeman, . . 178 
SEhOmas, eee) t ats . 198 
RA Ae De 180, 183 
SWaltetyya 7. 2). Yon omits 191, 199 
freeman, . 180, 204 
William, . 198 
freeman, . i 175, 204 
William, Jun. Seccuta . 182 


Hathaway, Hfuiliowey, Ne Hathwey, Ar- 


thur, . . 19% 
freeman, . 181 
John, 108, 110, 113, 128, 130 

freeman, . ; 179, 187, 208 
John, Jun., freeman, . 206 
See Hadaway. 

Hatherley, Timothy, Sie nGey che so ih! | 
BIH OG. Gs Oe os 173,08 
Mr,, . g : . 21 

Haward, George, aoe oy ae 
Tein, freeman) wer et 181, 18% 
TROD erties meat are seats . 19 
Thomas, freeman, . 18% 
Thomas, Sen., . . 205 
Thomas, Jun., . 20% 


See Heyward. 
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Hawes, Edmund, 


on committee to take the Mreapurkt’s ac- 


count, . 
freeman, 
John, freeman, 


. 200 


. 98, 141 
176, 182, 206 
. 206 


Mr., on committee to ee the Treasirees: 'S ac- 


count, . : 
Hawkes, Endowsck freeman, 
Hayle, William, 


Gicdge, Abraham, 109, 111, 113, 133, 136, 139, 140, 161 
; . 107, 112, 132, 162 


Elisha, . 
William, 
See Edge. 
Heeks, Robert, freeman, . 
See Hicks. 
Hewes, John, 
freeman, 
Hewett, Humphry, feeman, 
John, freeman, 
Heyward, John, 
Thomas, freeman, 
Thomas, Sen., . 
Thomas, Jun., . 
See Haward. 
Hick, Thomas, freeman, . 
licks, Hickes, Daniel, eal 
Ephraim, 
Lydia, 
Samuel, . 
freeman, . 
See Heekes. 
Higgens, Higens, ee freeman, 
Jonathan, : A Se 
freeman, . 
Richard, 
freeman, . _._ aR 
Higgenson, Richard, ee : 
Hiland, Thomas, freeman, 
See Hyland. 
Hill, Thomas, freeman, 
Ralph, freeman, . 
Hillier, William, 
alias Tilly, Hugh, 
alias Tillie, Hugh, freeman, 
Hills, Hercules, freeman, . : 
Hinckley, Hinckly, J a freeman, 
Samuel, . 
freeman, . 
Thomas, 
freeman, . mae 
Thomas, Jun., freeman, . 
Mr., . 
allowance to, 
Hincksman, Edmund, freeman, 
William, of Marshfield, 
Hoar, Hoare, Hore, Hezekiah, . 


110, 113 
. 180 
. 196 


132, 133 
. 173 


191, 198 
175, 183 
. 181 
. 207 
188, 190 
175, 182 
. 190 
. 190 


. 183 
. 180 
. 188 
. 103 
188, 197 
174, 177 


. 181 
. 153 
184, 208 
189, 201 
tik 
77 

. 180 


. 174 

nie 

. 189 

. 194 

. 185 

. 183 

. 207 

193, 200 

175, 177, 207 
193, 200 

177, 183, 206 
. 207 

128, 145, 154 
isa 

2178 

. 133 

. 195 
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Hoar, Hezekiah, freeman, . 186 
John, : , 190 
freeman, . wee 18S 
Richard, 194, 200 
een : : 176, 185 
Hodges, Hodgis, ep eeman,. . 206 
Nicholas, 100, 187 
freeman, . . 181 
William, ‘ . 195 
Hodgkine, Hoskins, Hosking Deas 109 
William, : 4 109, 188, 197 
freeman, . . 174 
wife of, gta 
Holbrooke, John, 152, 153 
Holly, Hollye, agit . 192 
freeman, ; & 2 4 . 184 
Holman, Edward, . ... . 100, 188, 210 
Holmes, Abraham, freeman, . 208 
Isaac, freeman, 3 . 208 
Israel, freeman, . 208 
Flak os Reohs 100, 188 
ENR 4 6 G G 9 174, 181 
Josiah, 142, 143, 145 
freeman, . ; 204, 208 
Nathaniel, freeman, . . 203 
William, 190, 201 
freeman, . : . 174 
William, Sen. oe . 182 
, fined, . 136 
Hopkins, eae Caleb, 165, 188 
Gilesiiveeman,) G2) yap gan ies i . 185 
Stephen, freeman, ope 173, 208 
Howe, Thomas, . : . 194 
Howell, Thomas, : . 196 
Howes, House, Jeremiah, gecramn . 206 
Jeremiah, Jun. el : . 206 
Joseph, . . 200 
freeman, . . 206 
Samuel, . . 198 
freeman, . . 175 
Thomas, 106, 200 
freeman, . 176, 185, 186 

on committee to take the eee ac- 
count, . . 140, 145 
Howland, Arthur, . 100, 196 
and wife, . 95, 99 
Arthur, Jun., . "119, 120, 124, 127 
freeman, . . 207 
Henry, . "98, 103, 104, 189, 198 
freeman, . . 114 
wife of, 5 9 
Jabez, 119, 120 
John, . 94, 197, 200 
freeman, . 178, 207 
John, Sen.,. . 187 
John, Jun., . 187 
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Howland, John, Jun., ear . 178 
Joseph, . : . 121 
freeman, . . . 202 

on committee to fake ihe Tyesenrers ac- 
count, . . 149 
Samuel, . "101, 110, 113 
Zoeth, freeman, . 181 
and wife, . 95, 99 
Hubburt, Israel, freeman, . 205 


Huckens, Thomas, on committee G tale the irene 
urer’s account, . . 127—129, 132, 133, 136 
Huckings, Thomas, . 130, 1383, 193, 200 


Hughes, Thomas, . 131 
Hull, Joseph, date - 176 
Tristram, 104, 194, 200 
Hunt, Edmund, . . 189 
freeman, - . 182 
Enoch, freeman, . . 209 
John, freeman, . ...- + « » - 209 
Peter, - 201 
freeman, . - 209 
Samuel, freeman, . . 204 

Lieutenant, on committee iB hake ie ‘ees 
urer’s account, . - 124 
Hunter, Rebekah, . . 154 
William, Bo A Gedlaes 
Hurst, James; © 1 2 - - « « « « @ 188,197 
freeman, . mE so 4 . 174 
William, Gecmae) of o 3 . 184 
Hussey, Robert, 6 ug Hh on ¢ . 190 
Hyland) Thomas). 3 0s i «© = oe « 2 198 
en SA Oo ho o Oo 8 8 . 182 

See Hiland. 

RADIUS TOUS, Go Gio 8 oe, 0 HKE 
Indian Will, - 133 
Indian marshal, . 5 bomen HLT 
Indian squaw, witnesses and shanpes abouts 165, 166 
Indians, - 111, 113, 124, 134 
Ingham, Thomas, 109, 111, 113 
freeman, sete, te. Misi ell sired trometer SU 
Trish, John, . PGE Ye ease ae ee SO) 
Tyde, Iyd, Nicholas, . . . . . ~ 100, 121, 201 
freeman, - . 209 
Nicholas, Sen. ieee - 209 
ACKSON, ABRAHAM, . 115, 116, 120, 197 
freeman, . Soyer orem Ss 202 
Samuel, . ‘121, 124, 128, 130, 193, 198 
freeman, . A 5 177, 183 
Jacobbs, Captain, - 166 
James, an Indian, . . 122 


James II., King of England, kay proclanstien of 165, 
166, 168 


INDEX TO THE TREASURY ACCOUNTS, ETC. 


Jenkins, easels Jenkin, Jenkine, Jenckens, Ed- 


ward, . 98, 112, 192, 198 
freeman, 175, 183, 204 — 
daughter of, : 132, 133 
John, | 93, 96, ‘91, 103, 187, 189, 200 

freeman, . 174, 177, 206 
Thomas, 152, 153 
freeman, . 204, 205 
Jenney, John, freeman, . 173 
John, Sen.) 1) eel oe! . 188 
John, Jun., . 188 
Suns a po 6 o ¢ 148, 188 
Johnson, pan cua 140, 199 
John, . 192 
Thomas, : 99, 102, 105, 192 
Jones, Joanes, Mary, . . 182 
Ralph, . 187 
freeman, . 5 . 179 
Robert, freeman,. « a ilrks: 
Teague, . ‘103, 105, 148, 157 
Thomas, . 103, 139, 140, 141 
freeman, . . 187 
Jordaine, Jordane, edae Here Gecnton . 203 
John, . 188 
freeman, . 181, 208 

Joyce, John, . 193, 194 
AAC ed Geo Sao oo . 184 
AMGEN 5 6 be 6 6 6 Do . 118 
ANUDAH, ALEXANDER, . 139 
Kemp, Kempe, William, freeman, . 175, 182 
Kempton, Kemton, eat Sen., . 198 
freeman, . 183 
Ephraim, Jun., + LOX 
freeman, . . 183 
Manasseh, . 189, 197 
freeman, . + 193 
Kennebeck, a f 93, 98 
Kenricke, Ranke Keren Kava! George, 192, 
209 

freeman, coreg te 175, 178, 209 
Thomas, freeman, . . . . 2 . 209 
Kerby, Kerbey, John, . - 188 
Richard, . 192 
freeman). ei nies . 184 
Richard, Sen., . < ge LOS 
Richard, Jun, «=. - 93, 95—98, 103 
King, Kinge, Clement, freeman, . 208 
Philip, freeman, . 206 
Samuel, . . 187 
Thomas, 191, 198 
freeman, . c 183, 204 
Thomas, Jun. cm 180, 204 
Kinsman, Wye . 132 


Knapp, Aaron, . . 195 
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Knapp, Aaron, freeman, . 

Knott, George, . 
freeman, 

Knowles, John, . 
Richard, 

Knowlman, John, . 


107, 110, 


AKE, RICHARD, freeman, . 
Lapham, Thomas, _ . 

Latham, Lathame, Robert, 
freeman, eae 
William, 

Laud, Edward, 

Launder, Thomas, . 
freeman, 
William, 

Laurance, Robert, . 
William, 


152, 


? 
Lawrance, an indies ined 


Laws, book of, money to he peiked to pay for nee 
ing, 1671, 
expense of patneag, ; 

Lee, Robert, . 
freeman, 

Leich, Giles, Sen., es of 

Leichfeild, Bipperienee, freeman, 

See Lichfeild. 

Lennett, James, freeman, 
See Linnett. 

Leonard, Lenard, Lenner, Leanard, Benjamin, 
James, Jun., freeman, At 
Philip, freeman, . 
Rise, freeman, . 
Solomon, —-. + 
Thomas, on committee to take the Suomen 8 


187, 


ot om 


. 186 
. 193 
. 184 


113 


. 188 
. 140 


account, . 155 

freeman, . : - + 205 
Lettice, Lettis, Thomas, . 188, 197 
Leverich, William, . 193 
freeman, 175 
Lewis, Lewes, Bdward, on os aePT Oe 
George, . 188, 193 
freeman, . 175, 177, 207 
George, Sen., . 200 
George, Jun., . 200 
James, . 200 
TRESS 6g) Aeon Oh 1 OO 179 

John, 191 
freeman, . ; Bei, 
Samuel, freeman,. . . + + + 207 
Hih@masyaueaeey (ue) lo =) - . 200 
freeman, . 179, 207 
Leyhorne, Rowland, fener i 


Lichfeild, Laurence, a 
35 


Lichfeild see Leichfeild. 


Lillye, . 196 
Lincon, finkelee Teor Fikome Bence 3. titi 
Thome 112, 199 
freeman, . as 186, 205 
Lindell, Lyndall, James, . 189 
freeman, ia . 182 
Linnell, Robert, Beeraas Be poo . 183 
Linnett, Tihaith Linitt, David, . . 193 
freeman, 179, 207 
Hannah, 1357 
Robert, . 193, 200 
freeman, . . 176 
See Lennett. 

Lists of names of freemen and others, . 187—210 
Little, Litle, Ephraim, . 207 
Isaac, on committee to take the Myepaurer’s 

account, . 167 
freeman, . . 207 
Samuel, freeman, . . 208 
Thomas, . 114, 116, 189 


Little Compton rates, . 160, 162, 164, 167, 169 
Lothrop, Lothrope, Lothorp, Lathrope, Laythorp, 

Laythorpe, Lothropp, Barnabas, . . 165 

on committee to take the Treasurer’s account, 143, 

ied 149, mle 161, 163, 167 


freeman, . 206 
Barnabas, Jun. Pieenaa 2. : . 207 
Benjamin, . . 194 
John, . 193 

freeman, . eas . 175 
Aye 9 9 5 g me 121, 193, 200 


on committee to tre the Treazerer's ac- 


count, . 119, 145, 167 

freeman, . . 206 

Mark, freeman, . 185 
Melatiah, freeman, . 207 
Samuel, . : 193 
Thomas, 193, 200 
freeman, . . 207 
Lieutenant, . . 133 

on committee to ae Tees account, 124 

Mr. freeman, . . « = . 176 
Low, Loe, Anthony, 5 
John, = 137 
fined, . | 121, 129, 136, 137 
Lucas, Lukas, Benoni, freeman, . 203 
Samuel, freeman, tiers sete mew (7 208: 
Thomas, . 97, 103, 104, 114, 116, 131 
Lumbard, Lumbert, Barnard, 193, 200 
freeman, 175, 177, 206 
Benjamin, . 127, 128 
freeman, . . 207 

Caleb, . 127 
freeman, . . 178 

Jabez, 138, 140 
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Lumbard, Jedidiah, 125, 127, 128 


Joseph, freeman, . . 179 
Joshua, freeman, . . 207 
Thomas, . : . 193 
Thomas, Sen. Deters bo 6 A.C 6 ge 
Thomas, pave freeman, 4 2 179 
Lumpkin, Reniphine, Lumpken, William, 119, 120, 
194 

freeman, . 185 
Luse, Harke, > ies 
ACALL, JAMES, freeman, . 208 
Macey, Macye, ee George, . 195, 199 
freeman, é 186, 205 
Magistrates, salary of 118, "128, 130, 134, 137, 155, 
159 


Magistrates’ table, money raised to defray the ex- 
pense of the, 118, 128, 130, 134, 137, 159, 
166, 167. 
Major, the, 
allowance to, . 
salary of, ‘ 
Makepeacé, William, . 


. 133 
121, 137 

. 128, 180, 134, 137 

138, 139, 141, 143, 145, 147 


Maker, James, . . 126, 127 
Males, able to bear ag names of, c 187-210 
Mann, Richard, freeman, . . 183 
Mannamoyett, Mannamoie, 1 Mkcamoy, 154, 161 


rates, . 156, 158, 160, 162, 164, 167, 169 
Mantah, John, freeman, . . 184 
Marchant, Abishai, . 132 

and wife, . . . 139 
Marshal, the, 94 

allowance to, . . . . 94 

See Under Marshal. 
Marshfield, . 145 


rates, 118, 123, 126, ‘181, 134, 138, 142, 14, 146, 
149, 150, 154, 156, 158160, 162, 164, 167, 


169. 
names of freemen and others, 177, 178, 195, 196, 
201, 204 
Martin, Abraham, freeman, . a, hates 
Mason, Henry, . . 192 
Noah, freeman, : Jog PANS 
Mathews, Mathewe, Mathewe cae : 194, 200 
freeman, 176, 185, 206 
John, 125, 143 
freeman, . . 178 
Marmaduke, . . 194 
freeman, . 176, 185 
Samuel, . ane . 185 
Maycomber, Mayeamber, John & ¢ - 195 
freeman, ae ~ 18% 
AWAUENT ote Gach oy tO 142, 189 
freeman) ty maces ae eee . 178 
Maynard, John, . - 190 


INDEX TO THE TREASURY ACCOUNTS, 


ETC. 


Mayne, Ezekiel, . a oe 


Mayo, James, . 158 
John, . 198 
freeman, 176, 184, 208 
Nathaniel, . 194, 202 

freeman, . . 184 
Samuel, . . 198 

Mendame, Robert, Rec . 182 

Merrick, Merricke, Merick, wastes, fasdart . 182 
William, : 190, 202 

freeman, . 182, 208 

Merrite, Henry, . . 191 
John, > 1g 

Middleborough, . : . 154) 
rates, 135, 138, 142, “144, 156, 158, 160, 162, 164, 

167, 169 

Miller, John, 130, 200) 

on committee to ibs the Treashrer’ 's account, 147,, 

163: 
of Yarmouth, freeman, . 185, 186, 206 
of Rehoboth, freeman, . : . 178 
John, Sen., of Rehoboth, recuse : . 178 
John, Jun., of Rehoboth, freeman, . . 178 


Mitchell, Michell, Michelle, Mihell, Experience, 96, 97, 
189, 198, 210 


freeman, 174, 203 
Richard, 132, 157 

and wife, . 5 . 109 

Mr., preacher of God's mond _ Scituate, = = Loe, 
paid for election sermon, - 165 
Mockenney, Daniel, . 96 
Mokene, Daniel, freeman, . 186 
Monchassucke, an Indian, fined, « 122 
Moore, George, . 2 - 19% 
Morey, Jonathan, frecmaten 5 - 203 
Morton, Ephraim, . 189, 197 


on committee to take the Treasurer’s account, 133, 
140, 155, 161, 163 


freeman, , Wa Be 30 . 202 
George; freeman); c)e. ae ae . 202 
John, 106, 189, 197 
freeman, . Sear orl =: 
Nathaniel, . 189, 197, 202 
freeman, . ” 174, 202 
Robert, freeman, . te 
Thomas, 189, 197 
freeman, . . 202 


Lieutenant, on Sites tts ‘eee the ‘Treas 
urer’s account, 124, 132, 136 


Moses, John, freeman, ...... =. =. . 181 
Moses, an Indian, fined, . 122 
Mote, Nathaniel, - 190 
Mount Hope, - 165 
Mullens, William, . Saenubionet 
Myles, Mr., . : 122, 124, 128 
Mynor, John, fone . 182 


INDEX TO THE TREASURY ACCOUNTS, ETO. 


AMES OF FREEMEN and others, 187—210 | Okillia, David, freeman, . 


Nanquaquatt, Nunnaquaqutt, 
Nannaquaquett, Nanaquakett, Nunnaquaqutt, Nun- 
naquagett, Nannaquaquat, Nunnaquaquat, 
Nonaquackett, Nannquaquat, Nunnaqua- 


2, 163 


quatt, Nonoquoquitt, Anaquakett, Neck, 155, 


161, 163, 166, 168. 


rates, . . . 156, 158, 160, 162, 164, 


Nash, Samuel, 
freeman, 
Lieutenant, 
Marshal, 
Nauset, et sachem of, fiued, 
Nawsett, names of freemen of, . 
Negus, Negers, Hannah, . 
Isaac, 
Nelson, William, 
freeman, 
Newland, Jeremiah, 
freeman, 
John, 
and wife, 
William, 
wife of, 
freeman, . 
Newman, Samuel, . 
freeman, 2 
Samuel, Jun. teen 
New Plymouth, see Plymouth. 
Nicarson, Joseph, 
Nicholas, freeman, es 
TING) eta ry ee A 
freeman, . 
Ruhamah, 
Samuel, . 
Nichols, Nicolls, Seomexe = 
General, . 
Nicholson, aietieleones William, 


freeman, 


Nickerson, Nicarson, Vee 119, 120, "129, 124, 
: . 185 

. 194 
. 109 
Bs a ple: 
. 114, 116, 120, 
. 185 

. 193 

. 119 

. 192 

. 205 


freeman, 

Norcutt, William, . 

Norkett, William, . 

Norman, Hugh, . 
Samuel, . 

_ Northcoate, William, freeman, . 

- Noy, Benjamin, . 5 

Nye, Benjamin, freeman, . 
John, rac 
Jonathan, freeman, . 


ATH OF FIDELITY, persons fined for re- 


fusing to take, . 


. 187 


95, 96, 99, 103, 


167, 169 
189, 198 
. 174 
130, 155 
147, 150 
. 128 
ENSTT 
. 154 
, 154 


197 


ae 


96 


193 


. 103 
, 199 
, 103 
, 184 
. 201 
, 209 
. 179 


. 148 
- 186 
yGH 
. 186 
. 148 
. 148 


192 


. 122 
- 194 


176 
127 


131 


. 103 


Officers, salary or wages of, 130, 134, 138, 147, 150, 
158, 155, 156, 159, 160, 166, 168 


Oldum, Ouldame, Thomas, . 
freeman, é 
Ormsbey, John, een 
Otis, Ottis, John, 
freeman, : 
Joseph, freeman, . 
Stephen, freeman, 


ACKER, SAMUEL, 
Samuel, Sen., of Bridgewater, 
Samuel, Sen., fined, . 
Thomas, 
Paddocke, Robert, . 
Paddy, William, 
freeman, . 
Paine, Payne, James, oa : 
Samuel, eee 
Stephen, 
freeman, . : 
Stephen, Jun. Teas 


Thomas, of Hostham. freeman, . 


of Yarmouth, 


Thomas, Jun., of Baxthamn, See 
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- . 186 
. 189 
. 180 
. 209 
. 135 
180, 207 
. 205 
. 205 


. 157 

P1387 

. 136 

. 140 

. 188 

. 188 

. 174 

. 207 

. 209 

. 201 

177, 196, 209 
. 178 

184, 202, 208 
176, 194 

. 209 


Mr., on aeninites to take the Treasurer’s ac- 


count, . 


110, 118, 116 


Palmer, Pallmer, John, . . 110 
John, Sen., freeman, . 180 
John, Jun., 107, 119 
John, Jun., freeman, . 180 
Jonah, freeman, . ee 178, 209 
Josias, . 136 
Samuel, . 5 etl 
Thomas, freeman, . 204 
Walter, . . 201 

freeman, . 177, 196 
William, 165, 194, 210 
freeman, . . 176, 185 

Parker, Elisha, eoera : . 179 

John, ec . 195 
freeman, . 16 
Mary, OF wba cut eldend . 154 
Robert; remit tl ose > (BES 
freeman, . a Wns 
William, 99, “103, 105, 154, 190, 195, 199 
freeman, . . : 176, 182 
and wife, . 95 
——, of Scituate, . 155 

Partrich, George, 100, 190, 198 
freeman, Bat 175, 182, 203 
TWA 5 Gg 6 GO Oe . 198 

freeman, . 5 lee! 

Patrick, fined, c . 152 

Paul, Paule, Richard, . - 195 
freeman, ...- + . 186 
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Paul, William, . 108, 110 
Paybody, John, ee . 175 
William, . 11, ‘114, 189, 198 
freeman, . . 203 

on committee to fake ihe Mipeumera: ac- 
count, . ae 132, 133, 161 
Peakes, Pakes, William, . - 191 
freeman, ne LOS: 
Pearse, Peirse, Pierce, priaes 3 187, 190, 198 
freeman, ag 174, 175, 204 
Benjamin, freeman, . . 205 
Joseph, . 151, 152 
William, 193, 194 
Peck, Pecke, John, freeman, 178, 209 
Joseph, . ; 178, 209. 
freeman, . é 209 
Joseph, Jun. Seenant c melo 
Nicholas, » 201 
freeman, . . 209 
Samuel, freeman, . - 209 
Perram, Abraham, freeman, . . 209 
John, freeman, 209 
Perren, John, freeman, LAS 
Perry, Perrey, Perrie, Anthony fone 178, 209 
Edward, : . 93, 96—98, 105 
Ezra, freeman, 3 te) 
John, = 195 
Thomas, - 126 
William, sen 90 
freeman, . 182, 205 
Phelpes, Thomas, : 114, 116, 120 
Phillips, Phillipes, Benjamin, os . 208 
James, freeman, . ee L8G 
John, 100, 189 
freeman, . aoe Soa oe oo oc ahehy 
Mary, of Taunton, . . 126, 128, 130, 133 
Thomas, freeman, . 186 
William, . 195 
oe ee . 139 
Phitte, John, freeman, owls: 
Pickle, Jonas, freeman, . 180 
Pinchen, Thomas, . : . 199 
Pinson, Pynson, Pencen, Tenney wee LOL 
freeman, 182, 204 
Pitcocke, George, eae ‘ . 180 
Pittney, James, . 7 L96 
Pitts, Peter, . 195, 199 
freeman, 186, 205 
Plymouth, . 145 


rates, 117, 123, 126, ‘131, 134, 138, 141, 14, 146, 
149, 150, 153, 155, 156, 158—161, 164, 167, 

169, 
names of freemen and others of, 173, 181, 187, 
197, 203 
Plymouth Colony: houses and land belonging to, 105 
names of freemen and others, - 1783—210 


INDEX TO THE TREASURY ACCOUNTS, 


ETC. 


Plymouth Colony: salary of the Governor and 
magistrates, see Governor and magis- 
trates. 

See Treasurer. 
Taxes, see Rates. 
Treasurer’s accounts, see Treasurer. 


Pocassett, . - 161—163 
and Punkateest, . 163 
Poganatowam, an Indian, - 110 
Pontus, William, freeman, . 174 
Poole, Captain William, . 195, 199 | 
freeman, . 176 
Pope, Thomas, . 97, "109, 111, 113, “116, 131, 188 
freeman, ~ 18 
Potter, Vincent, comans . 184 
Powell, William, . 195 
Pratt, Benajah, . . 197 
Jonathan, . 197, 198 
freeman, . . 202 
Joshua, . . 188 
freeman, . 174, 203 
Phinehas, . = 18if 
freeman, . : ole 
Marshal, salary of, . 147 
Preble, Abraham, freeman, . . 183 
Prence, Thomas, 188, 201 
freeman, 173, 177 
Presberry, Dorcas, . oe ati: 
Presbury, John, . DO 3) ey 192 
Prichard, Richard, freeman, . 176, 185 
Prichett, Richard, : F - 194 
Printthg. money to te raised io = fo : 134, 168 
Privateers, the, charges about, 165, 166 


Provision, prices of, 117, 123, 125, 131, 134, 138, 142, 
144, 146, 153, 156 

Pryor, Joseph, - 190 
Thomas, freeman, . 182 
Punkateest, Punkatest, Pusch ‘Puneatenst, 162, 


163, 166, 168 
rates, 158, 160, 162, 164, 167, 169 
Purchase, Oliver, . 195 
freeman, . 176 
Purchasers’ names, . - 210 
Pursevall, James, - 132 
Putle, - 196 
UACHEVENETT, fined, . 103 
Quakers, 3 est) a OO 
Quakers’ meetings, Prenty fre persons fined for 
attending, 5 : . 103 
Quequequantest, an Indian, fined, . 122 
AMSDEN, JOSEPH, . 135, 189 
freeman, + LS 
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Randall, Randle, Job, . o al}th 
John, tame . 158 
William, 112, 129, 130, 151, 191, 198 

freeman, . 180, 183 
William, Sen.,. Soy . 142 

Ransom, Ransome, Robert,. . . .. . 109, 157 

freeman, . . 181 


Rates ordered by the Court ae loved, TOE wily, wake 
123, 126, 126, 128, 130, 131, 134, 137, 138, 
141, 142, 144, 146, 147, 149, 150, 153-162, 
164, 166, 167, 169. 


Rawlins, Nathaniel, freeman, . 180 
Thomas, Sen., . = keh 
Thomas, Jun.,. : = LOH 

Read, Reed; Reade, enti: . 190 
Daniel, freeman, . : - 209 
John, freeman, ‘178, 205, 208 
John, Sen., freeman, 209 
Thomas, freeman, 196, 209 
Goodman, . : . 191 

Rehoboth, ‘106, 108, 120, 145, 141, 154 


rates, 118, 128, 126, 181, 134, 138, 142, 144, 146, 
149, 150, 154, 156—160, 162, 164, 167, 169 
names of freemen and others, 177, 178, 196, 201, 


204 

See Seacunck. 
Renell, James, . 5 . 188 
ie clts, William, oe : . 182 
Rew, Edward, ae . 195 
freeman, . 187 
Reynor, John, . 188 
ireemany ee ss plies 
Richmond, John, 121, 125, 145 
freeman, 186, 205 
, of iPeanieon, GOs th . 139 
Rickard, Rickett, cee er Oo ee . 109 
Gyles, nee 111, 113 
freeman, . 174, 203 


Giles, Sen., 100, 104, 109, 114, 135, 188, 197, 202 


Giles, Fass 188, 197 

freeman, . . 202, 203 

John, . 109, 142, 188, 197 

freeman, . . 208 

John, Jun., . 142 

Goodman, . : - 102 

_ Riddawey, James, freeman, . 5 dS 
Rider, see Ryder. 

Ridman, Thomas, fined, 104, 107 

Ring, Ringe, Andrew, 188, 197 

freeman, 174, 202 

Eleazer, freeman, . 203 

William, freeman, a opis} 

Roberts, Thomas, . 188, 196 

Robins, John, ae 1 Sil 

Th: . 190 

5 PAT 


Robinson, George, . 
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Robinson, George, freeman, . 178, 209 
Isaac, . 200 
freeman, . : 175, 177 

Isaac, Jun., and wife, . 118 
John, freeman, . « 207 
Samuel, freeman, . 209 
Thomas, . 191 
freeman, . : . 183 
Rocester, Hugh, freeman, . 186 
Roger, John, 2 - 190 
Rogers, James, freeman, . oy ue Oe 
John, 121, 191, 198 
freeman, . 182—184, 207, 208 


John, Sen., freeman, . 208 


John, Jun., freeman, Bog! cg cen, o Jlghs) 
Joseph, . 108—110, 190, 201 
freeman, . 174, 177 
Thomas, freeman, . 208 
William, . 132 
Rollox, William, freeman, . 205 
Rose, Roes, Joseph, freeman, - 178 
Thoms, freeman, . 204 
Rouse, John, go ADIL 
freeman, ¢ 207, 208 
Rowe, John, freeman, . oo ily 
Rowley, Henry, 193, 200 
freeman, 175, 177 
Moses, . 5 > ME 
freeman, . . 179 
Rowse, John, : 196 
Royle, Gabriel, . . 189 
Ruckman, John, freeman, _ A th Gn 6 ake 
Russell, George, ~ 129, 139, 191, 201 
freeman, 183, 204 
John, 198, 195, 201 
freeman, . coy HRT! 

Mr, . . 168 
ake) peeeran . 196 
Ryder, Rider, John, freeman, . 206 
Joseph, freeman, . . 206 
Mary, wT 
Samuel, . 194, 197 
Geant: 3 185, 202 
Samuel, Sen. mfiecman, : oon difetss 
Samuel, Jun., freeman, . 5 lei 
Zechariah, one : . 206 
ABINE, SABIN, JOSEPH, eee ‘ 7 209 
Samuel, freeman, : a 209 
William, 115, 201 
ayers . 209 
Saconett, 5 Gil 
aes . 158 
Sampson, Samson, Abraham, 1 101, 121, 128, 189, 198 
freeman, ies ae: 182, 204 
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Sampson, Abraham, Jun, . . - ~ . 126 
George, and wife, . . ea ae . 154 
Higa, 6 6 6 oso 0 ome 6 llth WEES vat 
{reemally wn on ee 175, 203 
Isaac, freeman, : . 203 
Stephen, freeman, . . . + + . 204 
eye . 155 
Sanford, Robert, . 139 
Sandwich, : i 101, 116 
names of Hoeten acd iene 175, 179, 183, 192, 
199, 204 


rates, 118, 123, 126, 131, 134, 138, 141, 144, 146, 
149, 150, 154, 156, 158—160, 162, 164, 167, 
169. 
Saquatam, an Indian, . 
Sarjeant, William, . 


. 103 
. 200 


Saunders, Sanders, Oksistopher, feoaie, . 209 
Henry, . 3 164 
freeman, . 2 119 
Tobias, . . - 195 

, of Gandarichs . 163 
Saunderson, Henry, . 192 
Savory, Anthony, freeman, . oe . 174 
Joseph,. = « = eee LOG: 111, 113 
Thomas, 91, 102, 105, 117, 138, 188 

fo Ce a” ad 106, 118, 128 
Scadding, William, esa . 186 
Scituate, 116, 145, 165 


rates, 118, 123, 126, ‘131, 134, 138, 141, 144, 146, 
149, 150, 154, 156, 158—160, 162, 164, 167, 


169. 
names of freemen and others, 175, 180, 182, 183, 
190, 198, 204 
Scudder, John, . 193, 200 
freeman, . 207 
Seacunck, alias Rehoboth, edad of . 196 


Seares, Greres Sares, Beers Sayer, John, Jun., 
freeman, . . 208 


Paul, freeman, 186, 206 
Richard, freeman, 185, 194, 200 
Silas, freeman, . 206 
Sephen, Henry, . 7 192 


Secretary, to be paid for writng over the new lige 166 


Seward, William, . . 195 
Shaw, Shawe, James, . 181, 197 
John, . 197 
freeman, . . 174 

aa ity no . 187 
Aol Ms on no . 187 
Jonathan, . 197, 198 
freeman, . 202, 203 
Thomas, . 193 
freeman, . 5 ~ 179 
Shelley, Shelly, shill, John, ; 108, 114 
Robert, . 193, 200 
freeman, . 182, 206 


INDEX TO THE TREASURY ACCOUNTS, ETO. 


Sherley, James,. . « 60 . 210 
Shepherd, William, es oo . 187 
Sherman, John, freeman,. . 2 6 . 208 
Samuel, freeman, . 208 
William, . 189 
freeman, . . 182 
— . 196 
Shiffericke, Saeed re 151, 152 

Shillingsworth, Shilingwort Shillinsworths, Thom- 
as, . 5 193, 195 
freeman, 177, 184 

See Chillingsworth. 

Shirtliffe, Shirtlife, Shercliffe, eae . 98, 99, 189 
Shove, George, freeman, . , . 205 
Nathaniel, freeman, . . 206 
Showamett lands, money received for, . 148 
Shreeve, Thomas, 2 - 189 
Sillis, Richard, freeman, . . 175 
Silvester, Dinah, 122, 124 
John, pale: 
freeman, . . 208 
Joseph, freeman, . . 204 
Richard, . 161 
eematy : a alte 
Simons, Simmons, ae Bie 5 ks) 
Moses, . + 189 
Thomas, si Eg op ¢ . 191 
: ee 1G S163 
Simonson, Seuaceert Se cacean John, fecntan 204 
Moses, . 198, 210 
freeman, 175, 203 
Skiffe, James, 192, 199 
freeman, - 176, 184 
James, Sen. ee eae, : . 205 
James, Jun., freeman, . - . 205 
Stephen, Pee 180, 205 
Slawson, George, freeman, . 184 
Slocom, Slocome, Anthony, . 195, 199 
Smalley, Smaley, ek John. 188, 201 
freeman, 3 174, 177 
Smith, Smyth, Daniel, . 201 
fom 184, 209 


on committee to take dhe Tce. s account, 136, 
141, 148,145, 147, 149, 161, 163 


Deborah, 103 
Francis, freeman, 187, 205 
Henry, freeman, . te Gite 
John, - 100, 188, 198, 200 
freeman, . . 207 
and wife, . - 103 
John, Sen., . 189 
freeman, . . 181 
John, Jun., - 95, 99 
freeman, . é - 181 
John, the younger, . 98 
Joshua, freeman, . 209 
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Smithy; J ostall, wietmas) ye i ee . 155 
Ralph, 105, 113 
freeman, . ooo hy ¢ 173, 184 
eichard Warourc mss acu: . 188 
freeman, . 180, 186 
Samuel, freeman, . - « 205 
Sarah, Me elo 122, 124 
Shuball, freeman, . . . . 205 
Mr., . & 5 0 « ies! 
Snow, Anthony, . 189, 196, 201 
freeman, 3 . 207 
Jabez, and wife, . . 132 
John, freeman, 2 . 209 
Josiah, of Eastham, ee . 208 
of Marshfield, freeman, . . 208 
Mask erp ina 189, 202 
freeman, . - - 208 
Nicholas, 189, 201 
freeman, . 174, 177 
Stephen, freeman, . 208 
William, . 188 
freeman, . - 185 
Somers, Thomas, 5 tbh) 
Soule, Elizabeth, 107, 110 
George, . 189, 198, 210 
freeman, . 174, 175 
wife of, ecm ee eo: 
John, .95, 99, 103, 155 
Nathaniel, . 126, 128, 135, 136 
Zechariah, 5 3 189, 198 
Southworth, ead: ean 94, 100, 102, 190, 
198 
freeman, - 175 
Edward, 121, 133 
Beeman, . tis . 204 
Nathaniel, ieee oe : . 202 
sBiiomas, - 100, 101, 188, 197 

on committee to take the Tremors ac- 
count, . - 93 
freeman, . Tass . 174 
Oni 6.45 bm 5 . 121 
Lieutenant, aeagettinrs 101, 197 
irre comico xe) is Mice ie ws) oct sv a EY 
Sowams, rates, . . . » « «+ 118, 123 
Sowther, Nathaniel . . . . . . 188 
freeman, : ~ Lid 
Sparrow, Jonathan, Geonen, 184, 208 


on committee to take the Treasurer’s account, 163, 


168 

Richard, 188, 202 
freeman, . cee . 174 
Spooner, Willam,. ... . 187, 197 
Sprague, Francis, 190, 198, 210 
freeman, . 175 
John, | 98, 111, 130, 131, 132, 133 
Samuel, . 168, 210 


ETC, 279 
Sprague, Samuel, freeman, . ~ 207 
Squa Sachem, of Saconett, . 140 
Stacye, Richard, . 195 
freeman, 3 5 EH 
Stakenbery, Peter, eee so dey 
Standish, Alexander, . 190, 198 
econ, : - . 203 
NG So gm ge 198, 202 
freeman, . ‘ - . 203 
Miles, freeman, . .... . 173, 174 
Captain, ee 0) 
Standlocke, Richard, foun 5 - 180 
Stanford, Robert, - 121 
eS sare Facet agua - 208 
Stanton, Joseph, ee ee Gg cc CANS 
koe lene GS Goo o oo o eo 4 5 LW) 
freeman, . 176 
John, Clb ao oor, Gs ATH) 
Thomas, . 107, 110, 113, 115, 125, 129, 194 
freeman, . . 185 
Stedman, Isaac, . > eh 
freeman, 3 6 . 183 
Stevens, Francis, fecuan Sa cee est 0 tris) 
Richard, freeman, . 206 
Simon, . . 122 
Williams, fous - 208 
Stockbridge, Charles, sca : - 180 
daily oe Seah . 192 
freeman, . . Pasha - 183 
Stoddard, Simeon,. . . Seo . 168 
Street, Streete, Francis, cores . . 186 
Nicholas, freeman, “ ne . 186 
Ee be te oe GE OF 90 Stas o . 195 
Stronge, John, . . 195 
freeman, oe vor i} 
Studson, Stutson, susie Coe as, . 205 
John, freeman, . . 204 
Robert, . 192, 198 

on committee to eka the Tae ep ac- 
count, i she) 
freeman, . 183, 204 
Samuel, freeman, . . . 205 
Cornet, 153, 157 
on Gomgittes to ke. Reet 8 erase 110 
Stukeley, John, freeman, . . 184 
Sturgis, Sturges, Edward, : " 110, ‘180, 194, 200 
freeman, ‘ . 185 
Edward, Sen.,. . 108 
freeman, . . . 206 
Edward, Jun.,. 132, 133 
Samuel, . - 107 
Thomas, freeman, .... - + . 206 
Sturtivant, Stertevant, Samuel, > 
Sucquatamacke, an Indian, . - 110 
Summers, Sumers, Thomas, ‘120, 122, 124 
Sutliffe, Abraham, . 122, 124 
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Sutliffe, Abraham, freeman, . 180, 205 
Sutton, George, . : ; 191 
freeman, : . 183 
JOHR eeeteen Tons "139, 133, 136, 199 
freeman, . . 180 
Simon, . 5 len 
freeman, . . 183 
William, 118, 120 
, of Scituate, 163, 164 
. 136 


Swansey, . . 
rates, 126, 131, 134, 138, 142, 14, 149, 150, 156, 
158, 159, 162, 164, 167, 169 


Swift, Swyft, Jone, . . 103 
William, 130, 133, 192 
freeman, . 179, 205 
Symkins, Nicholas, . 193, 194 
freeman, . 185 
ABOR, PHILIP, freeman, . 176 
Tanner, Mr., 3 122, 124 

Tart, Tarte, Edward, . 191 
Thomas, 7 19h 
freeman, . 0 . 183 
Taunton, . . 104, “107, 111, 145, 147, 148, 165 


rates, 118, 123, 126, 131, 134, 138, 141, 144, 146, 
149, 150, 154, 156, 158—160, 162, 164, 167, 


169. 
names of freemen and others, 176, 186, 195, 199, 
204 
Taylor, Tayler, Henry, aa 5 Lig) 
Joseph, freeman, . - 208 
Lydia, - 131 
Richard, 132, 194 
freeman, . 185, 186 
Temple, Richard, . 194 
Templer, Richard, freeman, . - 185 
Thacher, Anthony, . 194, 200 
freeman, 176, 185 
John, freeman, . 206 


on committee to ‘alee ‘bet Troaseners: ac- 


count, . oes 127, 155, 163 
Rodulphus, freeman, . 204 
Thatcher, Captain, . a 6 UG! 
Thorne, Joseph, 151, 152 
Thomas, John, . . 196 
freeman, 178, 208 
Nathaniel, . "125, 145, 153, 195, 196, 201 

on committee to take the ‘Treamiver’s ac- 
count, . . ~ 163 
freeman, . : 177, 207 
Nathaniel, Jun. ee, 5 . 208 
Samuel, freddtan, ao Gc oo PANS 
Walliams; 127, 128, 130, 195, 210 
freeman, . 178, 177 
Captain, -99, 104 
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Thrasher, ce ee . 195 
freeman, . 186 
Israel, freeman, . 206 

Thresher, Joseph, freeman, . . 206 

Thurstone, Charles, » 18% 

Tilden, Joseph, 1 19L 
freeman, . 183 
Nathaniel, . . 132 
Stephen, freeman, . 180 
Thomas, 192 

freeman, . ae WE) 
Mr, . . 100 

Tiley, Thomas, . . 189 

Till, James, . a - 191 

Tilly, Tillie, William, . . 193 
alias Hillier, Hugh, . . 194 

freeman, . c - 185 

Tilson, Edmond, . 188 
freeman, 174, 181 
Edward, - 197 
Ephraim, 113, 114 

freeman, . . 202 
John, . 129 

Tilton, John, . . 191 

Tinkham, Ephraim, 144, 189 
freeman, . 181 

Tisdale, Tisdall, James, ee, 2 eco 
John, ae, 125, 190, 199 

fon : 175, 182 
John, Jun., : = LOK 

Titus, John, Sen., freeman, . . 209 
John, Jun., freeman, . 209 

Tobey, Thomas, freeman, . - 180 

Tompkins, Samuel, 189, 202 
freeman, . 182 

Tompson, John, . 189 


on committee to take die ene 's account, 136, 


140 
Torrey, James, . - 105, 106, 108, 198 
freeman, : . 204 
William, freeman, . 204 
pee on a to take ie Treas- 
urer’s account, . eee ae, LES 
Totman, Thomas, . 112, 114, 116, 120, 124, 121, 129 
Toute, Richard, . . 191 
Tracye, John, . 198 
freeman, : . 204 
Stephen, freeman, . 174 
Treasurer, the, . 101, 133 
allowance to, 108, 121 


salary of, 94, 101, 102, 105, 106, 108, 111, 114, 
117, 121, 125, 128, 130, 133, 137, 189, 141, 

143, 145, 146, 148, 155, 159, 165, 166, 168 
Treasurer’s account, 93, 104, 106, 107, 110, 113, 116, 
119, 120, 124, 129, 182, 183, 136, 139, 141, 

148, 145, 146, 148, 154, 160, 163, 164, 167 
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Treat, Samuel, freeman, . 
Trope, William, freeman, 


Truant, Treuant, Morris, or Maurice, . 


freeman, 
Trumle Ralph, 
Tubbs, Dorothy, 


sW illic 109, 110, 113, “143, 189, 198 


freeman, . : 
Tupper, Tuper, hone ‘ 
freeman, : 
Goodman, . 
Turner, Daniel, . 
freeman, 
Humphrey, 
freeman, . 
John, . . 
freeman, . 
John, Sen., 
freeman, . 
John, Jun.,. 
freeman, . 
Joseph, . 
freeman, . 
Michael, 
freeman, . , 
Nathaniel, freeman, é 
Ruhamah, 
Susanna, 
Thomas, 
freeman, . 
Twineing, Twyning, Wiliam, 
freeman, 


Twisden, John, one 


NDER MARSHALE, 


salary of, 
Ure, see Ewer. 
Usher, Mr., . 5» 6 
- Utley, Samuel, freeman, . 


ASSELL, JOHN, 
William, 
freeman, . 
Vaughan, George, . 
freeman, 
Vinall, John, . 
Stephen, 
freeman, . 
Vincent, Henry, freeman, 
J aia A 6 
freeman, . 
Vixon, Robert, . 
freeman, : 
Vobes, Voabes, John, 


36 


. 208 
. . 207 
189, 201 
182, 207 
. 196 

. 148 


175, 204 


. 99, 192, 199 
176, 180, 184, 205 


. 101 
. 190 
32-280 
191, 198 
178 
. 191 
87 

. . 199 
180, 204 
eso 
180, 204 
122, 124 
205 

. 192 

0, see 
180, 205 
112, 114 
2187 
SR 

. 180 

. 194 

. 185 
175 


. 165 


130, 134, 168 


- 120 
. 180 


. 191 
. 191 
he. 182 
108, 133 
ys 
. 199 

. 199 

180, 204 
179, 206 
193, 199 
175, 206 
. 202 

. 208 

. 189 


Vobes, John, freeman,. . . ..... =. . 182 
pWalliarn sec seer et velit sy pen me 160) 
ADE NICHOLAS ecu meme n Lol 
HII SG 5 go oo oo 6 UG 

AMIS RA nant MAS Gee Geach Reg cee och si bitat 
HRSA Ut I Bo i ade by Be et to co. SIE 
Wradferld Johnie ee) een ke eT 
Waitin, Nicholas, . . . Gee oe aoe 
Wadsworth, Wadderworth. h Christopher . 190, 198 
een 26 queo oe ene 
Johny treerianye wcrc) ele ete ey. seme mre O04: 
UCONN oe oon G 6 do o 6. a o Mb aes 
BRAS 9 oo oo oo = = 1027204 


Walker, James, . 106, 121, 130, 195, 199 


on committee to take the ieey s account, 110, 
119, 124, 129 
freeman 9 ©. eee Te ee ee 200) 
JAMES, SENS. a. ieee ee ee en nee LO 
ODD, eee ta coe Banecee ee Cea teat eget OG 
HeeaUEG @ top wo mo a o alathaetis) 
NEM ca oy ON Gl ach woh acy ach how, on an OE 
PEO oa oo Go 6 oe oo dla OO 
Samuel freemanye tse) a a ee eee 209 
MUTE bo ee 6 oe oe wo TG BY 
SRRITEN GOS Gy Whom te De 9 Gh <6 oo PANS 
Waller, Ralph, freeman,. . . ... =. . . 174 
Wamant, an Indian, fined, . . . . .. . . 122 
Wanton, Edward) sp mee) ee lol, loo 
Warren, James, freeman, ..... . . « 208 
COG 6 Bo 6 shoo 0 oe oe nen 0 HEY) 
freeman, 9. = |= Spit athe 181, 203 
Nathaniel em =n: 105, 108, 158, 189, 197 

on committee to take the Tecaaters ac- 
count. = = eee 10; 118 

Washborne, Ning trae WWashburae AWhethodtat 
John, . nooo oho) Gy ence wat 
freemateme eee) ee eee) er LO 
Johu,;Sen, 9. . « . = « . « 190; 198 
freeniaii cae ee ene io) ee Loe: 
May ei nop Gd Hn Oe oo SEM BRS 
MA eo By ty oe omohyine goon oe Sato 
Waterman, Joseph, . . . o oe) a wo 6 HGR 
WOKS on Go oO 6 eG 8 oem oo WMS TS 
aah, 6 6 a 0 6 o o Men aliepailsps 
Watson, George, . ...-.+. =. ~~ ~ 188, 197 
freeman jaren eet el ee ld, 202 
Watters, Anthony,. . ....... . « 196 

Weatherden, see Witherden. 

Webb, George, fined,. . - -..-... . 9 
Weesunka, an Indian, fned, Econ fe a oh L LO 
Wells, Isaac,. . . Ge soe ate race ot HB) 
freeman wae esr os ep ter.) ee «LOZ 
West, Francis, ... . +. . . - - . 189, 198 
frecmanwere-e Nomen ale Pacer sp 20% 
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West, Peter, freeman. . . + + + + + + + 204] Williams, Nathaniel, freeman, . . . . . - + 2085 


Woh Me Me tee igrc op 3 Lek Gwe Geek gem a a 6 iG a With Uo 
WAH GC pesca oll o 8 6 oc dy Gime 5 6 oo A a o ff o se alyhsl id 
Weston, Edmund). . . ... .- ~ « 189, 198 Samueh ce 2 + Ge <5 9) ou ore 
freeman, . . Bh ch cy cece CPS PAS) freemans sb. 9, 9s oo © nk ee 
Elnathan, ec J swe ee See Oe ANI nm om om 6 os a oy ley 
Samuel, freeman,. . . . ++... ~ 204 freeman; fa ssi) ees ust oo eee 
Weyburne, Thomas, freeman, . . . 182 Aimothy, (2. (tq. @ oe pe meennromercter mec 
Whale, payment from Barnstable on deren of a, 165 Rnsign;ce yee |. «ee a er en eh OD 
Wheaton, Robert, freeman,. . - . . - - - 178 Mirsaep eee 5, vie) Ts: ga cola ETL cass | 
Wheildon, Henry,. . . Cela aie Ot: || WitLhaTison; Ainothy, . eerie er one eek | 
Wheldon, Gabriel, Poe ase 185 | Willington, Thomas, freeman, . . . . . . . 187) 
Whetcomb, Wihetcombe, A tes, Whitcombe, Willis, Willes, Wills, Johny oe cs ee LOO eau 
UGH A wo & ore eeerelot freeman, . . Reto ool 4 
freeman (as fis: payee. 9 ccneme tl So on committee to ve the Tater s account, 124: 
Ie Gen aoe p mow o WEAN: Joseph, freeman,. = = 9 = = =» en neap| 
freeman,. . . 5 Gn ee SU) DLaWwrenee, se 3 2 = 4) soi 192, 202: 
Whetstone, John, herean ioe ao. DP ee freeman: <> 21 Gs ss sae eas 
Whilden, John, freeman,. . . . ... ~~. » 186 Nathaniel 5. su: he) oy ap CE Cae 
Whippoo, James, freeman, Ao te Bo eerie freeman,: <j we <)>) oa uc Cae 
Whiston, John, freeman,. . . . . . . 180, 205 Richard, 9 5 22 fs sehOO) Tas 
iW histons* Jobnet ss) Vall ey 5) ceuiomnsmcet tan LOU Wiliam, 5 2 2 5 = « =» «= = lIS AIST Rigs 
White, Daniel, freeman,. . . .. .. . « 208 freeman,. . - . 183, 204 
Ebenezer, freeman, . . . . . + . - ~ 208| Wilmott, Wilmouth, Wilmouth, Jia bse . 209 
Emmanuel, . . . « « « » « « 194 200 Jonathan, freeman, . . . : . 209 
WME! Awe oO og 4 0 6 oo wy alekn ‘Thomas, freeman, < vase 178, 209 
Gowenjt. 6 toe Bee oe « Se ees 290} AWilson,, Benjaminji: 22 9.) ar) | ce ane 
Aes 5 Goo @ a oo a Gon) a Ges WORD, een ee oss 1c ie), ote ee 
INGORE GP Go ue Ob Ge ac geo oe eadey ih og A 5 oo 6 eo ge 
freeman; + «= s+ = Gen dhe eeu yet S0i| Wane, Wange, Daniel 0) nr "98, ee 97, 98, 192 
(Peregrine emote ar ieee erodes BLOG. 201 JOHN; Wie |e) elas 
requis Moeece og co eyo Ge os ole att freeman, s/s a yo ee 
(Resolved (a ag se i le ct cee LOL LOS Stephet,/ isi os cle. so  tommedee Gem tO samt 
HUNG S 5 Gaghem te ote Mo ec ute fPOSMAN) om 54 es Us, 18 as: ro) ee 
Timothy, . Seascale bee kool! Willgomnan civircs. sf Xe) aie eue aha Motel eae 
young, of Bristol, Se) dee eel Ota Winslow, Winslowe,E Ewan yan io) cpa Coyne 
Wrhitney,;Jeremiah) ys ue -nucmicye en TSO freeman, . . fee ee oo aR 
freeman wy | uke, Sonal ee CCC ERT) Isaac, freeman, 2 5.1 . = ts las eae 
UMNO ENS oum op Wy e d te Gee ce ets John 5. 3 5 © =) =eueecO tam 
freeman,. . . ot igo aeeelSL freeman,. . » oh 
Whittacare, Richard, Geen ee C foe O Gree iy Josiah, . 100, 101, 105, 128, 130, “195, 196, 201 
Wacksonwhobert.y ie. ursvice Why etn ame LO, deectatsia a: mec ceo JWR ey 
Wilbor, Joseph, pecenn age a Mee WES PRE on committee to ‘aks the Treasurer’s ac- 
Wilbore, Shadrach, ae cer omer OG Ten, count,. . . eo abs lle 
Will, an Indian, . . . Mae oc PP gratuity of £10 prdened ta, Peer Fy ta oy Ae 
Willera, George; 2.0%) aes Wine ONL OO Governor, the colony debtor to,. . . . 145 
freeman, . . AS ers Sp kL? PEERS ISG so co. 5 og BRAG NISE) 136, 201 
Willett, Willet, Thana em ee terol yy) on committee to take the itneetee: ac- 
fieerian MeeVee oo OS ES COUDt.. « 2) a ta co i: ae Om 
Captain; 5 8 aa me 98) 100; 102.5105 Josiag Jun, Gs) =) eel OO m1 Cee 
Witham, Alexander, <1) .0) in cunneenenTnEn LOG, Joseph, ai ap Ge 3 es Rose a 
Bidward;> Gis ct ec tesa hes) ee ee OL Kenélmee 2 2 i 110, 195, 196, 201 
John freeman, 2) 6) «a oe oes freeman, © 4 “Sey. a 173, 177, 206 
UISCEES Om dG o 6 5 oo IAL TKS Kenelme, Juno. cu) meme Od, 113, 116, 120 
John, Jun) 4 3 4 RISO ROS Nathaniel, freeman, 2. 5 ) 2 « 3) 2 OG: 


Joseph freeman). 4. + oe eee 200 Nathaniel, Jun., freeman, . . . . . . . 208 
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Winslow, Major, . . .... 101, 106 | Woodfeild, John, freeman, . 183 
Captain cs an ana) ‘ 94 | Woodward, Walter, freeman, Bless 
See Major ; see also Governor. USI 5G Bon 6 155, 160 
Winsor, Winser, a - 192 | Woodworth, Isaac, . . 153 
freeman, <2 © oo . 184 Joseph, freeman, . . 204 
Walter, fined, . & See oe Seley Walter, . 191, 198 
Winter, Christopher, . . 108, 110, 118, 191 freeman, . ye 204 
freeman, » 183 of Taunton, 162, 163 
John, + 191 | Woomham, an Indian, 5 tN) 
freeman, . 5 - 183 | Worden, Peter, . 119, 194 
Obadiah, freeman, - 180 freeman, . 185 
Wiswall, Ichabod, freeman, . - 203 | Wormall, Esther, . 27 
Witherden, Weatherden, John, - 191 Joseph, . . 198 
freeman, . . «4 6 + « « « « « 183] Wright, Anthony, . . 192 
Witherell, Wetherell, Wetherrell, Weatherell, freeman, . . 184 
Samuel, freeman, . . 204 Nicholas, 192 
Theophilus, oe armen | etc O4: Peter, . 192 
William, 111, 133, 195, 198, 199 freeman, . . 184 
freeman, . . 182, 187, 204, 205 Richard, 188, 197 
Mire . 191 freeman, . 174, 202 
Witherley, Mr.,. 5 eo Reload . .« 1386] Wyatt, Wyate, James, 195, 199 
MWood Henry, 9. 1s . «6 6 « 188, 197 | Wyborne, Thomas, 5 il 
John, eae owes 107 
freeman, . = 06d 
SUE SE wos I5ac . 144 
freeman, . - ~ 205 ARMOUTH, . - 101, 106, 150, 161 
Stephen, 188, 202 rates, 118, 123, 126, 131, 134, 138, 141, 144, 
freeman, . 181, 208 146, 149, 150, 154, 156, 158—160, 162, 164, 
Thomas, freeman, Ce 208 167, 169. 
William, . 192 names of freemen and others of, 176, 185, 194, 
freeman,. . . : . 176 200, 204 
Woodcock, Woodcocke, Gm freeman, ; . 178 | Yeonge, John, cy Lcetay ome . 178 
John, Sen., freeman, : . 209 | Younge, John, freeman, ? . . . . . » « « 184 


or 


PLYMOUTH COLONY VITAL RECORDS 
Transcribed from the Original Records 


By GEoRGE ERNEST BOWMAN 


SCATTERED through the first two volumes of the Plymouth 
Colony Court Orders we find nearly one hundred records of 
marriages. The earliest of these was in April, 1633, and the 
latest in July, 1646. Careful copies of the marriage records in 
these two volumes are presented in this article. In the next 
article will begin a transcript of the records in the volume 
labeled «‘ Marriages, Births and Burials.” 


[MARRIAGES IN THE CouRT ORDERS] 


[C. O., I: 15, under the year 1633] Apr. 19 Thomas Little & Ann 
Warren married 
[p. 27, under 1633] Septr. 12 John Barnes Married unto Mary Plumer 
the twelvth of September 
Henry Rowly maried Ann the late wife of Tho: Blossome the 17 of 
October 1633. 
[p. 59, under 1634] March 26 John Browne & Phebe Harding were 
« married 26% of March 
William Palmer junior & Elizabeth Hodgekins’ were married the 
27 of March. 
[p. 64, under 1634] March 28 John Cooke Junior * & Saragh warren 
—. were-married =~ 
p. 66] May the Jobe Cole and Rebecka Colier . 
15 1634 Love Brewster & Sarah Collier t Pelmance 
June Kenelme winsloe & Elen Adames widdow wer married 
[p. 68, under 1634] July Francis Billington and Christian Eaton 
widdow wer maried 
[p. 72] november 27 . 1634 John Cooper & Precilla wright wer maried 
December 11 1634 Richard Higgins & lidia Chandler wer maried 
December 19 1634 Phillip Delanoe and Hester Dewsbery wer maried 
[p. 75] January 6 . 1634 Edward Doten and ffayth Clarke wer maried 
p. 78] M* Prence, & Mary Collier was maried y¢ first of Aprill. 1635. 
bs 81, under 1635] The.16. of September Josias Cooke, & Eliza- 
beth f Dean, Widow was maried. 


* Came in the Mayflower with his father, Francis!. He was called “ Junior” 
to distinguish him from an older John Cooke, who came later. 


t “ Mary” was first written, but was crossed out and Elizabeth interlined. 
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The . 25 . of Desember Nathanell Morton, & Lidia Cooper was 
maried. 

[p. 83, under 1635] The . 14. Jan: Rowland laherne, and flower was 
maryed. 

Henry Samson, and Anne Plumer, was maryed the . 6. of feb: 

[p. 92, under 1636] July. 6 Thomas Willet & Mary Browne were 
Married. ree ; 

[p. 95, under 1636] Oct. 20 Rich More & Christian Hunt Married 

Oct. 28 Joseph Beadle & Rachel Deane widow * married 

Nov. 24 William Hodgekins & Sara Cushman Married _ 

[p. 122] Thomas Pope and Anne ffallowell were marryed the xxviil 
of July 1637 . before the Gov‘nor. . 

[p. 131] Constant Southword ¢ and Elizabeth Collyer married the 
second of novemb’ 1637. 

William Tubbs and Mercy Sprague married the ninth of novemb' 1637 

[p. 166] William Renolds and Alis Kitson were maryed xxx‘> August 
1638 

[p. Renae a court held 4 September, 1638] Christopher Winter of 
Scituate for publishing him self in marriage w‘t Jane Coop(er] 
contrary to order & custome of this Gov‘ment is fyned x* 

[p. 171] Georg Cleare & Abigall [+] marryed the xx‘ Septemb' 1638 

[p. 173] Gowen White of Scituate & Elizabeth Ward were marryed 
the xv‘h of October 1638. 

John Winchester of Hinghame and Hannah Sillis of Scituate were 
marryed the xv‘t Octob' 1638. 

[p. 176] Richard Paul and Margery Turner of Cohannatt were mar- 
ryed the viiit® of Novemb® 1638. 

[p. 177] Georg Partrich and Sarah Tracy marryed the [§] of Novemb' 
1638 

John Saale & Ann Walden marryed the xxix Novembt 1638 

Thomas Williams & Elizabeth Tart marryed the xxxt Novemb’ 1638 

[p. 181] John Smyth and Bennett Moorecock marryed the viit* 
Decemb' 1638 

Robte Waterman & Elizabeth Bourne marryed the xitt Decemb’ 1638 

William Hodgskins & Ann Hynes marryed the 21 Decemb' 1638 

Raph Hill & Margreat Toothaker marryed the 21 Decemb® 1638. 

Georg Clarke & Alis Martin marryed the xxiit* Januar 1638. 

[p. 182] Henry Ewell & Sarah Annable marryed the xxiitt Novemb® 
1638 

Thomas Ensigne & Elizabeth Wilder marry 17» Januar 1638 

[p. 185] Willm Sherman & Prudence Hill marryed the xxiiit Januar 
1638 


*« widow ” was interlined, in a later hand. 


; t “Southerne’”’ was first written, but “erme” was crossed out and “word” 
interlined, in the same hand. 


t Space was left for the surname. 


§ Space was left for the day. 
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[p. 198] William Harvey & Joane Hucker of Cohannett marryed the 
second of Aprill 1639. 

John Rogers and Ann Churchman marryed the xvith of Aprill 1639 

[p. 210] Thom Riddings & Ellene Pennye marryed the xxth July 1639 

Richard Knowles and Ruth Bower marryed the xv‘ August . 1639. 

[p. 216] Heugh Norman & Sarah White marryed the viiit® Octob' 1639 

Gyles Hopkins & Katherne Wheldon marryed the ixt* octob’ 1639 

Richard Willis & Amey Glasse marryed the xi‘* octob' 1639 

Samuell Tompkins & Lettis ffoster marryed the xith Octob' 1639 

Morris Trewant & Jane [*] marryed the 16 octob' 1639 

Anthony Snowe and Abigall Warren marryed the viiitt Novemb' 1639 

Thomas Pynson & Joane Stanley marryed the xtt Novemb' 1639 

Samuell Jackson & Hester Siles ¢ marryed the xxtt Novemb' 1639 

William Paddy of Plymouth m'chant & Alice ffreeman of Sandwich 
marryed the xxiliith of Novemb' 1639. 

Thomas Whitton and Winyfride Harding marryed 22' Novemb' 1639. 

[p. 220] Nehemiah Smyth & Ann Burne marryed the xxith Januar 
1639 

[p. 222] ffrancis Weston & margery Reeves marryed the 27‘ of 
ffebruar 1639 

[p. 226] William Hurst of Sandwich and Katherne Thickston mar- 
ryed the 17*8 march 1639 

Thomas Gilbert & Jane Rossiter of Taunton marryed the xxiiit of 
March 1639. 

[p. 235] Georg Pidcock & Sarah Ricard marryed the xvi' may 1640. 

John Mynard & Mary Starr marryed $ 

William ffallowell & Martha Beels marryed ¢ 

Benjamin Nye and Katherne Tupper marryed the xix‘ october 1640 

Willm Hiller and ¢ oe. 

William Nelson and Martha fforde marryed the xxixt of Octob" 1640 


[€. O.,I1:20] ffrancis Baker & Isabell Twineing of Yarmouth mar- 


ryed the xviitt day of June 1641 
[p. 26] Thomas Southerne and Elizabeth Reynor marryed the first 


of Septemb’ 1641 
Robert finney & Phebe Ripley marryed the first of Septemb' 1641 
M' Willm Hanbury & Hannah Sowther marryed the xxviiit" Septemb’ 


1641 
Henry Sirkman & Bridgitt ffuller marryed the xxxt Septemb’ 1641 
[p. go] Henry Adford & Tomson Manson of Scituate marryed the 


vith of Octob" 1643. f 
John Stockbridg and Elizabeth Sone of Scituate marryed the ix® 


october 1643. 


* Space was left for the surname. 
+ “ Sealis.” See Richard Sealis’ will in this issue. 


{ These entries were left unfinished. 
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James Torrey & Ann Hatch of Scittuate marryed the second of 
Novemb’ 1643. 

[p. 107] John Gorome and Desire * Howland marryed f 

Richard Wright and Hester Cooke marryed thet 

Stephen Wood and Abigall Dunhame marryed the sie Novemb’ 1644 

Ephraim Morton & Ann Coop[er] marryed the xviiit® Novemb’ 1644 

Richard Bushop and Alis Clark marryed th st Decemb® 1644 

John Churchall and Hannah Pontus marryed the xviii» Decemb* 1644 

Georg Bonum and Sarah Morton marryed the xxth Decemb' 1644 

Henry Wood and Abigall Jenney the xxviiitt Aprill 1644. 

John Carew and Elizabeth [t] marryed the [§] June 1644 

Willm Payhody and Elizabeth Alden marryed the xxvit? Decemb’ 
1644 

Ephraim Kempton and [||] Rauline married the f 

[p. 110] Anthony Annable and Ann Elcock marryed the third of 
march 1644 

Thomas Boreman of Barnestable & Hannah Annable marryed the 
third of march 1644 

[p. 120] James Glasse and Mary Pontus marryed the xxxi of Octo- 
ber 1645 

[p. 125] John Turner and Mary Brewster marryed the xiit? Novemb* 
164 

Nathaniel Warren & Sarah Walker marryed the xixt? Novemb' 1645. 

John Washborne & Elizabeth Michell marryed the vit of Decemb* 
1645 

John Tompson & Mary Cooke marryed the xxvith Decemb® 1645. 

Joseph Ramsden and Rachell Eaton marryed the second Day of 
march 1645. 

[p. 130] Richard Smyth and Ruth Bonum marryed xxviith march 1646 

Edmond ffreeman ju’ & Rebecca Prence marryed the xxiit® of Aprill 
1646 

Andrew Ringe and Deborah Hopkins marryed the xxiii’ Aprill 1646 

Thomas Pope and Sarah Jenney marryed the xxix may 1646. 

[p. 144] James Addams & ffrances Vasall Married y* 15% of Julie 
1646. 

(To be continued ) 


# «Mercy ” was first written, but it was crossed out and “ Desire” was inter 
lined in the same hand and ink. 

+ These entries were left unfinished. 

t Space was left for the surname. 

§ The day of the month was omitted. 


|| Space was left for the given name. 
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PLYMOUTH COLONY VITAL RECORDS 


TRANSCRIBED BY GEORGE ERNEST BOWMAN 
(Continued from Vol. XIII, p. 86) 


THE earliest births and deaths entered on the Plymouth Col- 
ony Records are found in a volume now marked “Marriages 
Births Burials.” This book contains also marriage records of 
later date than those in the Court Orders, which were printed 
in the first article of this series. The vital records in the vol- 
ume begun in the present article were printed in 1857 by the 
Commonwealth of Massachusetts, and edited by Dr. Nathaniel 
B. Shurtleff; but the book is not accessible to many of our 
readers, and it contains serious errors which have caused much 
unfortunate confusion. 

The first few pages are badly worn, and Dr. Shurtleff 
assigned the year 1647, instead of 1648, to the first remaining 
record of Plymouth births. A careful study of the system of 
entering these records for the first few years shows that the 
order of entering was as follows: Plymouth Births, Plymouth 
Marriages and Burials, Sandwich Births, Sandwich Marriages 
and Burials, Yarmouth Births, Yarmouth Marriages and Burials. 
If this order was not followed we must assume that there were 
at least twenty-six births in Plymouth in 1647, but none in 
1648. The death record of Isaac Cushman also confirms the 
date 1648. 

The third death record on the first page is badly worn, but 
there is no doubt that the reading “ Zeb[worm]eman”’ is in- 
correct. The remaining portion of the first letter is not the 
bottom of “Z” but of “R” and the name recorded was un- 
doubtedly “Rebecca Freeman.” 

The first Yarmouth death, on the same page, should be 
Hugh “ Tilly”, not “Tilby” as printed by Dr. Shurtleff. The 
record is easily read at the present time. 

Dr. Shurtleff omitted pages 2 and 3 in giving the original 
numbers. The first two pages are now numbered 1 and 2, 
and pages 3 and 4 are missing. 

In Dr. Shurtleff’s copy the first entry of a Plymouth birth, 
one “ Winter,” was printed as if it were at the bottom of page 1, 
and with Yarmouth Burials, instead of at the top of the next 
page. On page 6 of the original, the record of the stillborn 
son of. Peter Wright was entered before his sister Sarah, not 
after the birth of Benet Elles, as printed in 1857. 
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Errors such as printing “twenty fourth”, in the birth of 
Lydia Barnes, where the original reads “24>”, and “ zoth”’, in 
the birth of Mary Marchant, where the original reads “twen- 
tieth”, do not alter facts and will not be especially noted 
hereafter. 


[SANDWICH BURIALS, PROBABLY ] 


[p. 1] [worn]Jentyeth of November 
[ worn jried the tenth of febrewary 
Reb[* Jeman buried the 23¢ of march 


1647 

yarmouth Regester of the beirth of theire Children 

Susanna Miller Daughter of M' John Miller was born the 2°"4 of May 

Elizabeth hedge Daughter of Mt Willam hedge was born the twentyone 
of May 

Samuell Matthews the sonn of James Matthew[s] was born the first 
of May 

Jonathan hallot the sonn of Andrew hallot was born the twentyeth of 
November 

Ruth Tayler the Daughter of Richard Tayler was born the 29 of 
Jul 

Mary Rider the Daughter of Samuell Ryder was born the sixt of 
September 

Sara hull the Daughter of Trustrum hull was born the 18'* of October 

Beniamin Staare the sonn of Tho: Staare was born the sixt of febrewary 

(t] Darby the sonn of John Darby was born the last of febrewary 

Josepth the sonn of Willam nicherson born the 10 month 1647 


1647 
yarmouth Regester for mariages & burialls 
hugh Tilly * Died the twenty eight of Janu[ary] buried the the Day 
folloing 
henery Wilden maried to Eed[worn] the twentyfift of Janua[ry] 
Sara hull the [worn] 


[PLyMouTH BirTHs, 1648 *] 


[p. 2] Winter * [worn] was born on t[worn 

Tho: & hanna Smith the sonn & [Daughter] of Richard Smith being 
twines were born on the twentythird of aprell 

Lidia ea the Daughter of John Barnes was born on the 24) of 
apre 


* See introductory notes. 


t The given name appears to have been omitted by mistake, as no space 
left for its insertion later. The leaf is perfect at this int ; : ae 
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sg Wood the sonn of henery Wood was born the twentyfift of 

ay 

hanna Glase the Daughter of James Glase was born the 2°"4 of June 

Ann aia the Daughter of Samuell Sturtivant was born the 4th 
of June 

as Bartlet the Daughter of Robert Bartlet was born on the 8 of 

une 

Rebekah Billington the Daughter of ffrancis Billington was born on 
the 8th of June 

Abigaill Church the Daughter of Richard Church was born on the 
2204 of June 

hanna Eedy the Daughter of Samuell Eedy was born on the twenty- 
third of June 

Elizabeth Chipman the Daughter of John Chipman was born on the 
24" of June 

hester Willet the Daughter of Mt Tho: Willet was born on the sixt of 
July 

Sara heward the Daughter of John heward was born on the twentyeth 
Day of august 

[worn] Paddy the sonn of Mr Willam Paddy [was born on] the sixt 
of September 

[worn] sonn of Willam hoskins [worn] last Day of November 

[worn] John Tompson 

[pages 3 and 4 are missing] 

[p. 5] [worn] the Daughter of M' [worn] was borne the 26t of 
December 

Seth Pope the sonn of Tho: Pope was born on the 13‘ of January 

Elizabeth Cook the Daughter of Jakob Cook was born on the 18 of 
January o 

Samuell & Elizabeth Watson being twines the sonn & Daughter of 
Gorg Watson were born the 18** of January 

Ephraim Morton the sonn of Ephraim Morton was born on the 27th 

~~ of January 

Isaak Doty the sonn of Edward Doty was born on the 8* of febrewary 

Isaak Cushman the sonn of the Elder Cushman was born the 8* of 
febrewary 

Mary Atkins the Daughter of henery Atkins was born the 13‘ of 
march 

Elizabeth faunce the Daughter of John faunce was born the twenty 
third of march 


1648 
Plym Regester of mariages & burialls 
Elizabeth Spooner the wife of Willam Spooner Died the twenty eight 


of aprell 
John Wood the sonn of Steven W[ood died] the [*]'* [worn] 
Tho Smith the sonn of Richard S[mith worz] 


*This figur appears to have been either 8 or 9. 
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hanna Glase the Daughter of [worn] Died the 15‘ of June 

John Young was maried unto A[ worn] the 13" of December 

M' Beniamin Vermayes maried unto M"s Mercy Bradford the one and 
twentyeth of December 

John Barnes the sonn of John Barnes Died the twenty fift of December 

John Smith Juni of Plym was maried unto Debora howland the 4" of 
January 

John Tompson the sonn of John Tompson Died the eleventh of 


febrewary 


[p. 6] 164[8] 

[Sandwid]g Regester of the beirth of their Children 
[worn]a Boatfish borne the 27‘ of march 

Mary Willis was borne the 14" of aprell 
Bathsheuah Skiffe born the twentyone of aprell 
Meriam Wood was born the 8 of May 

Ezra Bourne was born the 12*h of May 

Micaell Blakwell was born the first of June 

Caleb Allen was born the 27* of June 

Patience Butler was born the 14 of august 
Susanna Turner was born the 28th of September 
Debora Wing was born the tenth of October 
Nathaneell fish was born the 27‘ of november 
hester Allen was born the 8th of December 

A sonn of Peeter Wright still born the 16 of December 
Sara Wright was born the eleventh of febrewary 
Benet Elles was born the 27* of febrewary 


1648 
Sandwidg Regester for mariages & burials 
Willam Wright buried the 2°74 of may 
Gorg Allen senier buried the 2°°"4 of may 
Gorg Knot buried the third of may 
Meream Wood buried the 9‘ of may 
Willam Newland Maried to Rose [*] holloway the 19 of May 
John Presbery buried the 19‘ of may 
Tho Burgis maried to Elizabeth Basset the 8t» of november 
[worn jaried to Mary Vincent the 8th of november 
[worn|ed the eleventh of October 
[worn] the the eleventh of December 

p me Willam Wood 


1648 
[Ya]rmou[th] Regester of the beirth of their Children 
Hannah the Daughter of Richard Templare was borne the fift of 
January Ann® Dom 1642 


*« Allen” was first written, but it was crossed out in the same ink, and the 
entry completed as printed. 
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ene aN Daughter of Edward Sturgis was born the twentieth 
of apre 

Mary the Daughter of Robert Davis the 28t» of the same 

Samuell the sonn of ffrancis Baker the first of may 

Mary the Daughter of John Marchant the twentieth of may 

Ephraim the sonn of John Wing the thirtieth of may 

John the soone of Roger Elles the first of December 

Ann the Daughter of Richard Tayler the 2°"4 of the same 

Beniamin the sonne of John Gray about the 78 of December 
[worn]nn the Daughter of Willam Eldred about the 16‘ of the same 
[worn }amuell the sonne of Richard Templer the 22°°"¢ of January 
The Daughter of Peeter worden febrewary the tenth 

Mary the Daughter of m" hedge the [worn] 

[zeorn] the son of Richard Templ[worn] yarmouth 


[p: 7] 1648 

yarmouth Regester of burials 

Elizabeth the Daughter of hugh Norman of the age of six y[ears] 
Drowned in a well the 28 of may 

Ruth the Daughter of Richard Tayler was buried 

the sonne of John Winge Drowned in the snow about the eleventh of 
December 


vf 


ws 


